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OHI Convention and oil heat Show 
to make Boston an oilheating Mecca 
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in charge of aircraft petroleum service oper 
tions at leading airports and bases across | 
country. We believe you'll find more Brod 
Meters in dependable service than any othe 
make. This is accounted for by the rugge 
construction, high sustained accuracy and lo 
maintenance provided by precision-built Brod 
Meters. You'll find Brodie Meters everywhe 
in every use wherever petroleum products # 
metered. 





























Brodie BiRotor Meters are par- 
ticularly designed for truck tank 
use in fueling aircraft. 
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AN A CHICAGO convention of Edison 
Electric Institute in early April, 
some of the speakers had incidental 
ideas that would fit our industry, For 
example, when an electric utility sells 


energy for complete house heating and 
splits the estimated cost into equal 
monthly payments they wouldn't 
think of calling it a “budget” plan. 

They say that the word “budget” 
has an unpleasant association to the 
housewife. To her it is sort of a 
straitjacket that keeps her from doing 
what she wants to. The electric men 
prefer to call them “convenience pay- 
ments.” Some make it “monthly con- 
venience payments.” 

The gas utilities, we have noticed, 
quite often refer to a similar arrange- 
ment as “equalized monthly pay- 
ments.” This is certainly a small point, 
but it might be important. Perhaps, 
we should stop talking about budget 
plans. 

Another interesting slant came from 
the speaker who emphasized ‘“Mod- 
ernize to Profitize.” That would fit 
into our industry’s emphasis on re- 
placement selling. Another had a gem: 
“Our industry has no problems; it 
only has opportunities.” 

The best crack, though, came from 
a speaker who was emphasizing how 
modern was electricity compared to 
gas, with his conclusion, “Gas was 
great in "98." 


O™ ELECTRIC company executive 
at the Edison convention said 
that his company doesn’t want any 
electric heating business because he’s 
getting too much now inadvertently. 
He heads a company in a Midwest 
medium sized city where the gas utili- 
ty has an antiquated system with a 
lot of leaks. Every time the tempera- 
ture drops sharply so does the gas 
pressure in this city, with the result 
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that folks hook up everything they can 
in electric appliances to help keep 
comfortable. 

It would be nice if those gas peo- 
ple would clean up their lines and get 
some more pressure so the electric com- 
pany could compete in a more ortho- 
dox manner, Either that or the oil- 
heating crowd in that city might do 
some more business if they would start 
their cooperative advertising campaign 
that they planned a year ago. 


OHN J. ANDERSON, manager of 

Westinghouse’s major appliance 
division, had some pearls of wisdom 
that would also fit the oilheating in- 
dustry nicely. 

He asked, “Isn't it time to quit try- 
ing to out-nickel each other?” 

“If there’s one thing this industry 
has heard too much about, it’s ‘better 
prices.” And let’s not kid ourselves, 
we aren't really talking about ‘better 
prices’ but ‘lower prices.’ Let’s raise 
our sights and all make a buck!” 


UITE A NUMBER of new com 
Q panies are coming into the mar- 
ket with electric heat pumps. The 
total number in use today is only 
around 8,000, but the whole idea 
seems to be sparking the imagination 
of some of our best enterprisers. 

We believe that a lot of heat pumps 
are going to be sold, but fortunately 
for the oilheating industry they won't 
compete with us nearly as hard as 
they will with gas heating. 

A heat pump is balanced when a 
home needs three tons of cooling and 
35 to 50,000 Btu of heating. You 
can’t make an exact statement on this 
because of the varying operating efh- 
ciency of the unit. However, it is 
plain to be seen that the primary mar- 
ket for heat pumps is in the Southern 
States. 

If we visualize the South as run- 
ning from South Carolina west to 
Southern California, we have the most 
concentrated present market for gas 
heating and the most concentrated 
potential market for heat pumps. 

We are convinced that in the next 
few years heat pumps will be big 
business as will be electric heating in 
general. They can’t compete too sharp- 
ly with us except in the Pacific North- 
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west where electric resistance heating 
is becoming as much of a threat as 
is gas heat. 





_ COAL MAN who has gone into 
the fueloil business often has a 


problem to decide whether to convert 
his present users to oil. Some prefer 
to do it before someone else does it, 
but others hold back because there is 
more profit in selling coal to the aver. 
age family than in selling oil, 

Randall & McAllister, up in Port. 
land, Me., had one customer who 
waxed poetic in announcing his de- 
fection whereupon the company kept 
the idea alive until they got a promis 
to come back into the fold at a future ' 
date. 

Here is how they told it to us: 

Answer received from our inactive ac 
count letter to a coal account: 


“There's been a change in the weather 
And in our heating system too, 
That's the only reason 

We ‘aint been calling you!” 


Randall & McAllister’s reply: (Mailed 


same date) 


Thank you for your letter 
Now we understand the reason, 
Your account has been inactive 
Since the last heating season 


So you’ve changed your heating system 
And you now use oil for heat, 

Well, we deliver oil you know 

And our service is complete! 





Our delivery fleet is modern 

Our drivers experienced and polite, 
They are always at your service 
Whether it be day or night 


You'll never worry about heating prob: 
lems 

Our service department is their greatest 
foe, 

We solve them in a jiffy 

Our trucks are dispatched by radio 


Thank you for reading our story 

We realize there’s too much “Our 
and “We” 

But we are telling you most sincerely 

That we can still take care of thee! 


Customer replied: 

Really feel I must acknowledge receipt 
of your letter. I enjoyed it so much just 
couldn’t stand not letting you know 
Sooooo! 


“End this thing I know we must 
For you a business man, _ 
Cannot keep up this writing pace 
So this is what I plan 


Obligations here to be fulfilled 

As service has been fine, 
But hear from us you surely will 
Just can’t tell you the time! 


by 
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system 


“featuring 


the new 4 ® 
Whistle Built-In 
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One single unit combining VENT Aitection” of 
| the original VENTALARM | M Signal. 
g prob ey cad ae New calibra; 
sreates Whistling Tank Fill Signal ‘opeae nen to 
: egre ° 
with a Tank Gauge. auge reads rath wae ee y- 
lio ; Ulon will not indicate henge Stops 
- Premature CUStomer ca tes 
3 Goes on the tank | 
Available for 275 gallon cellar tanks with the vent pipe * as an integral 
s. depths of 22”, 24”, 26”, 27”, 37”, 42”, | Of three lin I, One item to install j Sane 
agi 44” and 47”. Specify tank opening and cluding the r instead 
ch j Cducer b ; 
know depth when ordering. Ushi ng). 
r Sizes: VG-A 2”x 1%", VG-B 12" x14" 
e Scully Products are manufactured under 


U.S. and Foreign Patents or Patents Pending. 


See your Regular Supply House 


SCULLY SIGNAL COMPANY 
L- : 174 Green Street, Melrose 76, Mass. 


Canadian Branch: SCULLY SIGNAL LTD., 10 Hafis Street, Toronto, Ontario 


Makers of VENTALARM Signal and other Scully Fuel Oil Delivery Aids 


"8 SOLY SignAL co, 






























No. 2 Heating Oil (Including No. 3 & PS200) 
Price per gallon as of April 15, 1957 





















Tank Tank Tank T, 

Car Wagon Car wa 
Portland, Me. 121 15.9 Richmond 12.3 15.6 
Boston 12.0 16.0 Charleston, S. C. 11.9 51 
Providence 12.0 15.9 Chicago 11.0# 14.6 
Springfield, Mass. 12.25 15.9 Detroit 12.75* 162 
Hartford 12.25 15.9 Cleveland 13.4° 15.1 
New Haven 11.9 15.6 Minneapolis 10.875 15.3 
Syracuse 12.9 16.1 St. Louis 11.3* 149 
Albany 12.1 1457 Indianapolis 11.8* 15.6 
New York 11.9 16.0 Milwaukee 12.85*(a) 160 
Newark 11.9 15.6 Des Moines 10.50 14.9 
Philadelphia 11.9 15.4 San Francisco 11.65* 142 
Harrisburg 11.9 16.0 Portland, Ore. 12.35% 149 
Baltimore 11.9 15.7 Seattle 12.35* 15.0 
Wilmington, N. C. 11.9 P52 Spokane 14.25* 169 
Washington 11.9 16.1 Los Angeles 18) WW ip i 13.7 


*Delivered. 
Tank wagon prices shown are for maximum one-time delivery discounts. 
(A) Subject to vol. temp. disc. of .25¢ gal. 





+ sp CHANGES in the price table DEGREE DAY TABLES 

this month were limited to the ——-ONE MONTH ONLY—— SEASON TO DATE— 
Midwest, but there were quite a few March Percent Sept. through Mar. Percent 
lt lian Normal 1956 1957 Change* Normal 1956 1957  Change* 
a aie aa 989 1145 908 — 82 Albany AP 6045 6306 5966 —13 

£ the retail or tank wagon level, 404 348 410 + 1.5 Atlanta AP 2673 2703 2099 —215 
Chicago, Cleveland, St. Louis and In- 676 749 660 — 2.4 Baltimore AP 4289 4445 3898 — 9] 
Sica atl shee Ne 849 966 798 — 6.0 Boston AP 4972 5217 4881 =m 
ree er Sn eer ee 992 1062 894 — 99 Buffalo AP 5769 5857 5368 — 70 
Des Moines was down six-tenths. 449 430 442 — 1.6 Charlotte AP 3004 3003 2452 —184 
Pee a cia SEE 868 878 993 +14.4 Chicago AP 5516 5455 5251 — 48 

t the tank car or wholesale level, 645 680 669 + 3.7 Cincinnati CO 4110 4491 4019 —22 
Detroit, Cleveland and Milwaukee 874 891 825 — 5.6 Cleveland AP 5196 5293 4861 — 65 
eR Sale hile Chi- 288 244 347 +20.5 Dallas AP 2197 2244 2088 — 50 
are each down a halt cent while Uh 843 164 795 — 9.7 Denver AP 5240 5021 4748 —94 
cago is down a full cent. This resulted 868 916 867 — 0.1 Des Moines AP 5745 6213 5480 — 4.6 
ORME ie 927 1003 867 — 65 Detroit AP 5527 5614 5237 —53 
in Considerable Margin Changes in Cac 939 1076 932 — 08 Grand Rapids AP 5602 6087 5609 + 0.1 
of the cities named except Cleveland, 871 1066 816 — 6.3 Hartford AP 5365 5658 5439 + 14 
ayer nen 1017. 971 1013 — 0.4 Helena AP 6898 7454 7113 + 31 
ut these naturally are temporary. 184 141 138 —25.0 Houston AP 1352 1209 947 —30.0 
The season continues very mild as 772 163 +742 — 3.9 Indianapolis AP 4973 5104 4581 —1739 

h d -d t bl h Th >ast- 666 613 649 — 2.6 Kansas City AP 4477 4593 4151 me 73 
the Cegree-Cay table shows. fhe eas a12 "440 333 440 Los Angeles CO 1235 1246 808 —346 
ern cities listed in the table (not 611 584 618 + 1.1 Louisville AP 4055 4069 3720 — 83 
ilient Fila t ank®) abe 983 1036 1006 + 2.3 Milwaukee AP 5972 6147 6040 + 1. 
ee ee ee 1057 1204 1065 + 08 Minneapolis AP 6919 7626 6664 — 3.7 
down nearly 7% in degree-days. The 163 103 111 —31.9 New Orleans CO 1156 1146 732 —367 
« ae Ree AO 753 836 712 5.5 New York CO 4423 4553 4185 — 5.4 
REWEREER Groep, ages Nor wey wean. a. 13 Omaha AP 5559 6067 5183 — 68 
ed, is off an average of 5% compared $67 ny 695 + 42 nee sonra 4061 _ oi + ¥ 
ee . ee ae 35 9 34 — 56 ittsburg 4496 4628 4 sual 

to normal. This is mighty significant 1039 1213 965 — 7.1 Portland,Me.AP 6406 6596 6395 — 0.2 
to fueloil demand. Ny La $240 + 41.7 ene, Ore. CO = 3500 a + z 
. . . 874 86 804 — 8.0 rovidence AP F2is "SS ie 

The only important oilheating re- $88 588 595 + 1.2  Roanoke,Va.AP 3782 3976 3477 — 81 
gion that was substantially colder than p 589 po + 2.1 : bas con CO 4098 om — _ fl 
ee 41 694 667 —10.0 alt Lake City AP 5099 494 — 1. 
normal was the Pacific Northwest. 317 346 330 + 41 SanFranciscoCO 1996 2133 1930 — 33 
Resuming our practice of earlier 1302 1381 1232 = 5.4 Sault Ste.Marie AP 7671 sb 4 i e “a 
a 558 669 561 0.5 Seattle CO 3595 412 

dati stein checking secondary inven- 905 961 868 — 4.1 Toledo AP 5522 5738 5301 — 40 
tories of distillate fueloil at the end of 619 668 587 — 5.2 Washington AP 3923 4033 3706 — 5) 
















September and March, we show in the 








, : *Compared with normal City Office. 
table how things stand. You will re- 
call that we stopped these tallies when Distillate Fueloils 
the census bureau took them up. But SECONDARY bay 
‘tho PRIMARY STOCKS* (Thousands of Barrels) 

they discontinued the work a little (Themsaaiie ah tonde) March 31, Sept. 30 
over a year ago. East of Rockies 1957 0 72.8 

Midwestern stocks are extraordinar- =, 2, iy My % Filled taj : ~ 839 
ily low due to the unsettled market. East Coast 24,400 18,887 South Atl. 29.6 ~ 
The actual stock fi ures come from ap- Midwest 22,345 17,529 Total East Coast 33.4 : 

A g P Gulf Coast 16,238 14,492 Stocks East Coast 6,292 350 

plying the percentage filled to the lat- % Fitied Midwest 18.9 $64 


est storage capacity data of the Cen- Total 62,983 50,908 Stocks Midwest 2,098 
sus Bureau at the close of 1955. 





* American Petroleum Institute. 


IS THE UNIT YOU | 
SHOULD SELL TO REPLACE 


OLD OIL BURNING EQUIPMENT! 


«Offers Everything Millions of Home Owners Want th a tleating Plant! 
B _ = 
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DYNATWERM om : 1957 


YOUR MOST PROFITABLE HEATING YEAR! 


According to leading authorities on home heating— 
1957 will be the year to sell new heating equipment 
to replace millions of heating systems now antiquated 
++. OF that are no longer efficient or that never were 
efficient . . . and that are costing the home owners 
real money! 

Every home owner is interested in saving money on 
his fuel bills and most home owners will replace their 


present heating equipment if they have proof that 
you can give them more for their money in fuel 
economy, comfort and convenience than they have 
ever known before. The Bethlehem DYNATHERM is 
that proof ... it actually exceeds customers’ expecta- 
tions! It gives you an edge on competition because it 
offers everything customers have been looking for in 
economical home heating! 


Why not get started now selling this outstanding Package Unit—and get your share of 
this profitable “replacement” business! Wire or write immediately for full information! 


BETHLEHEM FOUNDRY & MACHINE COMPANY 


BETHUSH Em. 
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Cilheating Trends 
Lene FIRST QUARTER of the year 
ended at about the same pace of 
installations that had been showing up 
in the first two months. In other 
words, March installations of domestic 
oilheating equipment are estimated at 
33,551, which is 15% below the 
39,633 in March 1956. For the full 
quarter of this year the installations 
were 119,549 compared to 141,586, 
showing again a 15'% drop for the full 
period. 

It is quite significant that factory 
shipments have not been off that much, 
which would indicate a higher level of 
confidence than actual retail sales 
would disclose. The January table on 
factory shipments shows a 9% drop 
in the government figures while the 
market research committee of OHI 
shows about 9% decline for the first 
two months, 

The installations when listed by 
their applications are developing an 
interesting pattern. For the full first 
quarter new homes took, 42,046 oil- 
heating installations; replacements of 
old oil equipment accounted for 32,- 
747; conversions from other fuels 
racked up 44,756. These three groups 


keep working closer together. New 
Minimum Retail Prices 
of Key Dealers 
Mar. Avg. Feb. Avg. 
Separate Burners $314 $313 
Boiler-Burners 723 V2. 
Furnace-Burners 617 613 


Price Index: Separate Burners 
1947-49 is 100% 


WHOLESALE 
Mar. 94.9 Six monthsago 94.1 
Feb. 95.8 Yearago 94.5 
RETAIL 
Mar. 93.5 Six months ago 92.8 
Feb. 93.2 Yearago 93.2 
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homes represented 35%; replacements 
were 27%; conversions from other 
fuels 38%. Thus, it becomes increas- 
ingly important for the dealer to push 
into all three phases of the market. 

Burner Stocks: At the end of March 
dealers had on hand approximately 
105,676 domestic oilburners and units 
compared with 77,447 the previous 
month and with 122,413 on the same 
date last year. As contrasted to last 
month the latest stock figures definite- 
ly display confidence. 

The March 31 dealer stocks were 
divided: Separate burners, 49,238; 
Boiler-burner units, 28,728; Furnace- 
burner units, 27,710. 

150 
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Factory stocks at the end of January 
were 55,520 compared with 51,530 
the previous month and with 56,516 
on the same date last year. 

Tank Stocks: Dealers had 57,819 
customer oil tanks in stock at the end 
of March compared with 71,033 on 
the same date in 1956. The current 
stocks were divided: 220-275 gal. 
size, 51,856; 550-675 gal. size, 3,854. 
and then sizes 1,000 gal. and over, 
2,109. 

The average price paid in March 
by dealers for a 275 gal. basement 
tank was $35 or $2 above the Feb 
ruary average, quite a jump for one 
month. 
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Shipments of Oilburners and Units 
(Including Exports) 


Adjusted to include manufacturers other than the 145 reporting to 
Census Bureau, FueLom & Om Heat's estimates of shipments are: 











——— JANUARY TWELVE MONTHS——— 
Percent Percent 
1957 1956 Change 1956 1955 Change 
Separate Burners 31,149 33,908 — 8.1 479,922 571,603 — 160 
Boiler Units 3,390 4,120 — 17.7 78,690 81,496 — 34 
Furnace Units 10,533 11,563 — 89 189,737 207,534 — 86 
All ‘Domestic 45,072 49,591 — 9.1 748,349 860,633 — 13.1 
Commercial 4,156 2,786 + 492 42,414 41,284 + 2.7 
‘Total 49,228 32,377... — «60 790,763 901,917 — 123 
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Replacement Sales 


Oilheating dealers continue to move 
into the airconditioning field although 
at a fairly moderate pace. In our reg- 
ular monthly reporting group we find 
that 54% of them sold some central 
airconditioning in 1956, This covered 
both residential and commercial ap- 
plications. There were 419% selling 
residential central cooling and 29% 
selling commercial jobs. Of course, 
some sold both which accounts for 
the 54% total. 

On the residential side the average 
dealer who sold airconditioning in- 
stalled 11 jobs; and on the commercial 
side, 5 jobs. When the totals are 
thrown together, however, and divid- 
ed by the number of dealers who did 
any airconditioning either commercial 
or residential, the average across the 
board was 12 jobs. 

In another portion of this issue, in 
our annual service analysis the aver- 
age reporting dealer installed 14 cool- 
ing jobs last year. That is based on a 
much larger sample than our monthly 
reporting group so is probably more 
accurate. 

There’s an interesting geographic 
variation as would be expected. In 
New England the average dealer put 
in six jobs with the range from one 
to 18. The Mid-Atlantic range was 
from 1 to 40 jobs with the average 12. 
In the Midwest the strongest installer 
put in 85 jobs, but the average was 16. 

Surprisingly, only a minor share of 
the cooling jobs sold by our group 
went into new homes—this was 21%. 
There was a considerable geographic 
variation: In New England it was 

50%; in Mid-Atlantic states, 16%; 
and in the Midwest, 11!'%. We are not 
carrying the Pacific Northwest figures 
in this study because too few of the 
reporting companies sold _ cooling 
equipment. 

Our next interesting discovery was 
that 83% of the cooling jobs going 


12 





into new homes were sold in conjunc- 
tion with a heating installation. That 
means that one-sixth of the new home 
cooling applications were sold by 
companies that didn’t get the heating 
business. 

Putting cooling distribution into the 
existing duct system seems to be the 
most acceptable arrangement from the 
dealer standpoint. This, of course, re- 
fers to old homes. We find that 85% 
of the jobs done by our group last 
year used existing duct systems. 

In some instances this was done as 
a matter of economy rather than con- 
viction. This comes out in the next 
question where we find that 67% of 
the reporting group saying that they 
consider the old heating duct system 
to be satisfactory for cooling installa- 
tions. 

Again we have a geographic varia- 
tion. In both the Mid-Atlantic and 
Midwest areas, 93'% of the jobs in old 
homes use the existing heating ducts 
for cooling; while in New England 
this was only 51%. The widwestern 
dealers who had the most cooling ex- 
perience up to now vote 83% to say 
that the old duct system is quite satis- 
factory. 

We next asked the group how many 
of their cooling jobs were installed in 
attics and the composite answer was 
6%. Then we found that another 3% 
of complete cooling installations were 
made in utility rooms or closets on 
the first floor. 

Chilled water cooling appears to be 
just getting under way, although the 
boiler and radiator manufacturers ex- 
pect to do quite a little with it. In this 
study, however, just under 1'% of the 
installations made by our group last 
year used the chilled water method. 
When asked the dealers if they 
thought water systems practical 47% 
voted yes. This would indicate a good 
future at such an early stage. From 
the point of comparative cost 26% of 
the reporting dealers believe chilled 
water systems cost more than air sys- 
tems, 29% think they cost about the 
same, the other 45% had no opinion 
on this point. 

Oilheating dealers have one advan- 
tage in selling cooling . . . they’re al- 
ready dealing with families in many 
instances to sell them fueloil and serv- 
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Oilheating Permits* 


MAR. 
1957 
5 

19 

58 

1 

33 


18 
11 
13 
77 
25 


11 
10 


16 
39 


70 
22 


20 
8 
3 
3 


24 
iB i 


26 
129 
2 
43 
23 


90 
57 

3 
27 


71 
27 
28 

8 
29 


82 
29 


1279 


3 MONTHS’ ToTA, 


Albany, N. Y. 
Baltimore, Md. 
Bridgeport, Conn. 
Columbus, Ohio 
Detroit, Mich. 


Elizabeth, N. J. 
Freeport, N. Y. 
Hartford, Conn. 
Irvington, N. J. 
Meriden, Conn. 


Milwaukee, Wis. 
Minneapolis, Minn. 
Montclair, N. J. 
Morristown, N. J. 
Mt. Vernon, N. Y. 


Newark, N. J. 
New Bedford, Mass. 
New Haven, Conn. 


New Rochelle, N. Y. 


Norfolk, Va. 


Omaha, Neb. 
Orange, N. J. 
Passaic, N. J. 
Paterson, N. J. 
Philadelphia, Pa.** 


Portland, Me. 
Portland, Oreg. 


Poughkeepsie, N. Y. 


Providence, R. I. 
Richmond, Va. 


Roanoke, Va. 
Rochester, N. Y. 


1956 
10 
115 
223 
8 
474 


136 
75 
82 
35 


88 


499 
46 
28 

6 
46 


145 
385 
42 
48 
210 
24 
14 
12 
50 
613 


130 
859 

30 
173 
138 


251 
183 


Rockville Centre, N. Y. 25 


Salem, Mass. 
St. Louis, Mo. 


St. Paul, Minn. 
Schenectady, N. Y. 
Spokane, Wash. 
Springfield, Mass. 
Stamford, Conn. 


Washington, D. C. 
White Plains, N. Y. 
Wilmington, Del. 
Worcester, Mass. 
Yonkers, N. Y. 


Totals 
Percent Change 


—— | 

*Permits are not total sales in each mat 
ket since’ none are reported from suburbar 
areas, which normally account for 20% 
to 60% of total sales in each market; no: 
are they an accurate index where enforct 
ment is lax. Rightly used, however, they 


are a useful working index. 
**Courtesy of “Philade 


96 
504 


26 
28 
210 
268 
64 


153 
37 
62 

237 
45 


5913 


1957 


9 
55 
218 
9 
129 
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ice. We find that of all the cooling 
jobs sold by oilheating dealers last 
year 48% went to existing oil or tv 
ice customers. Then we found | 
surprising angle in this connection. 
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Here’s good news about 


RESIDUAL FUEL 


DuPont additive proves outstanding as a dispersant, cleans sludge- 


laden tanks, keeps burner nozzles, filters and strainers clean 


Lh 








NOZZLE-FOULING ... solved by FOA-2 
































PREHEATER TUBE-FOULING .. . 


PREHEATER-SHELL-FOULING . . . 


solved by FOA-2 





solved by FOA-2 


Du Pont Fuel Oil Additive No. 2 has been proved 
a highly efficient sludge dispersant for residual 
fuels. In every test, the additive has succeeded 
where other—and often much more costly— 
methods have failed. Our own experience, in 
Du Pont manufacturing plants, has repeatedly 
confirmed these findings. 

FOA-2 has cleaned many tanks too sludge-laden 
for operation, and the dispersed sludge has been 
burned without furnace shutdown. After these 
cleanings, the continued use of FOA-2, in small 
concentrations, has kept nozzles, filters and strain- 
ers clean, practically eliminating fouling and re- 
ducing the need for expensive tank cleanings to 
an absolute minimum. Being nonmetallic, FOA-2 
itself burns completely, leaving no ash. 

Users get all this protection, all this insurance 
against operation failure, with only a minute 
quantity of FOA-2 per barrel of oil. Storage space 
is kept available for storage of residual fuel— 
not sludge. 

The Du Pont Petroleum Laboratory recently 
issued a technical memorandum (No. 317, dated 
January 1957). It reports in detail ten typical case 
histories of residual fuel problems solved with 
FOA-2 ... in a refinery, and in large industrial 
plants, an apartment house, a power station and 
a country club. 

Phone, wire or write for your copy. It will be 
sent promptly. 


M16 ys Par.orf 
Better Things for Better Living 
+ » » through Chemistry 


Petroleum Chemicals 


EI, DU PONT DE NEMOURS & CO. (INC.) - Petroleum Chemicals Division - Wilmington 98, Delaware 
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QUICK COUPLERS 


z 
SLIPS ON HOLDS TIGHT 


Na 29 
CAM TIGHTENS i 


The Fastest, Safest, 
Curest Coupling Known 


NEVER FAILS 





BRONZE * ALUMINUM * MONEL 
STAINLESS STEEL + SEMI-STEEL 





OPW 


2735 COLERAIN AVE., CINCINNATI 25, OHIO 


CORPORATION 
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direct mail promotion followed by 
personal solicitation. This is an amaz- 
ing record in view of the recent sur- 
vey by DuPont which showed that the 
reverse situation was true of heating 
dealers in general. 

Prices for typical residential cool- 
ing jobs at the start of this new sea- 
son show some variation from last 
season, but not much. Present average 
prices of the reporting group show a 
two-ton job $1,034; a 3-ton installa- 
tion at $1,329, and 5-ton at $1,836. 
When the same thing was checked last 
July the comparable figures were: 
$1,142; then $1,303, and $1,776. In 
other words the 2-ton size is down and 
the other two brackets are up. 

The bulk of airconditioning equip- 
ment is sold for cash with the group 
reporting that only 29% are sold on 
time payments. 

The question of integration be- 
tween the heating and cooling depart- 
ments of these dealers is naturally 
significant. From the returns from this 
study it is obvious that they have been 
pulled together at a mechanical level. 
The dealers report—96% of them— 
that their regular oilheating men also 
put in the cooling jobs. 

Then we asked the group if they 


believe that a fueloil and oilheating 


dealer is a logical outlet for central 
cooling equipment; 77% believe that 
he is. Notice that this compares with 
54% who are already doing it with 
the conclusion that some others will 
be coming in. 

To determine about how far this tie- 
up has progressed by now the com- 
posite opinion is that 26% of all cool- 
ing jobs put in last year were installed 
by fueloil-oilheating dealers. In other 
words they have about one-fourth of 
the market. 

There’s been some feeling of dis 
appointment because residential cool- 
ing hasn't moved faster up to now. 
Certainly it has shown nice progress, 
but the total installations are still 
small compared to annual heating in- 
stallations. 

The group of dealers helping in this 
analysis believe that it will take nine 
and one-half years to get 10% of all 
homes in their markets equipped with 
central cooling installations. The esti- 
mates ranged from three years to 20 
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years without much variation between 
the geographic areas. New England 
estimated that it would take eight and 
one half years to reach 10% satura. 
tion, the Midwest estimated ten years 
and the other sections fell in between, 

If their composite impression should 
be right what does this mean in num. 
bers. If we think only of centrally 
heated homes which sometime during 
the ten years ahead will number 25 
million, then the dealers are expecting 
250,000 cooling installations a year, 
This is probably on the low side con- 
sidering better than a 150,000 were 
sold last year. 

Dealer comments: These are typi 
cal from the reporting group: 

This will be a great field if we can 
keep the marginal operators and the 
other gyps out of the field.” . . . “It 
cost us about $2,000 to train two men 
and furnish the freon charging equip- 
ment, etc.; took one season to learn 
the tricks of the trade.” .. . 

“When dealing with old homes, we 
have found that each job has to be 
surveyed and sold accordingly—many 
old F. W. A. duct jobs are o.k. but 
registers have to be changed.” ... 

“My area has only 2 to 3% warm 
air heating systems, therefore, the cool: 
ing market is slim.” . . . “Old duct- 
work can be used with reservations— 
proper briefing of the customer and 
use of equipment.” . . . 

“Out of approximately 100 central 
heating installations last year we in 
stalled only two cooling jobs at the 
time the heating went in, but we have 
considerable tonnage for commercial 
installations. Right now we have about 
200 central units going with cooling 
and are conducting a radio campaign 
which may bring more.” . . . 

“With gas hurting our oil market, 
airconditioning has taken its place— 
not every Tom, Dick and Harry can 
install, figure and service aircondition 
ing, and we can sell a job with a bet’ 
ter profit and get a larger percentag¢ 
of the market.” 

“Cooling hasn’t taken a hold in our 
locality—we don’t have enough hot 
weather.” . .. 

“We are pushing cooling this yeaf 
and expect to sell ten complete jobs. 
... “We sell about 60 room, office 
and store airconditioners a year.” -: 
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‘tae | A practical working plan Answers questions like these: 

pies This free Kit takes you through each step involved 1. — are my logical prospects and how can I reach 

ia in setting up a practical program—shows you how ts : Tal : i 

se = to go about getting heating plant replacement busi- 2. init baee oasibilities' oe 2 ae 

Ms ness, and more profit dollars. Included in it are 3. What's the best way to approach my prospects? 
som “6 ” ? “6 , 

ee e of the “tools” you'll need to get the pro- 4. How can I overcome the prospect’s resistance to 


we gram underway. “having it done now”? 
: wy 5. What are the two sure-fire keys to closing the sale? 


yo I MAIL THE COUPON TODAY! 


jition’ 











Rm ee ee ee ee ee ee ieee 
a bet There’s no cost or obligation. Organize now to in- 4 
: ‘ease your heating replacement sales this Summer. Spencer Heater, Lycoming Div., 
ontag Avco Mfg. Corp., Williamsport, Pa. 
’ | | Gentlemen: 
in our | Please send me your free Kit “How to Build Volume and 
h hot Ss p e N C E R | Profits on Heating Replacement Business.” 
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Where is the new home Market? 





ALABAMA 
Birmingham area 
Mobile area 
Montgomery area 
Nonmetropolitan areas 


ARIZONA 
Phoenix area 
Nonmetropolitan areas 


ARKANSAS 
CALIFORNIA 


Fresno area 

Los Angeles area 
Sacramento area 

San Bernardino area 
San Diego area 

San Francisco-Oakland 
San Jose area 
Stockton area 
Nonmetropolitan areas 


COLORADO 
Denver area 
Nonmetropolitan areas 


CONNECTICUT 
Bridgeport area 
Hartford area 
New Haven area 
Nonmetropolitan areas 


DELAWARE 
Wilmington area 
Nonmetropolitan areas 


DISTRICT OF COLUMBIA 
Washington, D. C. 
Maryland suburbs* 
Virginia suburbs** 


FLORIDA 
Jacksonville area 
Miami area 
Orlando area 
Tampa-St. Petersburg area 
Nonmetropolitan areas 


GEORGIA 
Atlanta area 
Columbus area 
Savannah area 
Nonmetropolitan areas 


IDAHO 


ILLINOIS 
Chicago area (Does not 
include Ind. suburbs) 
St. Louis area 
Nonmetropolitan areas 


INDIANA 
Chicago suburbs 
Fort Wayne area 
Indianapolis area 
South Bend area 
Nonmetropolitan areas 


IOWA 
Davenport area 
Des Moines area 
Nonmetropolitan areas 


KANSAS 
Kansas City area 
Wichita area 
Topeka area 
Nonmetropolitan areas 


*Included in Maryland state total. 


No. of Permits 


Issued 
Jan. 12 Mos. 
1957 1956 
1,097 11,516 

342 3,951 
398 2,134 
86 1,222 
271 4,209 
1,377 12,503 
967 8,567 
410 3,936 
211 3,250 
12,699 174,143 
177 = 2,651 
6,388 89,019 
334 5,455 
1,446 16,424 
1419 13,138 
1.212 21,230 
876 869,181 
108 1,581 
1,009 15,464 
893 14,147 
630 §=9,148 
263 4,999 
614 17,485 
85 2,037 
137 3,899 
42 ~=«+1,974 
350 9,575 
106 3,315 
102 3,204 
4 Vl 
137 4,447 
367 = 7,145 
213 6,415 
4,558 56,721 
266 3,626 
986 16,986 
251 2,389 
1,021 10,457 
2,034 23,263 
1,205 16,046 
684 9,303 
94 ~=1,722 
166 1,449 
261 3,572 
39 ~—s:+1, 167 
2,325 55,07! 
2,005 45,777 
20 ~=—«:1,376 
300 7,918 
643 16,535 
70 3,070 
86 636 
196 5,664 
74 1,124 
217 6,041 
222 8,635 
28 1,676 
57 1,282 
137 5,677 
362 9,728 
83 2,868 
117. 2,614 
54 ~=«+1,259 
108 2,987 


**Included in Virginia state total. 
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KENTUCKY 
Cincinnati suburbs 
Louisville area 
Nonmetropolitan areas 


LOUISIANA 
Baton Rouge area 
New Orleans area 
Shreveport area 
Nonmetropolitan areas 


MAINE 
MARYLAND 


Baltimore area 
Washington, D. C. suburbs 
Nonmetropolitan areas 


MASSACHUSETTS 
Boston area 
Springfield-Holyoke area 
Worcester area 
Nonmetropolitan areas 


MICHIGAN 
Detroit area 
Flint area 
Grand Rapids area 
Nonmetropolitan areas 


MINNESOTA 
Minneapolis-St. Paul area 
Nonmetropolitan areas 


MISSISSIPPI 
Jackson area 
Nonmetropolitan areas 


MISSOURI 
Kansas City area 
St. Louis area (Ill. suburbs 
listed under ll.) 
Nonmetropolitan areas 


MONTANA 
NEBRASKA 


Lincoln area 
Omaha area 
Nonmetropolitan areas 


NEVADA 
NEW HAMPSHIRE 


NEW JERSEY 
Atlantic City area 
New York City suburbs 
Philadelphia suburbs 


Nonmetropolitan areas 
NEW MEXICO 


NEW YORK 
Albany, Schenectady, Troy 
Buffalo area 
New York Cityt 
Suburbs of New York City 
Rochester area 
Nonmetropoiitan areas 


NORTH CAROLINA 
Charlotte area 
Greensboro-High Point area 
Raleigh area 
Nonmetropolitan areas 


NORTH DAKOTA 





No. of Permits 


Issued 

Jan. 12 Mos. 
1957 1956 
307 8,659 
28 528 
182 5,422 
97 2,709 
587 11,482 
167 2,382 
316 4,702 
82 1,483 
Zz «(2918 
20 1,197 
1,329 21,76l 
829 11,438 
367 = 7,145 
133” 33476 
523 21,745 
257 39,939 
74 3,079 
18 1,039 
174 7,688 
1,659 44,980 
927 28,310 
128 3,825 
104 2,360 
500 10,485 
259 13,548 
228 9,465 
31 4,083 
150 2,373 
5l 722 
99 ~=—s-:1,651 
615 15,051 
184 3,795 
266 8,036 
165 3,220 
54 1,516 
108 4,692 
12 991 
79 =—2,588 
17 1,113 
130 =. 2,110 
48 1,565 
2,136 33,575 
43 1,053 
1,457 17,828 
224 4,780 
412 9,914 
455 4,723 
2,760 63,688 
21 1,791 
288 9,275 
895. 17,770 
1,345 27,083 
133 2,497 
78 5,275 
661 9,997 
82 1,242 
113 1,599 
55 1,084 
411 6,072 

4 1,749 


tCovers dwelling units actually started. 
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OHIO 
Akron area 
Cincinnati area 
Cleveland area 
Columbus area 
Dayton area 
Toledo area 
Youngstown area 
Nonmetropolitan areas 


OKLAHOMA 
Oklahoma City area 
Tulsa area 
Nonmetropolitan areas 


OREGON 
Portland area 
Nonmetropolitan areas 


PENNSYLVANIA 
Allentown-Bethlehem area 
Harrisburg area 
Philadelphia area (See New 
Jersey for Jersey suburbs) 
Pittsburgh area 
Nonmetropolitan areas 


RHODE ISLAND 
Providence area 
Nonmetropolitan areas 


SOUTH CAROLINA 
Charleston area 
Nonmetropolitan areas 


SOUTH DAKOTA 
TENNESSEE 


Chattanooga area 
Knoxville area 
Memphis area 
Nashville area 

Nonmetropolitan areas 


TEXAS 
Beaumont-Port Arthur area 
Corpus Christi area 
Dallas area 
El Paso area 
Fort Worth area 
Houston area 
San Antonio area 
Nonmetropolitan areas 


UTAH 
Salt Lake City area 


Nonmetropolitan areas 
VERMONT 


VIRGINIA 
Portsmouth-Norfolk area 
Richmond area 
Roanoke area 
Washington, D. C. suburbs 
Nonmetropolitan areas 


WASHINGTON 
Seattle area 
Spokane area 
Tacoma area 
Nonmetropolitan areas 


WEST VIRGINIA 
Charleston area 
Nonmetropolitan areas 


WISCONSIN 
Madison area 
; Milwaukee area 
Nonmetropolitan areas 


WYOMING 






No. of Permits 
Issued 


Jan. 
1957 


12 Mos, 
1956 
48,122 
2,925 
5,595 
10,666 
6,759 
6,241 
2,683 
3,595 
9,658 


7,005 
2,651 
1,087 
3,267 


6,038 
2,688 
3,350 


32,666 
1,829 
1,185 


14,818 
9,541 
5,293 


2,919 
2,712 
207 


4,003 
1,40! 
2,602 


1,439 
11,425 


1,500 
2,571 











“call-back 
TROUBLE ? 


6,241 
2,683 
3,595 
9,058 





7,005 
2,651 
1,087 
3,267 





6,038 
2,688 
3,350 


32,666 
1,829 
1,185 


14,818 
9,541 
5,293 


2,919 
2,712 
207 


4,003 
1,40! 
2,602 


1,439 


11,425 
1,500 
2,571 


2,034 
1 666 


53,225 
| 826 
14 
9,073 
2,727 
4,54 


4297 
22,071 


6,14 
3,049 
2,49 


22,155 
3,047 
3,169 


6,415 
9,524 


14,568 
, 7,000 
aie 
2.416 
j 3,404 


4017 
1,14 
. 2,874 


y 19,418 
» 1,478 
y 
J 






The nozzle chosen as original equipment by more 
than 120 leading oilburner manufacturers. 
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8,379 
9,56! 


DELAVAN MANUFACTURING COMPANY ~- WEST DES MOINES, IOWA 


Fricloil : 17 
liters 





















Milburn Petty 


WASHINGTON—Oil productive ca- 
pacity “is not too meaningful unless 
accompanied by adequate transporta- 
tion facilities.” 

That was one of the lessons learned 
from the Oil-for-Europe Program, 
when the U. S. was called on to help 
make up for loss of Middle East oil. 

While the House Commerce Com- 
mittee reports this program was “emi- 
nently successful,” it suggests that the 
lack of inland transportation should 
be studied. (National Petroleum 
Council is now engaged in a pipeline 
survey.) 

Maintenance of 
stocks” of crude oil and products was 
another point stressed in the commit- 
tee’s report, which also warned against 


“minimum safe 


“excessive” imports. 

Admittedly, oil costs have risen 
since the 1953 crude price advance— 
but the committee said it was “re- 
grettable” that the January increase 
appeared to have been “timed” to take 
advantage of the Middle East oil crisis. 


Other Oil Probes Still Pending 


On the Senate side, chairman 
O'Mahoney (D, Wyoming) is still 
polishing the report of his investiga- 
tion that included the European Oil 
Lift, price increases and other matters. 

But he has indicated that one recom 
mendation will be that Congress look 
into whether or not foreign produc- 
tion by American oil companies should 
be entitled to the 27.5% depletion al- 
lowance. 

It is generally expected that the 
Senate Finance Committee, which re- 
jected a  proposal—offered as an 
amendment to the excise tax extension 
bill—to reduce the 27.5% rate, will 
investigate depletion. Treasury Secre- 
tary Humphrey said he would wel- 
come such a study. 








Congressman James Roosevelt (D, 
California) and his House Small 
Business Subcommittee have started a 
series of field hearings on oil market- 
ing—including fueloil distribution— 
that will carry them across the coun- 
try, after backing away from charges 
that some oil jobber organizations were 
“dominated” by majors. 

Books of the National Oil Jobbers 
Council and several state jobber groups 
were subpoenaed by Roosevelt’s com- 
mittee—but, after examining these 
records they were given “a clean bill 
of health.” 

“There was absolutely no evidence 
of any ‘undue influence’ in their rec- 
ords,” Roosevelt declared. 

Focal point of Roosevelt’s hearings 
are several oil marketing bills, includ- 
ing one (HR-426) to divorce sup- 
pliers from retailing petroleum prod- 
ucts. 

Congressman Harris (D, Arkansas) 
has introduced a bill (HR-6790) to 
free gas producers from utility-type 
regulation while assuring consumers 
of “fair” prices which is “radically 
different” from the bill vetoed last 
year. 


Ike Urges Enactment of Gas Bill 


This followed a press-conference 
statement by President Eisenhower 
that such legislation was “absolutely 
essential.” 

Now, supporters of the Harris Bill 
want the President to say that this is 
“it.” Whether it can pass the House 
this year depends on prompt endorse- 
ment by Ike and his active, continued 
support. 

Harris said many gas distributing 
companies “althought not all” will get 
behind this legislation. 

The bill would price gas as a “com- 
modity” with detailed standards for 
the Federal Power Commission to use 
in determining “reasonable market 
price.” All types of “objectionable” 
price escalation clauses would be 
banned in new contracts and those in 
present contracts would be subject to 
FPC authority when they become 
operative. 

The proposed oil pipeline from 
Texas to California, sponsored by 
L. M. Glasco, Dallas, has more lives 
than a cat. 
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Senator O’Mahoney has called Upon 
the Department of Justice and Office 
of Defense Mobilization to report on 
how each handled this project, for 
which Glasco seeks government help 
in financing. 

Replying to Congressman Roog. 
velt, at recent hearings, DJ Antitrug 
Chief Hansen said Glasco’s complaint 
that he had been “blocked” by major 
oil companies was now “under actiye 
consideration” in connection with the 
omnibus oil case that DJ will soon 
bring to trial at Los Angeles, 

Meanwhile, the Gulf-East pipeline 
project—proposed by Paul Ryan's 
American Pipe Line Co.—is being 
studied by the Treasury for possible 
government aid, with ODM having 
given its blessing. 


DJ Opposes AT&T on Mobile Radio 


Fueloil distributors, with radio 
equipped trucks, will be interested in 
the result of Antitrust Chief Hansen's 
protest to the Federal Communica: 
tions Commission against approving a 
“tariff” filed by the AT&T offering 
lease-maintenance for private mobile 
communications systems. Hansen has 
threatened to re-open the antitrust de- 
cree involving AT&T (which insists 
that its proposal is not barred by the 
court’s judgment). American Petro 
leum Institute’s radio committee 1s 
opposing AT&T's proposal. 

Federal grand jury at Alexandria, 
Va., continues to hear oil company 
witnesses in the investigation being 
conducted by DJ antitrust attorneys. 
Questioning, and papers subpoenaed, 
indicate that “market leader pricing” 
is the main topic of DJ’s interest. 


Oil Shale Interests Congress 


With Congressman Vinson (D, 
Georgia) of the powerful Hous 
Armed Services Committee going to 
bat to give oil shale research to Navy 
and Senator O’Mahoney fighting to 
keep it in Interior Department, this 
matter is getting much attention. 

Oil shale, as an unlimited source 
of raw material for high-quality diesel 
fuel, offers a solution to the distillate 
supply problem with the distillate’ 
gasoline ratio becoming more acute, 
according to government officials— 
particularly the military. 
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( Suits you to a “T” — that’s the good 
| word for A.O.Smith’s Model T-6 truck 
\pany meter shown here. Tailored for top per- 


adria, 


being formance on trucks engaged in rural 
neys. > , , 
3 and domestic fuel oil delivery, this meter operates 
ving’ consistently regardless of temperature ex- 
: tremes. Never misses — even in coldest 
= weather. 
m With unduplicated A. O. Smith rotary princi- 

(D, ple, the Model T-6 stands as the best buy in its 
Touse metering class. The pay-off is precision measur- 
7 . ing of all kinds of liquid petroleum products .. . 

avy ‘ 
ng to year after year. Through research -« yay ...a better way 
, this ® 
ource 

& 
diesel Enjoy true measure with a “'T.” For all the - 
‘illate facts about this and other A. O. Smith Pome ¢- we AY | O WN 
“T Series” truck meters — write today for 
illate’ free, illustrated bulletin 127-C, METER PRODUCTS 
Factories: 5715 SMiTHway St., Los Angeles 22, California 
acute, P. 0. Box 500, Succasunna, N. J. 
ials— Offices: New York Chicago « Houston « Abilene « Atlanta * Cleveland 
Kansas City * Minneapolis * Seattle. Canada: Toronto, Vancouver. 
International Division: Milwaukee 1, Wisconsin 








How Neptune Meters make money and save for other; 











MOODLE 


AeA 


London Oil Company delivers as much as 7,000 gallons per day thr 
this 1500-gallon truck equipped with 2’ Red Seal Auto-Stop Print0 
Mr. George E. London, president, says good local service... 
Neptune’s Raleigh jobber . . . is important factor in his choice of 


Halstead Oil Company trucks have interesting dual meter Working at temperatures from 12 below to 109 above, seven Red 
rig. In right side of compartment is 2” Auto-Stop fuel-oil meters at Sinclair’s Ft. Madison, lowa, terminal have put through o y* 
meter, pump and reel combination. In left rear compart- average of 6 million gallons each since Jan. 9, 1950. The meters 
ment is 3’ Red Seal compact with 3” piping for fast gravity recently up-dated by adding Print-O-Meter registers, a move m 
delivery of gasoline. Halstead bought first Red Seal in 1945. nomical by Neptune’s Unit Replacement Plan. 


Shell Oil Company's terminal at Baltimore, Md., relies on Red Seal 
plant meters for sustained accuracy with low maintenance costs. 
simplicity of piping hook-up. Red Seal’s double-case design 
inaccuracies caused by piping stresses. 





Red Seal meter users are backed by a complete local-level 
parts, service and testing program. Meter testing equipment 
like this is strategically located near you. Or you can handle 
your own field repairs simply by exchanging worn or 
damaged units for guaranteed factory-reconditioned units. 





Typical bulk plant at Flemington, N. J., has four Red Seal ticket-printing 
meters. High accuracy helps GLF’s 66 plants stay well within the industry- 
standard 12% overall loss factor. 


Meter-printed tickets help preserve fine relationship of trust between 
driver and patron. The 1500-gal. trucks have two 112” meters. 





% 


MME GLF’s 120,000,000 Gallons a Year 
Metered TWICE through GOO Red Seals 


For 225 tank trucks and 66 bulk plants serving 70,000 farm 
patrons in New York, New Jersey and Pennsylvania, the Petro- 
leum Div. of Cooperative G.L.F. Exchange, Inc., has standard- 
ized on Neptune Red Seal Meters. 

What were the deciding factors? GLF officials studied their 
own meter records. They asked their servicemen . . . the men 
who test and repair the meters. Everywhere was evidence that 
Red Seal meters stay accurate with the least fuss and bother 
... and the lowest overall expense. 

Founded in 1920, GLF entered the petroleum business in 
1936. All products are filtered twice and metered three times 
... at terminals, bulk plants and trucks. Meter-printed tickets 
keep track of every gallon. 

This is just one more case history of the savings you too can 
make with Red Seal’s sustained accuracy and low maintenance. 
Ask the Neptune jobber in your area for details. 


- service trucks, manned by skilled meter specialists, carry 
© parts for all of GLF’s 600 Red Seals. The parts inventory 


i i small and easy to manage. Each truck carries a 
I ga cae’, "0 worese. Sach tock NEPTUNE METER COMPANY 


“ie can. The company also has a trailer-mounted 500- 
19 WEST 50TH STREET © NEW YORK 20, N. Y. 


neptune 


Branch Offices: ATLANTA * BOSTON * CHICAGO © DALLAS * DENVER * NO. KANSAS CITY, MO. 
LOS ANGELES ¢ LOUISVILLE * PORTLAND, ORE. © SAN FRANCISCO (Millbrae) 
In Canada: Neptune Meters Ltd. . 1430 Lakeshore Rd. ° Toronto 14, Ont. 





There is only ONE 


and 
HOTSTREAM 
makes it! 
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DRAFT-O0-STAT CONTROLS 
FLUCTUATING 
CHIMNEY DRAFTS! 


MODEL “B’ 
Sizes 6” to 12” 
® 


DOMESTIC MODEL “A” 
Sizes 14” to 20” 
& 


COMMERCIAL MODEL“AC’” 
Sizes 16” to 24” 
8 


INDUSTRIAL MODEL “I” 
Sizes 24” to 36” 





LOW COST DOMESTIC 
AUTOMATIC DRAFT REGULATOR 
Sizes 3” to 8” 

MODEL “M’” 

Sizes 4” to 8” 





WRITE FOR COMPLETE 


Draft-O-Siat 


INFORMATION 


Ht HOTSTREAM HEATER co 


6929 QUINCY AVENUE 
CLEVELAND 4, OHIO 











Names in the News 


Walter D. Wood has joined the 
Scaife Co, of Pittsburgh as vice-presi- 
dent — sales and 
will be in charge 
of sales of all di- 
visions, including 
Timken Silent 
heat- 
ing and aircondi- 
tioning. He comes 
to Scaife from 
Kennedy Valve 
of Elmira, N. Y., where he held a 
similar position. He also was asso- 
ciated with the A. O. Smith Corp. 
for 10 years in various sales capacities. 

Named Scaife vice-president—op- 
erations is R. W. Thrasher, formerly 
with Rheem Manufacturing Co. He 
will be in charge of manufacturing 
and production in all division’s of 
Scaife. Foster J. Marlow has rejoined 
Scaife as production superintendent. 
Robert S. Neilson has been appointed 
chief tool engineer, and E. Stuat Cain, 
chief mechanical and electrical main- 
tenance at Scaife. 


Automatic 


Gerry Powell, manager of the Chi- 
cago region for White-Rodgers Co., 
St. Louis, Mo., eT) 
has been appoint- 
ed assistant sales 






manager with 
headquarters in 
St. Louis, He 
joined the com- 
pany in 1951, 
serving as a su- 
pervisor in the 
company’s service information di- 
vision and, later as field and sales 
engineer. 


J]. E. Brinckerhoff has been elected a 
vice president of The Babcock & Wil- 














Dealers - Jobbers! 


This is the new gauge de. 
signed to meet your wants, 
according to our recent sur. 


vey. 


Tattle Tale 


TRADEMARK 


° Dot 7-C 
Oil Tank Gauge 
for 1/2” and 2” openings 


The new trouble-free low priced 
gauge with exclusive features not 
found in many of the highest 


priced gauges. 
7 Ways 
BETTER 


1 An easy-to-read 
e molded plastic top 
that laughs at the hot 
rays of the sun, 








Excellent visibility in 
e dark places. 


Designed for both 


‘We inside and outside 


installations. 
Heavy die-cast 
¢ plug. 


5 Spring steel flexible 
e float rod. 


Moving parts hinge 
© on brass pivots. 


Overall rugged con- 
© struction, 





ee 














MR. DEALER: 





If you are one who has not 
stocked this fast-selling gauge 
write for free sample, 





WRITE FOR OUR LOW PRICES 
homeward Products Inc. 


3420 S. W. 9th St. 
Des Moines, lowa 
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TIME FOR A CHANGE! 





THEY OUTSELL 
BECAUSE 
THEY EXCEL 








The modern U.S.-Carlin line puts you first in line for a rich share of oil burner sales in the big : 
and booming remodeling market. Here’s why ... 


U.S.-Carlin gives you modern design... to meet today’s demands for easy installation and 
fast, low-cost servicing. 


U.S.-Carlin gives you modern engineering... to burn today’s improved, higher B.T.U. fuel 
oils cleanly and efficiently, delivering maximum heat with maximum economy. 


U.S.-Carlin gives you modern construction... utilizing today’s best materials and methods 
to achieve the highest quality for long, dependable performance. 


Get set now to get your full return of profits from remodeling. Contact your heating wholesaler 
or write us today for all the facts about U.S.-Carlin . . . the line that’s in tune with the times. 


Sell budget-wise customers with the powerful, dred degrees higher than ordinary burners; sec- 
convincing story of U.S.-Carlin’s High Tempera- ond by burning the fuel more completely, thus 
ture Combustion Head (Shell Head), the near- eliminating heat-robbing soot deposits on boiler 
est approach to perfect combustion yet devel- and furnace interiors. Both flange and pedestal 
oped. H.T.C.H. gives more heat two ways: first, models; capacities from 0.50 to 20.00 G.P.H. 
by generating flame temperatures several hun- Bulletin 123-R56 gives complete specifications, 





FOREIGN DISTRIBUTORS: Burners designed specifically for 110 or 220V —50 cycle current avail- 
able in models ranging from 0.50 to 15.00 G.P.H. Distributorships open in a few countries. 


THE CARLIN COMPANY - Wethersfield, Connecticut 








Fricloil » 
iM itets 








NEW PRICES - NEW SIZES 
NEW JACKETS NEW FEATURES 


Fitzgibbons 


NEW 7700 SERIES 
BOILER-BURNER UNIT 
















































Write today 
for full information 





The new 7700 Series is a worthy successor to the famous 
770 Series in oil fired, forced hot water heating systems. 


NEW PRICES. Economies resulting from improved de- 
sign and new manufacturing methods enable Fitzgibbons 
to offer a completely superior product at a competitive 
price. 

NEW SIZES, now totaling FOUR in number, provide 


greater sales opportunity in a broader range of small 
building projects. 


NEW LOOK with an attractive green and gray square 
jacket which may be easily and quickly converted to a 
fully enclosed model through the simple application of 
a jacket extension. 


NEW FEATURES include low voltage thermostat; greater 
range in tankless domestic hot water coil capacities; 
improved packaging and easier handling. 


itzgibbons 


Boiler Company, Inc. 


101 PARK AVENUE, NEW YORK 17, N. Y. 
DEPT. 30 












oe «© « INAME ne iNew 


cox Co., New York, N. Y, He will 
continue to be responsible for opera: 
tions of the company’s refractories gj 
vision of which he has been m 

for the past four years. He Joined the 
firm as an apprentice engineer in the 
boiler service department in 1919, 
later being transferred to refractopigs 
development in East Liverpool, Ohio 
He was placed in charge of pew; 
original refractories plant there and 
when refractories later reach the pro- 
duction stage, became sales Manager 
of the division. He was promoted t 
manager of the division in 1953. 


James E. Grady has been appointed 
executive secretary of the Westchester 
Oil Trade Asso- 
ciation, Scarsdale, 
N. Y. A resident 
of New Rochelle, 
N. Y., Grady has 
been in the retail 
heating oil and 
oil-burner instal- 
lation business for 
ten years. He for- 
merly was oil division manager for 
Bradley Mahony Coal Corp., New 
York City, and general manager of 
Merit Oil Heating Corp., Mt. Ver 
non, N. Y. He will handle the public 
relations program as well as internal 
affairs of the 25-year-old organiza 
tion which represents more than 90% 
of the heating oil dealers of West 
chester County. 


John C. Weidman has been ap 
pointed manager of Sun Oil Com 
pany’s New York sales region, suc 
ceeding Kenody R. Ware, manager 0! 
the region since its formation in 1935 
and now on special assignment, Weit 
man, who joined Sun in 1930 as: 
clerk in the credit department ™ 
Philadelphia, has been assistant man 
ager of the company’s Middle A\ 
lantic region since 1949. 


F. G. Johnson has been named sales 
manager of the heating and aircon 
tioning division of Century Engineer 
ing Corp., Cedar Rapids, lowa. Sins 
1952, he has been manager of boil: 
sales and assistant sales manager for 
Bastian-Morley Co., Inc., LaPorte. 
Ind. 
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New! SAVES LABOR AND FITTINGS 
@ IN HOT WATER INSTALLATION 


DIVERTER PACKING 


in 1919, 
‘ractories 
ol, Ohio, 
of BeW’s 
ere and, 
the pro 
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moted ti 


BRONZE, 
THREE SIZES: 




















53, Yan" x Ya" x 1" 
x I” x 1%4” 
oa TY" x 14" x 12” 
ppointed 
stchester CAST IRON, 
TWO SIZES: 


BALANCING , 


LEVER 


I” x 1” x 14” 
1%” x 14” x VW" 










1”, 144” or 12” 
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re public OF TEN FITTINGS 
internal e 
mon | [BE 4G BALANCER 
an 90% 
f West 
| ie Here’s the greatest laborsaving fitting yet developed . . . the 
een af wer Thrush Twin-L Balancer does a better job . . . and ONE compact 
il Com: unit replaces TEN valves and fittings needed the old way. 
” - lwstration on the left shows the Balancing branch mains is simpler and there is less flow restric- 
poo" bo gl wee nt tion. The whole job works better. . . and you save time, material and 
3) 5 ration ° + 
. oy how Twine ii teleg deam labor. Also ideal as a bypass valve on zoned radiant panel systems. 
, Wed with one simple unit. 
2) 95 4 Bee - 
po Ask your wholesaler about it today or 
meet mail the coupon for bulletin and prices. 
nt man 


idle At 








H. A. THRUSH & CO., PERU, INDIANA 



































ned sales 
ircondr H. A. THRUSH & COMPANY, Dept. C-5, Peru, Indiana ; 
ngineer’ Please tell us more about Thrush Twin-L Balancer to simplify hot water heating installation. ; 
4, Since Send bulletin and prices. Also send Condensed Catalog. 4 
a. “ 
vf boil: NAME 
ager 4 ADDRESS 
LaPorte complete ' — Flow Control 
win'l Balancer unites TATE 
mains ond makes balancing ce S 
and easy, 
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SLOW RECEIVABLES 





YOU CAN COLLECT 
RECEIVABLES FASTER- 


with THE ELDRIDGE 





cy HOME HEATING 


PAYMENT PLAN 
* Our “Low Cost’”’ 


Home Heating 
Payment Plan includes:— 


. Complete Customer Mailing 


Literature to explain the 
plan. 

Simplified Office and 
Customer Agreement Forms. 
“Low Cost” Remittance 
Packets with self-addressed 
coupon envelopes which 
speed monthly payments... 
reduce collection details... 
and get you more working 
capital — Faster. 


*Our “Low Cost” Home Heating 
Payment Plan is used by Fuel 
Merchants — coast fo coast. 


25 YEARS PROMOTING 
OUR OIL HEAT INDUSTRY 


87 MAYWOOD RD. 
NEW ROCHELLE 
NEW YORK 











Warm Air Association will stress 





dealer Problems at June Convention 


ee on how to profitably 
meet today’s operating problems 
will be the nucleus of the summer 
convention of the National Warm 
Air Heating and Air Conditioning 
Association, Cleveland, scheduled for 
June 5th through 7th at the Fairmont 
Hotel in San Francisco. 

Besides the national group other 
sponsors of the meeting are the Warm 
Air Heating Institute of Northern 
California, The Institute of Heating 
and Air Conditioning Industries 
(Southern California), and the Port- 


| land Warm Air Heating and Air Con- 
| ditioning Association. 


In the field of business operation 
there will be discussions on such sub- 
jects as “Costs! Do you know Yours?” 
by M. E. Sale, Slakey Brothers, Inc., 
Sacramento, Calif.; a panel discussion 
between builders and heating dealers 
on mutual problems; and a description 
of “Certified Heating” by Nat N. 
Leas, Fresna, Calif. 

During one afternoon a panel will 
discuss airconditioning from a sales, 
engineering, installation, sales and 
service viewpoint. 

Sales and sales promotion will be 
covered by the following speakers: 
C. W. Nessell, Herbert T. Gilkey, 
Frank J. Nunlist, Jr., plus a group 
meeting dealing with subjects such as 
“How and When to Advertise,” 
‘Dealer Merchandising Budgets,” and 
“Use of Merchandising Aids.” 

West Coast association activities, 
regional as well as local, will be de- 
scribed by representatives of the dif- 
ferent groups in a presentation called 
“What's doing on the Pacific Coast?” 

Frank L. Meyer, President of The 
Meyer Furnace Co. and the National 
Association, is scheduled to outline the 
problems facing the industry today. 
Of interest to wholesalers and jobbers 
is a talk about their place in the warm 
air heating industry. 

On the social side convention com- 
mittees have planned a full program 
for the ladies attending in addition to 
a luncheon and cocktail party for the 
dealers. 

James F. Deane, Tuck-Aire Fur- 


nace Co., San Francisco, is general 


May 
1957 


chairman of the convention Program, 
The Association urges that travel plans 
and room reservations to be made as 
soon as possible. While convention 
headquarters are at the Fairmont 
Hotel, the Huntington, Mark 

kins and Stewart Hotels are nearby, 





SUMMER CONVENTION 


Warm Air Heating and 
Air Conditioning Assn, 


Fairmont Hotel 
San Francisco, Calif, 


Wednesday, June 5) 
9:30-12:00 Registration 
AFTERNOON SESSION 


1:30 Venetian Room 
Welcome to San Francisco, Mayor 
Christopher 
“Outline of Problems facing Indus 
try,” F. L. Meyer 
“The unexploited Market,” C. W. 
Nessell 
“Costs, do you know Yours?” M. E. 
Sale 
Panel discussion on mutual problems 
of heating dealers and builders 
6:30 Terrace Room 
Cocktail Party 


Lobby 


Thursday, June 6 


MORNING SESSION 
9:30 Venetian Room 


“Perimeter Heating and Aircondi 
tioning,” Ing Remen 

“Certified Heating,” N. N. Leas _ 

Wholesalers’ Place in the Warm Air 
Heating Industry,” G. A. Ashburn 

“What's doing on the Pacific Coast, 

Reports on: 
Southern California, R. N. Hall 
Pacific Northwest, D. M. Keefer 
Northern California, Dar Knowles 

“Opportunities in Airconditioning 
through Education,” Dr, Harold 
P. Hayes 

LUNCHEON SESSION 

:30 Gold Room 

Speaker: Tyler Macdonald, “Break 
ing the Brain Barrier.” 

AFTERNOON SESSION 

2:30 Venetian Room 
“Consumer Attitudes toward Aircon 

ditioning,” H. T. Gilkey eu 
Panel Discussion—Airconditioning 
E. A. Myers, moderator, 5. F. Skafte, 

E. E. Carroll, and Jack Ward 


12 


Friday, June 7 
MORNING SESSION 
9:30 Venetian Room 
“The Terra Haute Story,’ F 
PR sera J Merchandising Panel 
R. A. Nelson, moderator, Charles 
Cashion, C. M. Barnes, and T. W- 
Ohliger. 
ON SESSION 
1:30 (a Tenant at the Merced 
Golf and Country Club 
— 
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MEANS MORE SALES... 
MORE CUSTOMER SATISFACTION ! 








Take America’s famous fuel oil brand—Mobilheat. Add the most 
completely effective clean-action additive ever developed— 
revolutionary RT-98. Result? A top-quality fuel oil that helps keep 
fuel tanks, lines, strainers and filters free of dirt and sediment. 
That means complete satisfaction to your customers. 








There’s another important reason why New Mobilheat means more 
fuel oil sales for you. It’s backed by one of the greatest names in the 
petroleum industry—Socony Mobil—with 91 years of oil 

marketing and merchandising experience. 








Make it warm for your customers...“hot” for competition 
with new improved MOBILHEAT ! 











ee 






DCONY MOBIL OIL COMPANY, INC., and Affiliates: MAGNOLIA PETROLEUM COMPANY, GENERAL PI ROLEUM CORPORATION 
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YOU RE MILES AHEAD OF 
ALL COMPETITION WITH A 


HY-TEST 


303, ex usively! 


lonnsion ; trouble-free 
corrosion! 


Erie Meter Systems, Inc. deeaieare & ie made solely 
for the Hy-Test 303 Corp. Dehydrating and filtering the — 
slivery is visible proof to your customers 
ting cleaner, water-fr 


HY-TEST 303 CORP. 


May 


May api Marketing Meeting 
open to all oil Makes 


THE MIDYEAR MEETING of the Diyi 
sion of Marketing, American Petrol. 
um Institute, to be held in Chalfonte 
Haddon Hall Hotel, Atlantic City, 
N. J., May 20-22, will be open to all 
oil marketers and to the public, ap 
Marketing vice-president Dwight T. 
Colley has announced. 

The three-day meeting on current 
subjects of interest to petroleum dis 
tributors will feature seven workshop 
sessions on specific problems, develop. 
ments and ideas of concern to oj 
marketers, including a fueloil work 
shop. 

General theme of the fueloil meet. 
ing planned by the program commit 
tee will be “Better living with oil 
Heat.” 

Among the speakers will be Rober 
L. Weeks, assistant director, Esso Re 
search and Engineering Laboratory, 
Linden, N. J., whose talk, “Year 
round airconditioning with oil fuel” 
will be a visual report of a new prod 
uct development by Servel Corp in 
collaboration with Esso laboratories 
an oilburner to heat the home in wit 
ter, cool it in summer. 

Fred C. Haab, president of F. C. 
Haab Co., Philadelphia, whose topic 
will be “Equipment selling is the key,” 
also will speak. He will analyze the 
implications inherent in the lagging 
sales of furnaces, burners and boilers 
upon which the growth of heating ol 
volume depends. 

Business meetings of Marketing Dr 
vision committees will be held on May 
20. Workshop sessions are scheduled 
for May 21. On May 22, a busines 
meeting of the Marketing Division 
general committee will be held. _ 

Reservations may be made by wit 
ing directly to the Chalfonte-Haddon 
Hall Hotel, Atlantic City. 

* 
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Central Airconditioning 
to lead Economy in 1957 


CENTRAL residential airconditionine 
will continue to lead the nation’s ea” 
omy with its dramatic growth patter? 
in 1957, H. H. McMenimen, Jr., mar 
ager—sales, General Electric aircot 


1957 
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Every member of the oil heating industry is invited to the management conferences held in 






AM. not to interfere with the time you’ll want to spend at the Biennial Eastern Exposition of 
Oil Heat & Domestic Cooling at the Statler Hotel only a few blocks away from your national 


Convention. 


MANAGEMENT CONFERENCES are the most 
effective method of learning how to increase 
profits through better management. They pro- 
vide solutions to many problems. The greater 
your participation in an exchange of ideas, the 
more positive, profitable ideas you'll have to 
put into your own operation. 

TWO BIG DEALER DAYS—June 5 & 6 provide 
the biggest management conferences ever held 
for dealers. A series of 65 round table confer- 
ences cover all phases of the heating oil, oil 
heating equipment and cooling equipment fields. 


Each discussion is held in an enclosed booth 
and led by an expert dealer or member of his 
staff who has a record of outstanding success 
in this particular operation. There are 3 com- 
schedules each morning lasting one hour 
toch, Therefore, one dealer can attend 6 full 
tound table discussions in 2 days. Many dealers 
will bring several of their people for broader 
coverage of the 65 topics which range through 
sales, service, credit, bookkeeping, traffic, de- 
» personnel, bulk plant operations and 
more. It’s money in your pocket to attend. 
TECHNICAL DIVISION SYMPOSIUM—June 4 
~welcomes members of all segments of the 
industry—dealers, manufacturers, engineers, oil 


oilheat, 


men. A series of papers will be given—technical 
yet practical. Results of surveys on service and 
installation, what's new in equipment design, 
progress on cooling with oil as a fuel, and many 
other steps to progress in the industry will be 


told. 


DOMESTIC MANUFACTURERS’ CONFER- 
ENCE—June 6—is for all manufacturers of oil 
heating equipment. A new idea to improve the 
industry’s position at all levels of distribution 
will be presented for the first time. Progress 
made to date on this new idea will be revealed, 
followed by a discussion period. 


ORDER YOUR HOTEL ROOM — Write OHI 
Housing, Boston Convention Bureau, 80 Federal 
St., Boston 10, Mass. The Bureau will make best 
reservations possible at one of 6 good hotels. 
Give date, time of arrival and departure, ac- 
commodations desired. Rates per day: singles 
$5-$15; doubles $10-$15; twins $12-$19. 


ADVANCE REGISTRATIONS TO CONVEN- 
TION: Save time. Registration fee $4 per per- 
son. Make check payable to Oil-Heat Institute 
of America, Inc., 500 Fifth Ave., New York 36, 
N. Y. Pick up your badge at advance Registra- 
tion Desk, Sheraton-Plaza, Hotel. 


TWO BIG 


OIL HEAT 


EVENTS 











MEETINGS 
SCHEDULED 


Mon., June 3 


(1) All OHI Business Meet- 
ings including the ‘An- 
nual” , . . (2) Meeting of 
Commercial - Industrial 
Sections of Manufacturer 
— Accessory Divisions. 


Tues., June 4 


Technical Division sym- 
posium on Domestic Oil 
Heating and Cooling. 


Wed., June 5 


Domestic Equipment and 
Heating Oil Dealers’ 
Round Table Manage- 
ment Conferences. 


Thurs., June 6 


(1) Domestic Equipment 
and Heating Oil Dealers’ 
Round Table Manage- 
ment Conferences. . . . 
(2) Domestic Manufac- 
turers’ Conference. .. . 
(3) Annual OHI Luncheon. 
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VOLUME 


FOR You... 


wtth 


 LEX-PAK 


CAST IRON BOILERS 


PACKAGED 
OIL FIRED 
HOT WATER 





Here, in one single package... at one pur- 
chase price ...is a completely assembled, fully 
equipped, automatic oil fired hot water boiler 
that saves days and dollars of uncontrollable 
*‘on site” boiler and burner assembly time 
and costs. 


Lex-Pak Boilers are made of cast iron, the 
lifetime metal, exclusive honeycomb design 
combined with wet base construction provide 
more prime surfaces in a smaller, lighter 
boiler. Integrally cast fins, in offset arrange- 
ment, retain the hot gases of combustion un- 
til all usable heat is picked up by prime sur- 
faces and quickly transferred to boiler water. 


Provision is made for year ’round automatic 
hot water for domestic use by built in tank- 
less heater coil that delivers a full 3 GPM 
flow of hot water. Saves extra cost of storage 





tank and separate fuel. 


CUT INSTALLATION TIME FROM 


DAYS TO HOURS 


Lex-Pak Boilers eliminate the slow, costly 
physical activity of part-by-part boiler, bur- 
ner and control assembly, confusing wiring 
diagrams, extra parts inventories, shortages, 
and interruptions that all add up to needless 
costs that cut deep into your profits. 


Just position the Lex-Pak Boiler, hook up 
radiation and fuel piping, connect electrical 
source to clearly marked terminals, and it’s 
ready for dependable, fully automatic opera- 
tion. 


Lex-Pak Boilers are shipped in sturdy, skid 
bottom type crates protected from dirt and 
moisture by plastic covering, assuring arrival 
in showroom condition. 


Reg.U.S.Pat.Off, 





Don’t delay, write to factory for prices and catalogs. 


DUNKIR 


RADIATOR 
CORPORATION 


DUNKIRK, NEW YORK 













ditioning division, told a recent meet 
ing of General Electric home egg 
dealers from the New York area, 
McMenimen forecast a total sale of 
close to 230,000 central aircondition, 
ing units during 1957, one-third more 
than in 1956, Although money is tight 
and housing starts somewhat loge 
during the first quarter of 1957, he 
pointed out these conditions are gy 
major determinents to the home coh 
ing market since airconditioning’s 
biggest market is still the more expen’ 
sive home which shows an increase in 
the number of starts over 1956, 
Factors assuring airconditioning's 
continued rapid growth discussed by 
McMenimen included: an increase in 












housing starts for new homes featur 
ing airconditioning as compared tp 
fewer housing starts in general: thew 
tapped $8 billion annual market po 
tential in the home improvement field; 





recent favorable government action 
regarding FHA and VA regulations, 
Airconditioning, McMenimen said, 
has just begun to scratch the surface 
with less than 1'°% of the availabe 1@ 
market sold. 
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Plumbing-Heating Bureau 
campaigns for Oilheating 


AN EXTENSIVE publicity campaign 0— 
promote oilheating is being conducted 
in newspapers, magazines, radio and 
other media by the Plumbing and 
Heating Industries Bureau. 

An outline of the promotion pro 
gram sent to members of the Oil-Heat 
Institute of America sums up its pur 
pose as follows: “The oilheating i 
dustry today needs a favorable publ 
opinion—consumers that are friendly 
toward automatic heating with of 
The Plumbing and Heating Industei 
Bureau is helping to create a friendly 
attitude toward oilheating by telliif 
the facts in editorial publicity.” 

Included in the outline for OHI a 
samples of regular releases sent 
newspaper building and real esate 
pages by the Bureau, articles in 
nection with special events such as 
Progress Week, general releases 9 
hot water heating in which the 0 
story is tied in, a listing of magazine 
articles placed and radio publicity. 
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BETTER 
e PERFORMANCE 


QUICK 
eINSTALLATION 


sureau 
eating 


mpaign to 
conducted 
radio and 
bing and 

QUICK-CONNECT TERMINALS offer 


more rapid wiring method, yet do 
tot interfere with conventional studs. 


SUPERIOR MYLAR* INSULATION (right) has 
35 times the moisture resistance of ordinary 
paper insulation, resists effects of heat and age. 
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| 
rt welded inside shell of | 
motor permits fast outside 

! 
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more oil, and efficient oil retention system cuts 
maintenance to a minimum. 


FOR MORE INFORMATION ON G-E FHP MOTORS, WRITE SECTION 702-51, GENERAL ELECTRIC COMPANY, SCHENECTADY, N. Y. 


GENERAL @ ELECTRIC 


G-E BLOWER MOTORS 
PROVIDE . . . 


3 Ways 


to cut your 
installation 
and service time 





LOCAL 
@ SERVICE 





PROMPT REPAIR SERVICE through 
Electric’s network of Small Motor 
Stations is as near as your telephone. 





REPLACEMENT MOTORS are also available 
| locally. G-E Form G replacement motors pro- 
| vide top-quality, long-life performance. 

*Reg. trade-mark of DuPont Co, 














SPECIFY 


ROPER 


ROTARY PUMPS 


FOR 


TANK TRUCKS 
TRANSPORTS 
BULK TRANSFER 


40-300 GPM © PRESSURE TO 100 PSI 





Furnished in hi- and lo-drive design — 40-300 GPM sizes, pressures 
to 100 PSI. A rotary unit, with accurately machined alloy iron gears 
... heavy duty bronze bearings . . . hardened steel drive shaft .. . with 
mechanical seal — (packed box, if desired). Adjustable relief valve is 
standard. Bulk plant units on bedplate, with or ready to receive motor, 


are also made by Roper. 


SEND FOR CATALOG 957 


GEO. D. ROPER 
CORPORATION 
765 Blackhawk Park Ave. 
Rockford, Illinois 
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| a small towboat and barge. Under his 


| Allied Oil Company, Cleveland, upon 
| graduation from the University of Illi 
| nois in 1928. In 1938, he was elected 


| vice-president of Allied having prev 


| finance committees. 
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Blazer, board Chairman. 


Wells, President at Ashland 


ELECTED chairman of the board of 
Ashland Oil & Refining Co., As 

Ky., is Rexford S. Blazer, who is sue 
ceeded as president by Everett B 
Wells, executive vice-president of the 
company since 1950. Paul G, Blazer 
who has been chief executive of the 
firm for the past 33 years, has assumed 
the chairmanship of the executive and 


Paul Blazer was one of the com 
pany’s organizers in 1924 when its 
properties consisted of a 1,000-barre! 
per-day refinery at Leach Station, Ky, 







management, sales rose from $1,331, 
528 in 1924 to more than $279,000, 
000 in 1956, Refining capacity jumped 
from 1,000 barrels a day to 157,000 
barrels a day. 

Rexford Blazer was employed by 













ously served as sales manager. Upon 
the merger of Allied and Ashland in 
1948, he was named president of 
Allied and, in 1949, named a director 
of Ashland Oil. Three years later he 
was named president of Ashland. 

Everett F. Wells started with Ash 
land as a trainee in 1926 and became 
the company’s first full-time salesman 
He became sales manager in 1930. In 
1937, he was made a member of the 
board of directors and, in 1940, named 
vice-president in charge of sales. He 
was elected executive vice-president in 
1950. 

















o, 
“9 






Timken discontinues gas 
Heat and Cooling Lines 


DISCONTINUANCE of gas heating am 
airconditioning lines of Timken Silent 
Automatic has been announced by 4 
V. Murray, president of Scaife Co. 
Rising costs, a price conscious m4" 
ket and Scaife’s refusal to lower qual 
ity standards were the reasons ge 
for dropping the two lines. The acto 
will not affect the operations of proe 
ucts of the company’s Canadian 
sidiary. : 
Company plans call for an intens 
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| You can turn FREON ‘nto GOLD. ‘ 


Ashland, ef | \ 


|i MONCRIEF 








line of Heating and Cooling Units, plus Moncrief Surefit Pipe and Fittings. 
ng prev Call him, today! 





. Blazer 
faq| AIR CONDITIONING INSTALLATIONS 
assumed 
8 © 
tive an ~.. With NEW LOWER Prices! 
J 
< o- ... With LESS UNITS to Stock! WATER COOLED 
when tt Today’s BIG MONEY is in Cooling Installations. UNITS 
(-barrel And you realize increased profits, when you install Moncrief Air 
ion, Ky., Conditioning Units. 
Inder his First, like Moncrief Heating Units, Moncrief Cooling Units are built The excellent Moncrief 2, 3 of 
$1.31, better and priced right. Recent price reductions, in anticipation of savings oo bripres sae enw we eee 
from the manufacture of our own equipment, now give you an even greater por pare ey weg “ mgs . 
179,000, price advantage with Moncrief. 
y jumped Second, as illustrated on this page, fewer Moncrief Cooling Units are 
157.000 adaptable to more types of cooling installations. This means you do not 
have to carry a large stock of Moncrief to be ready for virtually any 
Lat by type of job. This complete Cooling Cirevit 
yee If you are just getting started with cooling, why not start right, with Is proves Shimer the ri 
nd, upon Moncrief? If you are now active in cooling, why not take advantage of the postr typ condemn. nes 
ty of Ill extra profits available from Moncrief? 
selected Your Moncrief Wholesaler offers better service with a more complete 
ae Upon *Registered Trade Mark of I. E. DuPont de Nemours & Co, | 
shland in Or is housed in it j 
binet 
ident of AIR COOLED U NITS for lnsiolhetien wit is Sheed air i 
; : é : furnace, as a 3 or 5 Ton Water 
director Shown at left, is the rugged Moncrief Air Cooled Cooled Add-on Unit. 


Condenser-Compressor Unit, which is as outstanding 






















































; Later he for top performance as it is flexible for installation. 
land. Available with 2, 3 or 5 Tons of cooling capacity, ss 
th Ad this unit is designed and constructed to be installe 
vith Z\sh’ more readily, either outdoors or indoors. And this same 
d became Air Cooled Unit is adaptable for use with any one of 
tiie the versatile Moncrief Cooling Coils, shown below. 
Sa. I 
1930, In 
er of the 
0, named 
as «iA The Furnace-Type Cooling : p The Duet-type Cooling Coil, 
sales. Ht Coil, which is installed The V-type Cooling Coil, which is installed in the 
esident in inside the cabinet of which is installed atop the air discharge trunk line 
the Moncrief Year air discharge opening of of an Horizontal or 
‘Round Air Conditioner, an Upflow-type furnace. Counterflow F ; 
gas 
nes 
ating and 
cen Silent 
sed by A. 
fe Co. 
jous mar’ | 
wer qual 5 Ton Moncrief Counterflow Gas or Oil V-type Moncrief V-type Moncrief Duct-type Moncrief Duct-type Moncrief 
; Year Round Air Fired, 2 or 3 Ton Cooling Coil installed Cooling Coil installed Cooling Coil Cooling Patt installed 
ons given é Conditioning Unit is Moncrief Year ‘Round with Winter Air with Basement Type installed with with Countertlow Winter 
; i nit either Gas or Oil Fired Air Conditioning Unit Conditioning Furnace Winter Air Conditi Horizontal Furnace Air Conditioner 
he active 
; or prod THE HENRY a COMPANY Medina, Ohio 
dian sul : A 
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QUALITY 
-BUILT- 


MERCOID 
CONTROLS 


FOR EVERY TYPE OF 
HEATING SERVICE 
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Wig” 


a 


° 
OIL BURNER 
PRIMARY CONTROLS 


ROOM 
SENSATHERMS 
THERMOSTATS 


LIMIT 
CONTROLS 
FOR HOT WATER 
WARM AIR 
STEAM 


Write for Catalog No. 856-G 


THE MERCOID CORPORATION 
4201 Belmont Ave., Chicago 41, Ill. 


ALL MERCOID CONTROLS 
INCORPORATE SEALED 
MERCURY CONTACTS 
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burner, Murray said. 
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Hot water heat Sales gain 
despite a Drop in Housing 


DESPITE a drop of 15.7% in new home 
construction in 1956, the hot water 


heating industry showed a slight over- 
all gain in equipment sales and a sub- 
stantial enlargement of its share of all 
heating systems installed in new resi- 


dential construction for the year, as 


compared to 1955. 


In announcing the annual statistics 


for the industry, the Better Heating- 
Cooling Council noted that virtually 
every segment of the liquid heating- 
cooling industry has shown a gain and 
none had shown a loss. The Industry’s 
over-all share of the new house heating 
market in 1956 was 28.5'%. 

Total heating boilers of all types 
shipped in 1956 came to a record 
354,000, according to the Institute of 
Boiler and Radiator Manufacturers. 


, 
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Socony Mobil to build 


nuclear research Center 


PURCHASE of a 315-acre site near 
Princeton, N. J., for construction of 
a nuclear research center has been 
completed by Socony Mobil Oil Co., 
Inc., New York, N. Y. 

The new center, to be operated asa 
subdivision of the Socony Mobil Re- 
search and Development Laboratory 
at Paulsboro, N. J., will be devoted 
to the study of the application of ra- 
diation to petroleum technology. 

Construction of a brick laboratory 
building will get underway this sum- 
mer. It will contain a 2,000,000- 
electron-volt Van de Graaff accelera- 
tor which, with associated facilities, 
will provide high-energy electrons, 
protons, X-rays and neutrons for basic 
research; a “hot” laboratory equipped 
for manipulation of fission-waste ra- 
dioisotopes as well as secondary radio- 
active sources; “counting” laboratories 
for assaying radioactive materials, and 
safety facilities for the health protec- 
tion of staff members. 


fied program of product advancement 
and distribution of oilfired heating 
equipment of the Timken Silent Auto- 
matic line featuring the wall-flame 
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Plants in Melrose, Massachusetts and 

















FIQTERS 


protect your 

CUSTOMERS 
protect your 
PROFITS 


More dealers use Fulflo Fil- 
ters than any other make 
because dealers everywhere 
have discovered that Fulflo 


Filters protect their customers and their 
profits. If you haven’t already done 9, 
make this discovery yourself. 


* Fulflo Filters protect your cus- 
tomers by preventing clogged 

nozzles, stuck floats and worn pump 

bearings due to oil impurities. 


* Fulflo Filters protect your 
profits by eliminating costly 
service calls. 


* Fulflo Filters are rugged—built 
to last. And only Fulflo Filters 

have genuine Honeycomb Filter 

Tubes for true depth filtration. 


AMERICA’S BEST-SELLING 
OIL BURNER FILTER 








"Lesanon, Indios 



























































The Most Complete Line of 


STANDARDIZED PIPE DUCT AND FITTINGS 


REGISTER BOOTS AND 
STACK BOOTS 


Many different 
types in both reg- 
ister and stack 
boot styles in- 
cluding offset ad- 
justable boots, 
center end boots, 
straight back 
boots, 45° and90° 
angle boots in all 
combinations of 
sizes. Packed 12 
per carton, 


WALL 
STACK 


Wall stack available 
in lengths of 12", 24", 
30". Shipped knocked 
down, 10 joints per 
carton. 





ur 
RS 

ation STACK 
ur ee = HEADS 


Horizontal, single 

i ‘. ys and double stack 

| : heads, baseboard 
, out-of-wall stack 


heads, 12" ex- 
tended throat 


PulloFi- SHE stock hoods ond 


baseboard ‘ 
her make ieag ter boxes Packed 
ery where [ee per carton, 
hat Fulflo M% 
and their 
done 80, 





ur cus 
logged 
pump 


- your 
costly 


Filter 


le 


Funnel » 6” 
LLING and 120 seep 


ER =F rectangular and 
6 


7" deep perimeter 
N 
'S 
J 
non, Indio 


diffuser sizes. 





FOR RESIDENTIAL HEATING 


ADELTA MANUFACTURING CO., Inc. 21st and Ellsworth Streets, PHILADELPHIA 46, PA. 


ROUND EXTENDED PLENUM TAKE-OFFS_ RECTANGULAR EXTENDED 
PLENUM TAKE-OFFS 


Six different pre- 
notched take-offs 
including universal 
adjustable, top 
round, side round, 


a 


topcollar, side collar : ae a cs 
and starting collar 4 bs A two iontine 


with or without 
damper. Packed 12 
per carton. 


notched take-offs 
including top take- 
off and side take- 
off in all four 
stack sizes.Packed 
12 per carton. 


UNIT CARTONED a 


Trunk duct rigs 


For Your Convenience! Wire 


ed down, 
joints per bundle. 


semen, 
wee set BARNA tr e8 





Fiat and vertical elbows, 45° vertical 
and fiat angles, pre-notched warm air 


Ask your jobber for complete Adelta Catalog and Woll 


and return air collars, pre-notched offset 
warm air collar and return air collars, 


Chart illustrating many other available fittings, blower pre-notched flame-proof connector, 


filter units, registers and accessories trunk end caps. 


ELBOWS AND ANGLES 


WALL STACK FITTINGS 


Eleven different types 
including flat and ver- 
tical elbows, 45° ver- 
tical and flat angles, 
left center and right 
reverse elbows, pre- 
notched warm air and 
return air stack collars, 
stack adapters and 
wall stack end caps. 
Packed 12 per carton. 


FURNACE 


GAS VENTS 


Vertical, elbow ond 
horizontal types in di- 
ameters of 3 to 10 
inches. 





4-piece, 90° ad- 
justable elbows. 
2-piece 45° ad- 
yyy angles, 


auge. 
Packed ge 


carton (3" & i", 
24 per carton). 


PIPE FITTINGS 


These fittings include 
24" and 15" tee 


joints, tee covers, flush 





increasers and re- 


bles, ‘anches, 
draw-bands and cold 
air shoes. 


AND COOLING 


4! 
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World’s Largest 


Manufacturer 
of the 
Greatest Variety of Designs 


, arktrodes 





IMPORTANT 


to Service Organizations 


All Jobbers in Dielectric’s nation-wide 
system of distribution carry carefully- 
selected, well-balanced inventories of 
Sparktrodes in steady demand — all the 
designs most likely to be called for in 
the areas they serve. In almost all cases, 
they can, therefore, fill your orders direct- 
ly from stock. Backing this service are 
Dielectric’s unmatched facilities for making 
SAME-DAY SHIPMENT to them on 175 
special designs, as well as Five Standard 
Types pioneered by Dielectric, for appli- 
cation to 144 oil burner brands. When 
you order Sparktrodes from a Dielectric 
Jobber, you are assured of finest quality 


equipment and fastest service. : 


DIELECTRIC 


PRODUCTS COMPANY, INC. 


Jersey City New Jersey 
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Letters 


GEORGE A, SAHNER, INC. 


| 


«a Without any compromis, 


North Massapequa, N. Y. | 


Editor: 
In your December 1956 issue of 
FUELOIL & O1L HEAT, I came across 


| an article by F. Raymond Kraemer, 


entitled “Payments made Easier.” 

In the article, Mr. Kraemer men- 
tions the inception of the fueloil 
budget plan about 15 years ago. This 
is of special interest to me and has 
caused me to wonder (just curiosity) 
if I am the originator of the fueloil 
budget plan. 

The following paragraph appeared 
in an article in the December 1941 
issue of Fueloil Journal. You will 
note that this closely parallels the pres- 
ent day budget plan: 

“Mr. Sahner handles the direct-mail 
campaigns that follow each other so 
closely they sometimes overlap. One of 
his best customer tie-in efforts went 
to especially desirable accounts last 
May 1, proposing an annual budget 
system. Without making an open se- 
cret of his letter, Mr. Sahner illus- 
trated the proposition with a sample 
householder spending $120 a year for 
heating. Such a customer was extend- 
ed opportunity to pay the company 
$10 a month for 12 months instead of 
$2.40 in May, $24 in January and 
nothing in August.” 

At the time I actually hit upon the 
idea it was not to effect desirable ac- 
counts as stated in the article but rath- 
er to enable us to collect chronic slow 
pay accounts in advance of cold 
months. 

GEORGE A. SAHNER 


MONARCH MFG. WORKS, INC. 
Philadelphia, Pa. 


Dear Editor: 

In your “Readers’ Problem Sec- 
tion,” page 144 of the March issue, 
you mentioned one burner manufac- 
turer recommending operating 1.00 
gph nozzles at 80 psi in order to lessen 
plugging difficulties at a lower firing 
rate and you stated that his idea “can 
be extended to nozzles of lower capac- 
ity than 1.00 gph.” May we point out 
that such a procedure is not recom- 
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QUALITY is our business 









AND ONLY is 


GIVES YOU ALL THREE — 
FLEXIBLE COUPLINGS 








Regular Set Screw 
Splined 






Jaw 


Only Guardian gives you these features— 


@ ROLL SPINNING—Exclusive process joins all 
three components at one time—while in final op- 
erating alignment. 

@ BRAIDED RUBBER—Ground to absolute true con- 
centricity. Furnished in BUNA-N TUBE and NEO- 
PRENE COVER. Lateral and angular alignment 
requirements fully met. 

@ ONE-PIECE DESIGN—Minimizes assembly and 
handling costs. Made to exact lengths required. 


Over 5,000,000 Guardian couplings are o 
original equipment. This is your assurance o 
2 td quality and universal acceptance in the 
eld. 









2, OIL TANK VALVES 


No. 1910 B « naw 


Check These Superior 
Guardian Features— 


@ Metal-to-metal seating. 


@ Highest quality machined bar 
stock. 


@ Greater wall and body strength. ™ 
@ Fusible linkage available in all designs. 
@ Valve designs for avery type of installation. 


3. QUIK JOINT 


4 a —\ “ Steel compression 
, fittings for com 
"necting steel pips. 


Patent Ne. 
2,685,460 

























@ Eliminates threading of pipe. 
@ Decreases cathodic corrosion and electrolysis 
© Guaranteed for pressure up to 2000 P.S.I. 
@ Allows 7° angular deflection. 
@ U.L. approved for oil and gas. 
Write 
for free 
descriptive 
literature. 
















PRODUCTS CORP. 


COUPLING DIVISION 


Dept. F-57 1215 East Second Street 
MICHIGAN CITY, INDIANA 



















Ihe Greatest Week 
in Oil Heat History 


June a-5-6-7 21/957 















Features the two most important events on the 
7 Oil Heat Calendar . . . running concurrently in Boston 


N@)S7/ BIENNIAL 
EASTERN 


EXPOSITION 


OF OIL HEAT & DOMESTIC COOLING 
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ompression 
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steel pips. 
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sctrolysis. 
P.S.1. 


BR wan ANNUAL 
CONVENTION 


OIL HEAT INSTITUTE OF AMERICA 





Address all inquiries on Exposition to: 
OlL HEAT INSTITUTE OF NEW ENGLAND e 839 BEACON STREET @ BOSTON 15, MASS. 
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Wie GOODALL “LONG-LIFE” 
FUEL OIL HOSE 


“SYNPLASTIC”” COVER 


You can always rely on “Long-Life” Fuel Oil Hose for quick, 
low-cost deliveries and additional savings through longer 
service between replacements. 


Because “Long-Life” is light in weight and extremely flexible, 
the hose is easier to carry out and re-reel. This means more 
stops per truck per day, more fuel oil delivered, and less fatigue 
for the driver. 


The strong, durable molded-and-braided ‘‘Long-Life” construc- 
tion assures extra long hose life under all conditions of weather 
and rough handling . . . replacement costs are reduced to the 
minimum. 


Sizes 1” to 114”. Maximum lengths of 175 feet. Brown “Syn- 
plastic” (R) cover. 


Contact Our Nearest Branch for Details and Prices 


“If i's GOODALL, it MUST be Good!” 






iz} HOSE + BELTING - FOOTWEAR + CLOTHING 
AND OTHER INDUSTRIAL RUBBER PRODUCTS 


GENERAL OFFICES, MILLS and EXPORT DIVISION, TRENTON, N. J. 
Branches and Distributors Throughout the United States and in Canada 


Standard of Quality—Since 1870 
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...» Letters 


mended by us nor by the other nozzle 


manufacturers. As a matter of fact 
in the nozzle strip film which a 
sponsored by all the nozzle manufay 
turers and distributed through the OHI, 
it is stated, “Never use pressure les 
than 100 psi on small nozzles.” 

While it is true that fractional gal- 
lonage nozzles will spray domestic fy) 
oils at 80 psi, the oil breakup is def. 
nitely coarser than at 100 psi, the pat’ 
tern and velocity of the spray does 
change and there is a very slight nar. 
rowing of the spray angle. Good frac. 
tional gallonage firing requires prop 
erly matched nozzles and air mixing 
equipment and most all manufacturers 
have developed their burners on the 
basis of using 100 psi nozzle pressure 
Since spray characteristics of small 
nozzles do change radically at 80 ps, 
most burners should not be expected 
to produce satisfactory fires if operated 
at that pressure. 

Incidentally, there is no more possi 
bility of plugging one of our series .85 
gph nozzles than a 1.00 gph size for 
the internal slot dimensions are ex: 
actly the same in each and the slots 
are the smallest openings in the nox 
zles (the 1.00 gph orifice is just .001” 
larger than the .85 gph size). 

BE. B, FRAME 


OIL HEAT INSTITUTE OF ROCHESTER 
Rochester, N. Y. 
Editor: 

For the past several years, the nozzle 
has been the most confusing and yet 
smallest part of an oilburner. The ai 
heating industry, especially service and 
installation organizations, have bees 
provided with reliable information by 
the reputable nozzle manufacturers— 
however, they have been confusing 


and seemingly contradictory. I believe 


that it is time that the nozzle com 
panies begin standardization for the 
good of the oil heat industry. 

The nozzle manufacturers are tok 
highly commended for their coopera’ 
tive support and production of the re’ 
cent strip film for the Oil Heat ln 
stitute of America library, and als 
their cooperative educational adverts 
ing. This is the first step in the right 
direction—but, it cannot stop there 
This film has been widely shown 


(Please turn to page 45) 
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“New! Preslok Wheel Available in | 


A F 
















































GIVE YOURSELF A SPEED ‘MARGIN OF SAFETY’ 


Specify Preslok® Wheel... Guarantees 50% More Operating Speed 


Are your modern air condi- 
tioning requirements calling 
for greater speeds, higher stat- 
ics? Preslok is guaranteed to 
increase your operating speed 
maximums by at least 50%! 





® 
With Preslok, the center disc grips the blade mechan- 
ically by an exclusive Lau locking method. Four disc 
fingers slip into the blade aperture and are pressed 
fogether in locking position. Preslok eliminates bal- 
looning at higher speeds . . . insures a quiet operation. 


One more advance for Lau engineering. One more 
answer to the needs of original equipment manufac- 


Ps World's Largest Manufacturer of Air-Conditioning Blowers 


turers, made possible by superior Lau engineering and 
production skills. 

The Lau engineering skills are available to the en- 
tire air-moving industry ...and specifically to your 
business whenever you need them. 

Perhaps your organization is confronted with a dif- 
ficult air-moving problem right now. If so, why don’t 
you Call in Lau, who have pioneered so many advances 
in more than 25 years of service. Write Dept. M, today. 


THE LAU BLOWER COMPANY 
2007 Home Avenue, Dayton 7, Ohio 


< he. Azusa, California. In Canada: The Lau Blower 
a Company of Canada, Ltd., Kitchener, Ontario 
Ss ona 9 




















In Every Field 
there’s ONE Leader! 
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in Furnace 
Cleaning the Leader 

is the PULLMAN 
NEVER-CLOG VAC! 























® The Pullman gets you in and 
out of the cellar fast because 
it’s guaranteed never to clog 

under any conditions. 





COMPLETE 
ACCESSORY 
KIT 


With Your 
Pullman 
Never-Clog 
Vac 


© 27’ metal crevice tool 
© Power blower nozzle 
® Handy scraper tool 
© Flexible metal asbes- 



















tos packed hose 
‘ 10’ x 1% LD. heavy & 






ACT NOW! MAIL THIS COUPON! 


THIS IS THE TIME 




















TO CLEAN-UP 

on those Furnace 

Cleaning Jobs! 
ae eeeeeeeeeee 
= ® 
. Pullman Vacuum Cleaner Corp. FO-5 ° 
@ 25 Buick Street, Boston 15, Mass. @ 
. Rush me complete details on the Pullman Never- ® 
e@ Clog Vac, so I can make more calls... more sales § 
e - more profits per day. e 
@ NAME & 
° COMPANY z 
@ ADDRESS © 
$ city STATE “ 
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.... Letters 


throughout the country and has helped 


| to clear up much confusion in some 


respects and led to deeper confusion jy 
others. 

I want to clarify one point and tha 
is that there are no objections to the 
sound manufacturing practices of the 


six reputable nozzle manufacturers 


The real point in the dispute is the 
designation of nozzles (the specifica 
tions for testing and marking of each 
nozzle). Every manufacturer has his 
own method of testing nozzles, which 
has merit, but not all manufacturers 
test alike. Where one company’s test: 
ing shows the nozzle to be a hollow 
type design, another company testing 
the same nozzle in their own method 
will show it to be a solid design, and 
sO on. 

However, all companies are in agree 
ment on one point and that is that the 
nozzle characteristics must meet the 
air pattern for proper and best com 
bustion. So I ask, how can a service: 
man or installer do a proper job when 
the nozzle manufacturing companies 
continue to shadow the picture with 
confusion? And, to add confusion to 
confusion, some nozzle companies rec’ 
ommend hollow type nozzles for the 
majority of the burners and others 
recommend solid type. In this instance, 
both may be correct, if all of them 
tested and marked nozzles in the same 
manner. 


The pump and control manufac 
turers are relatively standardized in 
their field which is pretty much de 
termined by Underwriters. I believe 
the oil heat industry has grown in suffr 
cient proportions to warrant standard: 
ization in other phases and I also be 
lieve it is now time for the nozzle men 
to continue to cooperatively standard 
ize their industry for the good of oil 
heating. 

IRVING C. KOVAL 
Secretary 


o, 
“9 


C. W. Whitney, general manager 
of Paragon Oil Burner Corp. and 
president of Oil Advisers, Inc., both 
New York, has taken a leave of 
sence to spend several months in Mis 
sissippi looking after family affairs 
His address is 303 Grand Ave., Ya”? 
City, Miss. 
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QME CAMERA HIGHLIGHTS of the 

March annual meeting of the Na- 
tional Association of Oil Heat Serv- 
ice Managers inaugurate this, the first 
of a series of regular pages to be de- 
voted to items of interest to oilburner 
grvice Managers. 

At the top right hand of the page 
John E. Campbell, retiring president, 
congratulates William H. Carroll, 
newly-elected president (facing the 
camera). 

Then at the bottom left hand of the 
page the operating executives of the 
group conduct the meeting. Left to 
right they are: Charles McAlpine, 
vice-president; Charles Shaffer, vice- 
president; Thomas Gough, secretary; 
William H, Carroll, president; John 
Campbell, retiring president; Jack 
Madison, vice-president; L. M. Robin- 
son, treasurer. 

Alongside this picture is another 
showing Hugh McKee, past president 
of the association and Education Com- 


mittee chairman, as he discussed the | 
significance of current Underwriters’ 


laboratories requirements for faster- 
acting controls on burners larger than 
7 gph. Since this calls for greater 


knowledge of electronic controls 


among all servicemen, McKee empha- 
sized the importance of proper train- 


ing for service personnel. 

He told the group that the Boston 
School for Advanced Oil Heat Train- 
ing, Lynn, Mass., had offered to enroll 
an association member without charge. 


Richard H. Koffroth, Lancaster, Pa., 





was selected to take’ the*course and is 
to report back to the group on its value 
for other service managers. 

The group will hold an informal 
meeting at Boston during the Oil Heat 
Show during the week of June 4. 
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Combination 
Year ‘Round Air 
Conditioner, Gas 
or Oil Fired, Air 
or Water Cooled, 



















Attractive in 
appearance! 
Cc ' Advanced in d 
Rad wee” 5 Yon nbn 
Ruggedly and Wired! Babe. 3 Roun “a 
Constructed! ee aad Air 
e or " 
sag 8 or Water Cooled, 
Air Cabinet 
attached, ’ 
Counterflow iY , 
Models for Ve "d 
Basementless La mu 
Homes. j 
All Sizes — ys wo 
available in either Wiihiiiy 
Gas or Oil! ™ & 
2 or 3 Ton dor 
Counterflow 
Combination er 
psd ‘Rew heed, all 
e ° G il Fired. 
Easier to Order... Easier to Handle... Easier to Install! Aicor Warr 
ooied. 
They’re the sensation of the furnace better furnaces that are constructed the 
industry! with Luxaire’s high standard of quality, ou 
The entirely new Luxaire Gas Furna- _‘but are priced so that you can meet to 
ces and Oil Furnaces are so solidly cheap furnace competition with Luxaire 4 ; 
built and good looking that you may excellence. 2 se deo in 
° ° : : * ° ° ° Air 
find it hard to believe their low price. So, if you have been experiencing a pps 
_ But when you realize that this pricing § “sales-barrier”, you can now break it A ae 
is made possible through dynamic origi- | with Luxaire. Compressor Ui 
. i } > ‘ with choice 
~_ — and —— ee For the jobs that you are now bid- “y (Plenge @ 
° . a 
g expanded factories, you wl ding, or that you may have been losing, Cooling Coil 


quickly recognize your advantage. see your Luxaire jobber for new low 
The purpose is to give you new and _soprices, now! 


Easier to Sell Than to Compete Against! 








3 or 5 Ton Water 


C. A. OLSEN MANUFACTURING COMPANY .. « etyraria, on10 Cooled Add-On 


Summer Air 
M4 led 


: Conditioner 
shown as install 
with Winter Air 
Corditioner. 
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We’re in Business to serve 


(ilheating Service is Part of what We get paid for 


ORTUNATELY for the public at 

large and for the oilheating indus- 
ry in particular, the importance of 
mechanical service on the equipment 
continues to grow in stature among 
the dealers. 

More of them are coming to recog- 
nize that equipment service is just as 
much a part of the oilheating indus- 
try as delivering oil or selling boilers. 
More than ever, today oilheating is a 
package proposition, and every phase 
of it might be considered service. 

When we sell an oilheating instal- 
lation or when we supply fueloil this 
is just as much service to the customer 
as would be replacing a nozzle. In 
other words, what we get paid for is 
fner living, and everything we do to 
bring it about rightfully comes under 
the head of service. 

If we can get that concept fixed 
firmly in our minds then the part of 
our business that we call the service 
department becomes very much more 
significant, and we don’t grouse too 
much if the profits are limited or 
worse, 

This is the third year that we've 
done a statistical analysis on oilheating 
service for the May issue. Tradition- 
illy it had been a part of the January 
number, Now by combining it with 
the industry directory of buying 
sources we believe it is more valuable 
to the service manager for reference. 
The oilheating dealers who helped 
in this survey are located in every 
principal section of the country, and 
We are particularly pleased at their 


TABLE 1 


'591 service Customers per Dealer 
ACTIVE SERVICE ACCOUNTS 


No.2 Resid- Servicing 


— Oil ual Residual 
ewEngland 1331 27 40% 
Mato. New York 1859 112 73 
Mid-Atl, 2398 109 17 
rem 962 57 25 
__ Midwest 1021 89 32 
Pacific N. W. 1770 36 «50 
All Sections 1591 80 39% 
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willingness to spend the time in dig- 
ging figures out of their records to help 
us make up a useful pattern for the 
benefit of other dealers in the industry. 

We have divided some of the tables, 
as in earlier studies to show results in 
small, medium and large cities. A 
small city has a population up to 25,- 
000, a medium city from 25,000 to 
250,000; a large city anything above. 

The dealers who worked with us 
were on the average larger in size than 
we had last year. We see in TABLE 1 
that the typical dealer this year had 
on active service 1,591 customers of 
the No. 2 oil type. Dealers who helped 
last year had an average of only 1,276 
such customers. 

Then in the same table we see that 
those companies that service residual 
burners, or 39% of the total compa- 
nies, looked after an average of 80 of 
these big jobs. 

It is quite clear that the companies 
reported here are larger than the me- 
dian of all companies in oilheating, but 
that is an advantage in a study of this 
kind. They have better records and 
more definite management policies 
than would the smallest companies. 

It is always interesting to measure 
how much of the service in typical in- 
dustry markets is being rendered by 
the fueloil companies as compared to 
other business types. TABLE 2 shows 
that in the country as a whole oil com- 
panies do 63'% of the burner service, 
heating dealers generally 24%, and 
special service companies 13'%, 

There are variations by city sizes 
with oilmen doing a larger share in 
bigger markets. Then of course there 
are very important geographic varia- 
tions with oilmen doing three-quarters 
or better in the New England and 
Mid-Atlantic states. 

This calculation was not based on 
the operation of just the companies 
that reported in this study; rather 
each of the companies made an esti- 
mate of the division of service respon- 


sibility throughout its market. Then 
since the companies reporting were 
themselves divided among the three 
types their impressions should be 
quite realistic, 

This study is primarily concerned 
with service department activities, yet 
because of the close working ar- 
rangement between service and instal- 
lation departments we get a little of 
both into our charts and tables. For 
example, our first chart shows a cost 
study on conversion burner installa- 
tions. 

We all recognize that the sale of a 
separate burner to be installed in an 
old burner or furnace is a decreasing 
share of our business, but still it is a 
good common denominator of the de- 
partment’s economic health. We show 
in the chart the situation in 1945, then 
10 years later and finally the most re- 
cent year, 1956. Everything seems to 
be going up except the part we want 
to go up—selling price and gross 
profit. 

The average selling price is down 
from $378 to $366. The burner costs, 
the labor costs and the installation ma- 
terial cost all move in the other direc- 
tion. It is important to observe here 
that these prices are not based on the 
minimum size installation, but rather 
they represent the average domestic 
sizes sold by dealers in 1956. That has 
always been the case with this annual 
chart. 

It becomes imperative that selling 
price be pushed up at least in line with 


TABLE 2 

Oil Companies Service 63%, 

Fueloil Heat- Indep. 

Distrib- ing Service 

utors Dealers Co.'s 

New England 74% 15% 11% 
Mid-Atlantic 78 12 10 
South Atlantic 52 35 13 
Midwest 44 37 19 
Pacific N. W. 41 44 15 
All Sections 63 24 13 
_ Large Cities 72 16 12 
Medium Cities 57 25 18 
Small Cities 54 33 13 
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BURNER PROFITS IN A SQUEEZE 


POSTWAR TRENDS — CONVERSION BURNERS 
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OTHER LABOR 
INSTALLATION INCLUDING 
MATERIAL INSTALL SALES EXPENSE 
TABLE 3 labor rates that they would be a little 


Average Service Costs 
were $18.22 


Average 

Customer 
Spent 
New England $16.60 
Metro. New York 23.50 
Other Mid-Atlantic 18.01 
Midwest 17.44 
Pacific Northwest 13.71 
Combined $18.22 


increasing costs, but of course that is 
much easier said than done. The 
whole industry price level, is influ- 
enced by the new home market so may- 
be it is fortunate that we will have 
less of it in the years just ahead and 
more replacement business which car- 
ries a better price. 

The average oilheating user in 1956 
spent $18.22 for service. This does 
not mean that he got for that price all 
of the maintenance that he would 
have had on a complete annual con- 
tract including parts. Rather it means 
that when you lump together all of the 
service contracts, all of the annual 
cleaning jobs, and all of the emergency 
calls plus necessary parts you arrive 
at a total which averages this amount. 

The highest expenditure was in 
metropolitan New York and the low- 
est in the Pacific Northwest. Beyond 
that there was not too much variation 
between the sections. We omitted the 
Southern states from this table because 
some of the companies included. their 
equipment sales with service billings, 
particularly their replacement sales. 
This threw the figures off so we did 
not use them, but it is logical with their 
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under the national average. 

It is important to keep this $18 aver- 
age figure in mind because the com- 
petitive fuel salesmen are inclined to 
go overboard in dramatizing how you 
must add large amounts for service in 
considering oil heat. Actually, the 
annual service costs on gas heat are not 
appreciably different from ours, par- 
ticularly in areas where the utility has 
dropped the service load itself. 

We see in TABLE 4 that the indus- 
try activity in service contracts has 
shown almost no change from last year 
and very little in the past several years. 
Apparently we have just the same 
group of dealers wanting contracts, 
with few exceptions. 


eeee Service Managemen 


We see that 15% of 
customers have i oe 
cluding parts, and another 12% have 
contracts not including parts Th, 
29% of oilheating customers . 

get an 
annual overhaul and tune-up apar 
from contracts. By coincidence cach 
of the three percentages mentioned for 
1956 is identical with 1955, 

There were a couple of changes in 
average prices, however. Contracts 
including parts at $26 showed a two 
dollar rise, and the average price for 
the annual overhaul was $12 last year 
or one dollar above 1955. 

The most advanced position on cus 
tomer service is in the Mid-Atlantic 
states where you'll notice that 29% 
have parts contracts, another 18% 
have them without parts, and still an 
other 32% get the annual clean-up and 
overhaul. The weakest area on cov 
tracts continues to be the Midwes 
where the vast bulk of service is ren 
dered on the individual call basis, 

Oilheating service is rendered at a 
small loss if we consider all companies 
and all customers as a whole. We have 
separated into two groups the com 
panies reporting service profits and 
those reporting service losses. The de 
tail is in TABLE 5. You'll notice that 
47% of the companies say that they 
made money on service, and 53% los 
money. 

The year before we had found that 
451% showed a profit and 55% a loss 


TABLE 4 
Service Contracts reach a Plateau 


Including Without ANNUAL OVERHAUL 

Parts, Price Parts, Price NOT ON CONTRACT 

Cus- With Cus- Without % All Avversse 

tomers Parts tomers Parts Customers Price 

New England 13% $26 16% $14 42% § ; 
Mid-Atlantic 29 28 18 19 32 12 
South Atlantic 16 22 18 19 20 1 
Midwest 16 22 3 17 25 1 

Pacific Northwest 3 pds 9 19 14 16 
1956—All Sections 15% $26 12% $17 29% $12 
1955—All Sections 15 24 12 17 29 
1954—All Sections 13 25 12 17 26 12 
1953—All Sections 13 22 7 18 26 I 

TABLE 5 


Service Profit or Loss, divided by Companies 





Percent 


PROFIT COMPANIES 


LOSS COMPANIES — 





Percent 


of Total Average Average of Total Average om j 
Companies Billing Proft | Companies Billing 433 
New England 40% $16,219 $2,780 60% $24,383 Sa 
Mid-Atlantic 36 29,889 2,067 64 52,636 aay 
South Atlantic 33 6,700 578 67 22,000 2161 
Midwest 69 30,233 2,353 31 8,167 416 

Pacific Northwest 50 24,866 1,538 50 45,016 , 
Avg. All Sections 47% $25,818 $2,131 53% $32,857 $599 
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fa both years we saw that the smaller 
company was in better chance to have 


; profit than a larger company. 






average loss 
across the board 
was 6.2% of 
service bill- 


TABLE 8 
Hourly wage Rates 


INSTALLATION MEN SERVICE MEN 


ts, Then, 
TS get an 
‘UP apart 
Ne each 
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Notice in the table that the Mid- 
setern dealers came out better on 
softs than those in other sections, and 
tis may be in some way related to 
éeir having fewer contracts, but more 
tkely it comes through higher average 
gwice charges which would be indi- 
ated in TABLE 7. There we see that 
de Midwest minimum charge per call 
515% above the national average. 

Then when we look back to TABLE 
1we see that fueloil companies do only 
4% of the oilheating service in that 


Ata egion compared to 63'% in the na- 
that tin as a whole. Generally speaking, 
her “ fyeloil companies charge less for serv- 
: 0 


d still an- 
an-up and 


ie than non-oil companies because the 
oilman has a better profit opportunity 
in the fuel. 


ing. When we ap- 
ply that ratio to 
the average serv- 
ice expenditure 
per customer that 
Wwe saw in TABLE 
3 the true service 
loss per customer 
was $1.13. This 
is certainly not 
enough to be of 
serious concern 
especially when 
the company alsc 
sells the oil. 

We also see in 
TABLE 6 that in 
the typical com- 





a ON Con 


Midwes Coming back to TABLE 5, if we put 


both the profit and loss groups togeth- 


ice is rew 
ne et and consider them as a whole, the 
lered ata TABLE 6 
companies Service Share of Billing 
We have Service 
the com New England 14% 
Bie and Metro. New York 12 
ronts an Mid-Atlantic 9 
. The de- South Atlantic 11 
, Midwest 13 
tice that Pacific Northwest 8 
that they 
53% lost All Sections 12% 
sand tha a TABLE 7 
0 a los Minimum Charges per Call 
Minimum 
Charge Free 
PerCall Service 
NEW ENGLAND 
)VERHAUL Large Cities $4.17 7% 
SONTRACT Medium Cities 4.03 14 
Averose Small Cities 3.90 12 
Price All Cities 4.05 10 
$9 
1) B0atantic 
1 Metro. New York 4.49 7 
11 her Large Cities 5.06 11 
16 Medium Cities 3.52 4 
: Small Cities 3.95 7 
D SOUTH ATLANTIC 
1 All Cities 4.71 1 
MIDWEST 
Large Cities 6.03 3 
1Es —— edium Cities 4.71 8 
Small Cities 4.14 12 
Average All Cities 5.06 7 
oh *ACIFIC NORTHWEST 
Hor All Cities 4,04 7 
230 ge tenons 
2,167 itge Cities 4.96 6 
4161 Medium Cities 4106 7 
mall Cities 4.05 9 
$5,35 All Cities $4.52 71% 








pany, service rep- 
resents but 12% of total gross billing. 
We find in TABLE 7 that the mini- 
mum charge per call throughout the 
nation in 1956 averaged $4.52. This 
is slightly above the $4.50 average for 
1955. In the same TABLE 7 notice the 
free service column. We find that ap- 
proximately 7% of all service is free 
which is quite conservative in view of 
the known situation in some markets. 
This 7% does not include the custom- 
ary free service under the first year 
warranty on a new installation. 


Curiously enough, we got the 
strongest showing of free service in 
New England where competitive con- 
ditions, particularly among small 
companies, are severe. 


Our annual table showing hourly 
wage rates is number 8. There has 
been a general increase across the 
board among installation men and serv- 
ice men. Notice that the average best 
men on installation work went up 
from $2.32 to $2.50, and on service 
work from $2.34 to $2.54. These are 
the largest one year jumps that we can 
recall for they reflect the manpower at- 
traction from other industries rather 
than cost of living increases. 

In other words, we have a lot ‘of 
well-trained men that other industries 
want. 

We have separated the wage rates 
of installation and servicemen because 
a fair number of companies use differ- 


al 
Jit heal 


High Low High Low 
NEW ENGLAND 
Large Cities $1.92 $1.67 $1.98 $1.69 
Medium Cities 1.92 1.65 2.00 1.70 
Small Cities 2.01 1.58 2.08 1.68 
All Cities 1.95 1.64 2.02 1.69 
METRO. NEW YORK 2.76 2.18 pay 2.23 
MID-ATLANTIC 
Large Cities 2.32 1.94 2.45 1.95 
Medium Cities 2.10 1.84 2.06 1.85 
Small Cities 2.22 1.78 o3i 2.04 
All Cities y B99 1.86 2.26 1.95 
SOUTH ATLANTIC 
All Cities 2.09 1.72 1.97 1.72 
MIDWEST 
Large Cities 2.94 2.13 3.20 2.64 
Medium Cities 2:51 2.01 2.60 2.16 
Small Cities 2.69 2.28 2.63 1.97 
All Cities 2.74 2.14 2.85 2.36 
PACIFIC NORTHWEST 
All Cities 3.20 2.68 3.21 2.85 
1956—All Sections $2.50 $2.02 $2.54 $2.12 
1955—All Sections 2.32 1.85 2.34 1.90 
1954—All Sections 2.26 1.78 2.21 1.86 
TABLE 9 
Annual Incomes of Men 
Servicemen 
Earned 
in 1956 


New England $4,681 


Metro. New York 5,759 
Mid-Atlantic 5,113 
South Atlantic 4,433 
Midwest 5,232 

Pacific Northwest 5,550 
All Sections 5,188 
Large Cities $5,317 
Medium Cities 5,224 
Small Cities 4,627 


‘eee eweere eee eee eeeeeeeeseeeeeeeeese 


ent crews for these jobs. We have ac- 
tual figures on this . . . 53% of total 
number of men do both installation 
and service work; 24% do service 
work only; and the remaining 23'% do 
installations only. 

The average oilheating serviceman 
in the country earned last year $5,188 
which is almost the same as in 1955 
when the average was $5,192. When 
we notice that the average hourly in- 
comes went up considerably, the only 
conclusion is that the men didn’t put 
in as many hours. Of course, there 
was some considerable variation be- 
tween the two years in the different 
sections depending naturally on the 
manpower available for the work load 
and on the character of the heating 
season. In any event it would now ap- 
pear that our industry’s wage rates are 
high enough to attract good men. 

The man who devoted 100% of his 
time to burner service looked after 410 
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CAUSES OF OILHEATING SERVICE 





SHOWING A TWO-YEAR TREND 











customers according to the experience 
of the group of dealers who partici- 
pated in this statistical analysis. That 
is lower than they have done in some 
years, but we also saw that the aver- 
age man worked fewer hours in 1956. 

The chart showing the causes of 
oilheating service in 1956 shows some 
moderate variations from 1954—in the 


TABLE 10 


Oilheating Jobs sold by 


Service Department 


Their Share Were 
of Total Rewarded, 
Sales Percentage 
New England 13% 3% 
Mid-Atlantic 22 4 
Seuth Atlantic 8 2 
Midwest 6 5 
Pacific Northwest 9 6 
All Sections 14% 4% 
TABLE 11 


Service Transportation 
PERCENT OF CO’S USING 


Company Employee 

Truck Cars 

New England 97% 343% 
Mid-Atlantic 98 37 
South At'antic 92 25 
M dwest 95 26 
Pacific Northwest 93 10 

All Sections 96% 30% 
TABLE 12 


other half of the drawing. Controls 
still lead with a slightly higher ratio 
while nozzles have gone up quite 
sharply. Cleaning, ignition and mo- 
tors hold their same positions, but 
with one percent higher impact in 
each instance. 

Ojilheating servicemen continue to 
be very good salesmen as seen in TABLE 
10. It is logical that they would be 
the first to know when a job was in 
bad enough shape to need replacing. 
We see that servicemen accounted for 
14% of all oilheating installations in 
the country last year. 

In the Middle Atlantic area where 
replacement business was extra strong, 
because gas was getting too much of 
the new home work, the servicemen 
originated 22'% of all oilheating sales. 
Broadly speaking, the service depart- 
ment can be credited with half of the 
industry's replacement business, and a 
small share of the original oilheating 
installations. 

When a serviceman brought in a 
new job order he was rewarded with 
4% of the sale price on the average. 
This is also shown in TABLE 10 with 
some variation by regions. The na- 


Airconditioning Sales & Service 
by Oilheating Dealers 
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tional average of 4% is the same : 
last year. 

We find in TABLE 11 that 96% 
the oilheating companies employ their 
own trucks for service calls and that 
30% of them depend on servicemen 
using their own cars. Obviously ; 
great many companies do both, 

The indicated industry totals from 
this study would be 26,826 company 
owned vehicles in use for service and 
5,190 cars owned by the servicemen 
and used in their work. There was 
considerable variation in the rates paid 
per mile where the man used his own 
car, but the average was 7.1¢. 

Where they paid the men by the 
day for using his car the average was 
$3.38. One company pays for the 
man’s car $10 per week and all operat 
ing expenses, 

Airconditioning is an ever-growing 
topic of interest to the heating induy 
try and our oilheating dealers share 
the enthusiasm. In TABLE 12 we se 
that 41% of the dealers sold one or 
more jobs of central cooling in 1956 
The actual number that they sold aver 
aged 14 which is not in itself big bus 
ness from the individual dealers’ stand 
point, but it is large in the aggregate. 

This might be a good point in which 
to more closely describe the dealer re 
porting in this study. Some of them 
have so many variations of other lines 
that they could be confused in classi 
fication. In the first place these deal 
ers have enough activity in oilheating 
to be subscribers to the magazine 
Then because this special study % 
aimed at service departments each of 
the dealers engages in oilheating serv 
ice. The fact that a lot of the report 
ing group also sells fueloil is not? 
qualifying factor . . . it’s only in 
dental. 

We also see in this table that the 


TABLE 13 


Type of Systems that got Oilheating in 1956 


Hot Forced Gravity 
~ SALES —— SERVICE —— Steam Water Warm Air WarmAn 
Percent Average Number of Jobs on New Bagiand 19% 31% 42% 8% 
of Installa- Service : 4 75 2 
Dealers tions Resi- Com- Mid-Atlantic 31 42 ad 3 
Selling Per Dealer _— dential mercial South Atlantic 4 13 86 12 
New England 36% 6 6 17 Midwest 12 12 64 5 
Mid-Atlantic 30 15 36 20 Pacific Northwest 3 94 
South Atlantic 39 5 35 15 Z : Oo, 6% 
Midwest 56 16 219 12 1956—All Sections 17% 24% 53% 
i ‘ 2 
Pacific Northwest 50 22 5 15 1955—All Sections 18 25 50) 
All Sections 41% 14 26 17 1954—All Sections 18 25 44 =. 
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werage dealer who sells aircondition- 
-g algo services it. He looks after the 
evice needs of 26 residential cooling 
iobs and 17 commercial, 
"It was especially noteworthy that 
ais cooling work is installed and serv- 
ied by the regular oilheating me- 
janis, At least that was true on 
19% of the jobs put in last year by 
this reporting group. A few of the 
mpanies did employ airconditioning 
‘lists and they accounted for the 
emaining 21°% of the jobs. 

The fact of the matter is that air- 
conditioning is certainly no more com- 
dex than many of the oilheating jobs 
that our men install and service. 


Our conventional table on types of 
heating systems is shown as number 
\3, It should be explained again that 
this separation is based on actual new 
installations in 1956. Sometimes they 
were complete oil boilers or oil fur- 
naces and sometimes they were sep- 
arate burners installed in old boilers 
and furnaces. Either way they are in- 
duded in the columns headed by types 
of systems, 

It is a fact that the oilheating in- 
dustry has been good to the boil- 
a industry. On the new _ installa- 
tions of complete oil-fired units last 
year, boilers got 36% to furnaces 
4%. With other fuel installations, 
meaning gas and coal, boilers only got 
14% and warm air furnaces, 86%. 
One reason, obviously, is the popu- 
larity of oilheating in the East where 
boilers have their strongest following. 


The service departments through- 
out the country account for a lot of 
equipment purchases in the aggregate. 
In TABLE 14 we show the estimated 
Wlume of these purchases in 1956. 
We did not include in the table all 
if the items on which we got figures. 
Where the total quantity on an item 








Oilheating Dealers are more Advanced 








Have Have 
Show- _ Storage 
rooms Space 
New England 62% 92% 
Metro. New York 41 86 
Other Mid-Atlantic 51 87 
South Atlantic 51 82 
Midwest 62 81 
Pacific Northwest 90 90 
All Sections 59 86 
All Large Cities 51% 85% 
All Medium Cities 65 78 
All Small Cities 65 88 
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Have Use 

Design- Time Have Sent Men 

Layout Pay- MenIn Cooling 

Service ments Uniform School 
67% 84% 71% 40% 
52 81 86 26 
60 89 64 36 
40 90 83 36 
58 88 65 56 
79 81 61 32 
60 86 70 41 
61% 93% 69% 38% 
58 82 65 39 
61 81 67 48 


A few months ago a study was made of several hundred general heating dealers by 
one of the largest and best furnace manufacturers. The findings were published in the 


We were curious to learn how oilheating dealers compared with that group on eight 
basic points that they had surveyed. Assuming that these eight characteristics are con- 
sidered virtuous, the oilheating dealers did at least twice as well over the other group 
with the single exception of their record on sending men to a school on cooling. There 
the oilheating men were only a third better. 

There's little question about it—men whose principal business is oilheating are far 
and away the cream of the crop in effective management and marketing practices. 
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was below 100,000 we were afraid to 
separate it into the geographic divi- 
sions because there was too much 
chance of error. 

We can, however, mention a few 
of our findings on this. These lesser 
volume sales included: 37,000 circu- 
lators; 55,000 low water controls; 97,- 
000 draft controls; and 92,000 pre- 
cast combustion chambers. 

In the table, the volume of nozzle 
replacements is rather amazing, but 
since it is well sustained on a propor- 
tionate basis throughout all sections of 
the country it is obviously about right. 
The campaign to replace nozzles at the 
job rather than cleaning or repairing 
them seems to have really caught on. 

The oil tank figure is interesting, 
showing that about 16 tanks were re- 
placed for each 1,000 burners in use. 
This is higher than we have run 
in recent years, but it is still modest. 


TABLE 14 


Notice that the listing of parts and 
accessories used is not supposed to in- 
clude new installations, but rather re- 
pair or improvement of existing jobs. 

In this annual analysis of service ac- 
tivities there has been nothing very 
startling in the way of differences from 
previous years. The quantity of serv- 
ice seems to have leveled off in line 
with the amount of sales effort being 
made for the department. 

There could be more contracts sold 
and more annual overhauls, but the 
present indication is that the depart- 
ments are fairly well balanced as to 
customers and manpower to go along 
at about this level. Weak spots in the 
industry's service occur mostly in thin 
areas of oilheating where it’s hard to 
justify and support the best mechanics. 

On the whole, however, it is fairly 
obvious to a student of these figures 
that service is good. 


Service Parts and Accessories needed for existing Jobs, 1956 


New Mid- South 
England Atlantic Atlantic 

Motors 40.586 124,599 15,737 

Transformers 23.799 69,629 12,475 

Burner Pumps 38,180 107,686 10,652 

Burner Controls 79,534 232,793 27,732 
Nozzles 305,852 921,588 161,453 

esl Air Filters 253.802 460,512 416.658 
Fiter Root Filters (Complete) 31.885 49.953 25.813 
eplacement (Cartridge) 788,479 966,973 184,579 
Oil Tanks 34,751 41.327 5.758 








dloil 


All 

Mid- Pacific Sections 

west Northwest Total 
108.282 12,358 301,562 
56,745 5,752 168,400 
89,486 37,587 283,591 
140,935 16,459 497,453 
577,596 160,599 2,127,088 
1,279,449 270,399 2,680,820 
92,927 15,661 216,239 
553,416 148,355 2,641,802 
46,243 11.675 139,754 
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Not Peas in a Pod 


Service bunches up—Here 13% of the Customers need 42% of total oilburner Service 


by 
Tom Carson 


A’ ONE WHO HAS HANDLED, man- 
aged and sometimes mangled the 
problem of mechanical oilburner serv- 
ice during a period of nearly 33 years, 
I feel qualified to comment on a vital 
aspect of burner service. 

My experience took place in one of 
our populous Eastern markets, begin- 
ning in early 1924 and has continued 
until the present. The present market 
may be described as highly saturated 
with automatic heat between oil and 
natural gas, with very little coal con- 
version left, and of that very little 
financially or physically potential. 
During this approximately 33 years of 
time, nearly 180,000 oilheating instal- 
lations were effected, and nearly 115,- 
000 gas heating plants installed, of 
which approximately 100,000 have 
been made since the introduction of 
natural gas in 1950. 

The foregoing has been stated pure- 
ly as a prelude to its effect upon the 
problem confronting the oilheating in- 
dustry with regard to an economic, 
satisfactory and competitive solution 
of the mechanical service problem in 
a community such as that herein de- 
scribed and others similarly situated. 
The “free service” antics of the pub- 
lic utility, with which we are all fa- 
miliar, presents the oilheating indus- 
try with the dilemma of discovering 
the means to become reasonably com- 
petitive and at the same time to re- 
ceive revenue to cover the expenses. 
Various methods have been developed 
to straddle this problem, such as:— 

1—Freeze the mechanical service 
charges and absorb the losses in the 
fueloil margin. 

2—Increase service charges at least 
to the break-even point, regardless of 
competition. 

3—Freeze the service charges and 
increase fueloil prices sufficiently to 
provide for service loss. 

Varying conditions in the different 
locales of the nation will dictate di- 
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vergent views, but regardless of these 
differing opinions, there is one partial 
remedy upon which we can all agree 
and do something about. 

This concerns itself with mechani- 
cal service analysis, through careful in- 
trospection of service records, and the 
resultant discovery that considerable 
can and should be done to reduce serv- 
ice expense, increase income, - and, 
above all, place an effective barrier 
against gas conversion through the 
simple means of providing economical, 
efficient and complaint proof oil heat. 

Within recent months I have an- 
alyzed the mechanical service record 
of a large company serving well over 
30,000 consumers of No. 2 fueloil in 
the type of market previously de- 
scribed; like all others, ‘this particular 
company was confronted with the 
necessity of keeping service charges to 
the lowest possible point on two counts 
—one, because of so-called “free serv- 
ice” rendered by the public utility, and 
the other, that competition within the 
oilheating trade preferred to absorb 
service losses within the fueloil margin 
rather than risk consumer opprobrium 
by raising service charges concurrent 
with the persistent increase in fueloil 
prices, 

Confronted with the necessity of 
doing something of a material nature 
toward reducing the heavy service loss, 
this particular company began a 
searching and very revealing examina- 
tion of its service performance during 
the fueloil year beginning June 1, 1955 
and ending May 31, 1956. It was de- 
cided that at least 40% of the entire 
service records (more than 30,000) be 


carefully scrutinized, classified anj 
certain results tabulated. This would 
provide a deep enough sampling to ey 
tablish a pattern for the whole group, 
The prime object here is to give the 
reader the statistics, the classifications 
and the conclusions reached through 
this study, in the hope that it may 
stimulate others, similarly situated, to 
be equally introspective and deter. 
mined to eliminate wasteful practices 
I can think of no better way to por 
tray the results of this analysis than to 
quote literally the report of the com 
pany diagnostician who prepared the 

study: 
November 26, 1956 


SUBJECT: Burner Service Analysis— 
Season June 1, 1955 to May 31, 
1956. 


“At the end of May 1956, we had 
a total of 31,412 No. 2 retail fuelol 
accounts and from a service stand: 
point, these accounts were divided into 
three categories as follows: 

“Customers with Plan #1 Regular 
and Plan #1 Special Agreements— 
20,052—63.5%. 

“Customers with Plan #2 (Over 
haul only) Agreements—1,45)— 
4.8%. 

“Customers with no service agree’ 
ments—9,905—31.7%. 

“Total—3 1,412. 

“Inasmuch as our financial respon 
sibility deals mainly with our accounts 
having Plan #1 Regular and Specid 
Service Agreements, it naturally fol: 
lows that most of our study will dea 
with the accounts underlying thi 


group. In order to translate some of 


eee, 





troublesome jobs. 





An annoying problem confronting oilburner service is the 
necessity for the oilheating dealer to remain competitive and, 
at the same time, receive sufficient income to cover service eX 
penses. An analysis of 20,000 service customers on contract re 
vealed the rather astonishing fact that 13% of the customer 
required so many calls that they accounted for 42% of ! 
service cost. The basis for securing these figures is discusse4, 
along with some constructive suggestions for up-grading these 
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Oilburner service Analysis 
(June 1, 1955—May 31, 1956) 
No. No. Hours per Group Account 
Service call Record Accounts Calls Service Call Dollars % % 
Customers with Plan #1 Regular and Plan #1 Special 
ROUP #1 
; eno service calls 5011 ona “% 25.0 
» —]1 ‘a is 4810 4810 i741 oan we 24.0 
”" —2 id 7 3568 7136 10704 $59,132.70 66.7 17.8 
croup #2 c a 
—  — 3 2445 7335 11002 ee oa 12.2 
" — 4 Y * 1562 6248 9372 67,234.20 20.0 7.8 
crowr #3 ‘ 
re a §F ‘is 942 4710 7065 nie 4.7 
" — 6 e 4 602 3612 5418 o 3.0 
we 7 as = 402 2814 4221 ate 2.0 
“" — 8 oa - Zhe 1776 2664 aq 1.1 
Sem 9 7 4 142 1278 1917 A 0.7 
eS 7 ee 3 282 3384 5076 a 1.4 
ee, 00 ila 1 52 884 1326 pi rye 0.25 
"  —pbeyond 20 calls 12 264 396 92,673.90 13.3 0.05 
Total 20052 44251 66376 $219,040.80 100.0 100.0 
Customer with Plan #2 
Overhaul—no service calis 710 ae 49.0 
i a | * is 364 364 25.0 
" —2 Ls 169 338 11.6 
" — 3 ‘ * 107 321 HW 
aw ia G is iy 46 184 3.1 
ae | i i 29 145 2.0 
“" — 6 ” ue 18 108 1.2 
»  — 7 a ing 3 21 0.2 
" — 8 is sig 6 48 0.4 
“ —JY ot iss ae ne Pa 
af O-E5 .”” i 3 36 0.2 
Total 1455 1565 oa 100.0 
Customers with no service Plan 
No service calls 6432 a ; 65.0 
1 mt ie 1770 1770 f 17.8 
2 Me _ 782 1564 = 7.9 
3 os “4 446 1338 . 4.5 
- i " 238 952 Ban P 2.4 
5 i nt 99 495 ine 4 1.0 
6 . . 60 360 ; ‘ 0.6 
y x a 40 280 0.4 
8 ii ‘a 19 tF2 0.2 
9 kg igs 10 90 0.11 
10-15 ” es 6 72 0.06 
5-20” re 3 51 0.03 
Total 9905 7124 100. 








the results obtained into dollars of ex- 
pense, it is necessary to arrive at some 
tase unit figures for further calcula- 
tions, which include: 
“(1) the average time required to 
make a service call: 
“(2) the average time required to 
make an overhaul: 
"@) the average cost per hour of 
he stvice mechanic; 
‘() expense of parts replacement. 
connection with item #1, our 
records showed last year that it re- 
{hired L5 hours for each service call, 
mo consideration the service 
wal time on the job, plus his 
ne, plus various phases of non- 
€ time, plus sick time; in 


other words, all phases of the me- 
chanic’s time other than his vacation, 
and relating this to the number of serv- 
ice calls made. 

“In connection with item #2, using 
the same basis of calculation as we did 
under item #1, we found that the 
average time required to make an over- 
haul was 2.4 hours. 

‘In connection with item #3, we 
used the salary of a four-year service 
mechanic to arrive at an average hour- 
ly cost, as follows: 


$ 92.50 
9.25 
11.19 
18.00 


Weekly wage 
Premium overtime 
Fringe benefits 
Car expenses 





Total $130.94 


eloil 
jue 


“Dividing this by the 40-hour work 
week, we obtained a figure of $3.27, 
rounded out to $3.30 in order to take 
up some of the expense of our two- 
way radio equipment. 

‘In connection with item #4, our 
record for cost of parts replacement 
underlying service plans last year 
amounted to $3.40 per account. 

“With these base figures, it is now 
possible to break down into various 
groups our account structure where 
the Plan #1 Regular and Plan #1 
Special Service Agreements are in- 
volved and arrive at the average cost 
per account of these various group- 
ings for burner service only. Also we 
can calculate the total cost per ac- 


63 















count including the overhaul, burner 
service and parts expense. 

“By referring to the facing table 
covering the burner service analysis in 
connection with our accounts having a 
Plan #1 Regular and Special Service 
Agreements, we have divided this large 
group into three sub-groups as follows: 


Service Costs per Account 


“(1) Those accounts having an 
overhaul and no service calls to ac- 
counts having an overhaul and two 
service calls. 

(2) Those accounts having an 
overhaul and three service calls and 
accounts having an overhaul and four 
service calls. 

“(3) Those accounts having an 
overhaul and five service calls to ac- 
counts having an overhaul and beyond 
twenty service calls. 

“The cost of burner service only for 
GROUP #1 when assessed the $3.30 
per hour rate against the 17,919 hours, 
gives us a total of $59,132.70. From 
this sum we arrive at a cost of $4.42 
per account for burner service only. 
Now, to get our total costs per ac- 
count for this group, which will in- 
clude the costs of the overhaul and 
parts replacement, we must add to the 
$4.42 the following—cost of overhaul 
—$7.92, which is arrived at by mul- 
tiplying the $3.30 per hour service 
mechanic’s expense by the 2.4 hours 
average time required to make an over- 
haul and $3.40 average cost per ac- 
count for parts replacement, which 
amounts to $15.74. 

“Making the same calculations for 
GROUP #2, we find that the cost of 
burner service only for these accounts 
amounted to $67,234.20. From this 
figure we arrive at an average burner 
service cost only of $16.78 per ac- 
count. When we add the cost of the 
overhaul and parts replacement, we ar- 
rive at a figure of $28.10 covering the 
total cost of overhaul, burner service 
and parts replacement per account. 

“Using the same basis of calculation 
for GROUP #3, we find that the cost 
of burner service only for these ac- 
counts amounted to $92,673.90. From 
this figure we arrive at an average 
burner service cost only of $34.90 per 
account. When we add to this the cost 
of the overhaul and parts replacement, 
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we arrive at a figure of $46.22, cover- 
ing the total cost of overhaul, burner 
service and parts per account. 

“At a glance you will see that the 
cost to this company for burner serv- 
ice only of the last group representing 
13.3% of the accounts having our 
service plans, amounted to $92,673.90; 
whereas, the expense of the first group 
representing 66.7% of the accounts 
only had a burner service expense of 
$59,132.70. 

“As you know from various dis- 
cussions we have had particularly in 
connection with this last group, a con- 
certed effort is going to be made to up- 
grade the accounts in this group to a 
higher group in order to bring down 
this high cost of service. To accom: 
plish this, we are having group meet- 
ings of our service mechanics, at which 
time we are acquainting them with 
these figures and explaining to them 
how they can help as individuals in 
aiding us in our efforts to up-grade 
this group. In addition to this, these 
accounts are going to be carefully an- 
alyzed, and, where it is felt that the 
high incidence of service is the result 
of obsolete equipment, an effort will 
be made to sell these people new 
equipment.” 


Reducing service Costs 


A similar analysis by others so situ- 
ated undoubtedly will disclose similar 
results. What better goal can be un- 
dertaken than the abrupt reduction of 
unnecessarily high cost of mechanical 
service? The media to accomplish such 
a purpose is known to all, such as:— 

1—Replacement of obsolete equip- 


ment. 
2—Reduction of repeat calls 
through better supervision, better 


training of mechanics, perhaps a rea- 
sonable incentive plan. 

3—An exposé of these startling 
high costs of a minor position of the 
service load to all concerned, especially 
the mechanics themselves. 

4—-Complete co-operation between 
the marketing and mechanical depart- 
ments in a firm determination to re- 
duce this unnecessary waste, thus in- 
creasing customer satisfaction, plus 
holding the business against gas en- 
croachment, and earning some well 
deserved dollars along with it 
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Who cares about Spelling 
if the Service is good! 


An Eastern dealer who co 
operated in our Service Study 
sent up these gleanings from 
service reports; writing in the 
dark of basements using stub. 
by pencils, no doubt, contrib, 
uted plenty to the final results; 

“Cleaned Helecks.” 

*““Emerence switch off.” 


“Put on new  electrolle 
wires.” 

“Motor stuck; freeded mo- 
tor.” 


“Setting to low on acker. 
stat.” 

“Circulator motor gaulded 
. . . ungalded it.” 

“Lady says there is a buzz in 
the generator. I found it in the 
relay.” 

“Customer says furnace was 
huffing. Was still when I got 
there.” 

“Smoke pipe had fell.” 

“Complaint: Noise in pump. 
Took old bellow out, put new 
bellow in.” 

“They need plummer.” 

“Peep hole in front was 
open: Thermostat too high— 
also aquastat.” 

“Oilburner makes noise in 
walls when heat comes on.” 

















Old Timers’ Club planning 
Boston Jamboree on June 4 


THE ANNUAL JAMBOREE of the Old 
Timers’ Club of the Oilburner Indus 
try takes place in Boston on June 4 
During this week the Oil-Heat Inst 
tute of America has its annual conver’ 
tion and the Oil-Heat Institute of 
New England sponsors the 1957 Br 
ennial Eastern Exposition of Oil Heat 

The Old Timers’ Jamboree, ss 
Jim Owens, national chairman, will be 
held at the Red Coach Grill, com 
venient to both the SheratonPlaw 
and Statler Hotels—sites of the com 
vention and exposition. Jim stipulate 
further that attendance will be limited 
to paid-up members. 

Fay Kinne is on a committee mak 
ing arrangements for the affair. Tickets 
are available at $10. 

More complete details will be forth 
coming or can be secured from Jim 
Owens, Mercoid Corp., Chicago “ 
H. A. Maccubbin, secretary of the 
Club, Villa Park, Ill. 
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The most happy Customer 


Goodling Electric manages its oilburner Service to be sure that He stays that Way 


APPINESS is an appealing attri- 

bute and perhaps this helps to 
ontribute to the success of the cur- 
ent Broadway musical, “The most 
happy Fella.” Certainly, it is a potent 
‘actor in the success of Goodling Elec- 
tric Co., York, Pa., outstanding fuel- 
iloilheating-airconditioning dealer. 

The first reference that Charles 
Fyster, Goodling’s president, made to 
olburner service during a recent visit 
te defined it as an “opportunity to 
nake our customers happy.” And, con- 
tinuing, he explains logically that his 
happy customer—or any other oilheat- 
ing dealer’s happy customer—is going 
to be a loyal and steady customer. 

An appraisal of Goodling’s fueloil 
distribution methods in the January 
issue explored the company philosophy 
that “The Customer’s always right.” 
This same attitude is evident in the 
way Goodling formulates oilburner 
vtvice policy. For example, “every 
nove undertaken in the burner serv- 
ice department a conscious effort is 
made to analyze it beforehand and de- 
termine how it will affect the cus 
tomer. Many management decisions 
are made, of course, to improve the 
diciency of the organization. But, 
tasically, the customer isn’t the least 
bit interested. He feels—in fact, he 
expects—that it’s only sensible for 
Goodling to run the business as well 
4 they know how. 

Where many oilheating dealers lose 
ibet lies in their failure to appreciate 
that Practically everything they can 
do tomodernize their operation results 
n direct benefits to their customers. 
Any time a company cuts out waste 
notion, improves its record keeping 
ot does any of the many things that 
‘an be done to run the business bet- 
te, then it follows that the customer 


This is a reproduction of the oilburner service ticket made 
mie each call. A copy of this form goes into the cus- 
S oilburner service file when the work is completed. 

& check that this was done properly, the service man- 
1S assistant will call the customer a week or so 
Mmquire if the burner is performing satisfactorily. 


Si 


ager or h 


gets better and more efficient service. 

As a matter of fact at Goodling 
Electric it has become almost second 
nature to appraise in advance any 
policy or operational changes in the 
light of what benefits will accrue to 
the customer as a result. 

With this in mind it’s understand- 
able that Goodling Electric operates 
with its prime objective to make its 
customers happy and to make the pub- 
lic want nothing else but fueloil for 
their heating systems, Actually, Eyster 
explained that the company regards 
itself as a public utility operating 
without a franchise and in a competi- 
tive business. 

Because the concept of customer 
satisfaction is so strong, Goodling of- 
fers only one type of service contract. 
It sells for $19.50 and includes all parts 
and labor, combustion chamber and 
basement tank, plus an annual tune- 
up. The contract is used because it sta- 
bilizes charges, eliminates arguments 
and insures the customer the all- 
inclusive service he wants when his 
burners needs it. 

There now are 
close to 7,500 oil- 
burner service 
customers for 
which Goodling 
is responsi- 
ble; they average 
less than one serv- 
ice call each year 
— actually it’s 
about % of a call. 
This total in 
cludes customers 
throughout York 
County in which 
Goodling pro- 
vides oilburner 
service and sells 





oilheating equipment. Only fuel oil 
customers are on contract and these are 
situated in about two-thirds of the 
County surrounding the City of York 
and Columbia in Lancaster County to 
which territory Goodling confines its 
fueloil deliveries. Eyster estimates that 
Goodling services three out of ten oil- 
burners installed in the York trading 
area. Nearly 5,000 of the burners serv- 
iced by Goodling are on contract. 

Several years ago the company real- 
ized it was not handling service calls 
as efficiently as it should. There were 
no major complaints from customers, 
but the feeling persisted that the 
methods being used were too decen- 
tralized, and conceivably could per- 
mit a bad situation to exist for some- 
time without anyone being aware 
of it. 

Characteristically, the decision to 
change the procedure came quickly, 
but progress came more slowly. Today 
after three years of experimenting, 
changing and improving, there is a 
centralized file containing complete 















records for the 23,000 customers who 
depend upon Goodling for appliance, 
airconditioning and oilburner service. 

Each customer has his own Kardex 
card in a vertical file; each card is 
color-coded to indicate the type of 
service customer; each has a system 
of tabs afixed to show, for example, 
credit condition, whether on contract, 
when contract expires, plus other in- 
formation about each account so that 
a glance at the card tells a complete 
story. Then there’s a two-sided tab on 
each oilburner service customer’s card 
for clean-ups. When the tab’s green 


side shows it means that the clean-up 
has not been completed; the tab is 
turned around to its orange side when 
the clean-up has been finished. 

Filed in front of each card are rec- 
ords of all service calls which have 
been required. This consists of the 
“Folder Copy” of a four-part service 
ticket. On it appears the name and 
address of the customer, and, among 
other things, a record of the complaint 
and corrective work needed. 

The backing sheet of this service 
ticket consists of two business reply 
postcards. The one on the bottom of 





Here's one of the cards used to record 66 service calls made on January 17 
when the 8:00 A.M. temperature in York was 1° above zero; in the County 
proper it was 10° below zero. Forty-nine of these calls came in during the day 
and 17 at night. Cards similar to the one shown above record three temperature 
readings during the day and thus enable the service dispatcher, as he did on 
this day, to anticipate a rash of emergency calls because of the severe, sudden 
temperature drop. As a result he called in all the men assigned to clean-ups 
and used them as servicemen that day. The longest time that elapsed from the 
time a customer called and complained of ‘“No-heat” until a serviceman arrived 
was 17 hours. Actually, most of them were answered in much quicker time 
and it’s a company policy to take care of all ““No-heat’’ calls within one hour. 


Other information on the card includes whether the customer is on contract or 


charge, a code number for the service. complaint, the number of service calls 
made to the particular customer during the current heating season, the service- 
man assigned, time received and time dispatched. 


66 
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@ most happy Customer 


the sheet is used by the Customer tp 
reschedule a service call if the service 
man arrives to find the customer ne 





hal 







at home. The card on top of the she #. 
addressed to Eyster’s attention per: a 
sonally, invites the customer to “mail “ 
with your comments or complaints,” . 
i tlof 

“Stockroom-on-Wheels” ge 

} 

The backing sheet serves another ff for 


purpose, too. It enables Goodling Elec. BF the 
tric to sell its “stockroom-on-wheels” of 
—all servicemen being assigned t § | 
company-owned one-ton trucks, stock: HE the 
ed with just about every repair part § ice 
that might be needed. The card fur B sad 
ther explains that the men are radio HE toc 
dispatched “from their homes to yours ing 
—even after working hours—thus 9 1 
suring prompt service.” it i 
Also in every customer's permanent has 
service file is a perforated, multi-part § tim 
invoice, made up once each year, § up, 
When contract billing time arrives, the § ad 
service department clerk only has to § all: 
remove the invoice portion, fill in th § 1 
appropriate dates and prices. It already tem 
has been addressed with the customer's § nil 
stencil and requires only insertion ina § en 
window envelope and mailing. win 
On another part of this invoice form Ge 
is a similar impression of the Address & pat 
graph plate. This portion is used to 
schedule annual clean-ups. When the 
clean-up tab on a customer’s card in Fy 
dicates his oilheating system is ready ng 
for the annual tune-up, another serv F thi 
ice department clerk goes through and § 1, 
tears off the proper stub, She does this J So 
once a month and the calls are allo & oj 
cated among the average of eight men B (Go 
who work on clean-ups all year long. & ing 
The girl leaves a smaller stub on the BF ton 
invoice card, which is removed when BF or | 
she receives notice that the cleanup & ir, 
has been performed. alb 
The clean-ups, incidentally, % BF the 
nearly all done during the wine B Gq 
months, Eyster says that they have BF Sor 
found it is much more satisfactory ® & ton 
schedule them this way and, while co” JB con 
ceding that they do burn up some V fold 
uum cleaner bags because of hot sparks BF tay 
or soot, they have found that the fre By 
can be set better at that time. One ma? I eve 
does the clean-up; he turns off the IF ay 
burner when he arrives, does all the Bly 
work he can while waiting for i. 
firebox to cool off and in most cases has 








~Ustomer 
stomer ty 


she job completed within two-and-a- 







e service talf hours, including traveling time. 
Omer not # Op clean-ups six tests are made: 
the sheet smoke reading; CO, reading, stack 





tion per emperature; draft over fire; draft in 
‘to “mal himney; oil flow rate. This informa- 
aplaints” ion then becomes part of the cus- 
1s” tomer ’s file. 
Non-contract clean-ups are per- 

; another Mf formed for a charge based on where 
ling Elec. ff the installation is located and the size 
n-Wheels” # of the heating system. 
igned to § Instill another effort to be sure that 
ks, stock  thecustomer is happy, either the serv- 
pair part ice manager or his assistant follows up 
card fur HP cach service call with a telephone call 
are radio HF to check that the burner now is work- 
sto yours I ing properly. 
—thus ay § Then, if by the middle of February 

it is noticed that a contract customer 
ermanent | hasnot had a service call up until that 
nulti-part #§ time, a serviceman is sent out to check 
ich year. #§ up. He explains the call as just that, 
rrives, the Ma check to be sure that everything is 
ly has to @ all right. 
fill in the This then is a brief look at the sys- 
It already @ tem, supervised by Charles Wine- 
ustomer’s # miller, vice-president in charge of all 
rtion ina § service and installation work. Al Ole- 


ag. wine is the service manager and 


‘ice form George Haldeman is the service dis- 
Addresso & patcher, 
s used to 
When the “Red Carpet Service” 
3 card ™ f Asamatter of fact, the strong feel- 
| is ready ing that oilheating customers are some- 
ther serv’ BF thing special has impelled Goodling 
‘ough and Electric to announce “Red Carpet 
- does this Service” for its customers. Out-of-the- 
pi allo ordinary provisions of the plan—and 
zight men Goodling has copyrighted the name— 
year long. FF include “Vacation Service.” If a cus- 
ib on the I tomer goes away for a week-end— 
ved when HF of longer—during the winter, he can 
clean? I arange with Goodling to check his 
vilburner and home freezer anytime 
ally, ® & the temperature reaches 32°. Also, 
e wine! & Coodling, as part of its “Red Carpet 
. o ‘ervice,” will move the fueloil for cus- 
factory © & ‘mers who are vacating a house. The 
while sid “mpany will pump the tank at the 
aie of and repump it into the oil 
not - tank at the new location, 
phot As Eyster is the first to admit, not 
of the *etything about Goodling’s service 
$ ate Wy ion always goes as smooth- 
ne te iu * this article might indicate. 
cases hi €Ve got some bad spots,” Eyster 


, but I don’t know of any 





eloil 








I ADDITION to the substantial sales 
of oilburning equipment and fuel- 
oil registered by Goodling Electric 
Co., the firm also sells, installs and 
services airconditioning equipment and 
household appliances. 

There are approximately 2,000 
Goodling cooling installations in resi- 
dences, offices and other small estab- 
lishments of window units—ranging 
in size from Yz to 2 ton—along with 
central cooling jobs in residences. At 
present probably about 200 of the jobs 
are the centrally-installed system in 
homes; the balance are window units. 

In addition, commercial installations 
running from 3 tons up to 100 tons 
make up another segment of about 
450 installations. Also, Goodling takes 
care of several hundreds of commer- 
cial refrigeration compressors on all 
types of jobs, ranging from grocery 
stores on up to the larger Freon and 
ammonia installations. 

Goodling got into the residential 
side of airconditioning in a serious 
way about two years ago when the 
company set up its own sheet metal 
shop. (See photo at top of page.) Prior 
to that time other people had con- 
tracted for the sheet metal work. 

Similar to its oilburner set-up, the 
company offers a single type of service 











Airconditioning Service, too! 











contract for airconditioning work— 
Certified York Maintenance. It in- 
cludes an average of from four to six 
inspections a year, depending upon 
the type of installation and its loca- 
tion. In all cases it includes all parts, 
labor and replacement, with the price 
governed by the age of the equipment, 
among other factors. On about 80% 
of the jobs there can be a fairly stand- 
ardized cost pattern, but the others— 
for example one large super market 
involving a complex system for aircon- 
ditioning and refrigeration—requires 
much more careful estimating. 

Goodling has approximately 12 to 
15 men who work on airconditioning 
and refrigeration service in the sum- 
mer time. They make no installations 
and include ten top servicemen, with 
about two or three men expert enough 
to be qualified airconditioning service- 
men in the summer and oilburner serv- 
ice experts during the heating season. 
Some of the others in this group work 
on household appliances and house- 
hold refrigeration service, also, Thus 
the company is able to take advantage 
of the considerable flexibility that 
comes from the ability to shift com- 
petent service personnel from one type 
of equipment to another as conditions 
and service demand dictate. 








company that doesn’t. At the same 
time, though,’ because we're aware 
that we have to compete not only with 
companies in the same business as we 
are but also with other fuels, we don’t 


intend to let up our constant efforts to 
improve our service and make it bet- 
ter, faster and more and more pain- 
less for each of our fueloil and oilheat- 
ing customers.” 
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ao CONCERN of any fueloil dis- 
tributor is customer service. If 
the fueloil user fails to receive the 
service he requires from a particular 
company, he is likely to discontinue 
dealing with it. No customer—no 
business. 

Briefly stated, that is the philosophy 
of Ed and Martin Green, Jr.—operat- 
ors of the Martin Green Fuel Oil 
Company which was started by their 
father in the Mohawk Valley Region 
of New York State more than 25 years 
ago. 

Headquarters for the firm are in the 
city of Ilion, which serves as the focal 
point for an operational territory ex- 
tending approximately 15 miles in all 
directions. 

To intensify its efforts to provide 
good service the Green Company in- 
stalled two-way radio last fall at the 
beginning of the 1956-1957 heating 
season. 

As an experiment, the firm used one 
General Electric mobile unit in one of 
its three oilburner service trucks and 
began dispatching the vehicle from its 
Ilion office. Since last fall, the system 
has been expanded to include all of 
the company’s fueloil trucks as well 
as one kerosene truck. 


The test period is now over. The 
result at the end of the first heating 
season with radio shows a definite im- 
provement in gallons per mile. The 
Green company’s trucks now are car- 
rying a quarter of a million more gal- 
lons of oil annually than they were a 
year ago. This represents an increase 
of approximately 15% in Green’s 
business, which now supplies more 
than 2-million gallons a year to better 
than 1,300 accounts. 

The Greens do not attribute the en- 
tire increase to radio, but they credit 
it with enabling them to obtain greater 
utilization of their existing vehicles to 
effectively handle their expanded de- 
livery and service load. 

“There is no question,” Ed Green 
declares, “that mobile dispatching has 
played a part in strengthening our 
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Service with Dispatch 


Two-way Radio provides Green Fuel with desired Flexibility and Control of Servicemey 













































































Martin Green gives the service history of a customer to company oilburner 
serviceman who is answering an emergency call. With this background, the § ™ 
serviceman has a better idea of what to look for and in many cases saves cow & sute 
siderable time on the call. plan 
call 
T 


to call the office to order a part or 
get further instructions. If the man § \,, 
had boots on during an especially 
snowy season, he would have to take 
them off and enter a house in his stock 
ing feet.” 

Now, with the serviceman’s truck 
equipped with radio, the Green driver 
can go outside and make his call from 
the vehicle. This keeps him away from 
the interior of the house, except for 
the basement, and creates a better 
lationship with the customer whos 
unit is being serviced. 

Radio has proved decidely bene 
ficial to the Green Company helping 
servicemen to order replacement com 
ponents for units on which they are 
working. If the repairman needs 3 
transformer, he is able to call the of 
fice immediately to learn whether the 
part is in the plant’s stockroom. If it 
is not, he can make arrangements 
pick it up or the office can send some 
one out to the customer's location 
it. The latter is usually the case if the 


ability to provide the service which 
has brought additional business to us. 
We intend to further expand our ra- 
dio system before the 1957-1958 heat- 
ing season starts next fall by adding 
still another unit in our burner serv 
ice operation.” 

Based on the experience of their 
own operations, the Green brothers 
believe that concentrated emphasis on 
service is well-justified. “We're con- 
vinced that service keeps our old cus- 
tomers happy and brings in the new 
ones,” they say. 

They are especially thankful for 
two-way radio’s benefits in customer 
relations. They cite the disadvantages 
of the old days, before radio, when 
servicemen had to use telephones at 
the houses where they were working 
on burners. 

“In many instances,” Ed recalls, 
“the man’s hands and clothes were 
dirty after working on a unit and it 
was often embarrassing to ask the cus- 
tomer’s permission to use the telephone 
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grviceman's time can be utilized effec- 
tively at the customer's home and if 
yz can perform another task on the 
«stomer’s burner while he is waiting 
for the essential unit to arrive. 

Another key point singled out by 
the Green brothers is the value of two- 
wy radio in giving the serviceman 
fata relative to a service call to which 
ig may be heading. For example, the 
gmviceman may be backing out of a 
astomer’s yard after completing one 
ob and may be ready to leave for his 
wat destination. It is not unusual for 
him to pick up his microphone and 
wk the office, “What’s the history 
on this next location?” 

At the office, a card file is kept up 
to date constantly. Within seconds, 
the serviceman is told whether there 
have been previous calls at the same 
address, what the trouble was on the 
aflier occasions, and what to look for 
when he arrives. 

Prior to the installation of radio, 
it was possible for the serviceman to 
yet the same information by telephone. 
But the availability of a line at the 
customer's location was a problem to 
contend with and he was never quite 
ure that the office lines of the Green 
plant would be free for incoming 
cals, 
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Sreen demonstrates use of mobile 
ms ig im company oilburner serv- 
fede Radio eliminates the need 

€ serviceman to use the home- 
— telephone and permits direct 
mact with the office even when tele- 
lines to the office are busy. 











were the times when it was the hard- 
est for him to get through to the office. 
The office telephone lines would be 
busy with customers calling for emer- 
gency purposes and contact between 
the serviceman and his headquarters 
would be lost when the need for speed 
was the greatest. 

Radio has virtually eliminated mile- 
age of a “run-back” nature. The driv- 
er is within microphone’s range con- 
stantly. Customers frequently have 
been surprised to see a Green Com- 
pany truck pull into their yards with- 
in moments after they have hung up 
their telephones on a call to the com- 
pany’s Ilion office. 

In the past, if a man completed his 
route late in the afternoon and no 
service requests were on hand when he 
made his last call to the plant, it was 
company procedure to tell him to re- 
turn to the office. From that point on, 
until he arrived at his home base, he 
was out of contact and could not be 
reached if a customer telephoned for 
emergency service five minutes later. 
Now, however, if when the inan is told 
to return, he is still available and with- 
in radio’s reach for any calls received 
before he goes off duty. 


Radio added to fueloil Trucks 


The type of readiness that is char- 
acteristic of Green’s burner service is 
true also of the company’s delivery 
operations. After realizing radio’s sav- 
ings to the organization in the area of 
burner service alone, the brothers de- 
cided to expand their General Electric 
communications system. 

“We liked our first unit so much,” 
Ed says, “that we decided to put radio 
on our kerosene truck next. We really 
needed it there because kerosene range 
oil is not delivered on an automatic 
fill basis. Radio proved handy when- 
ever someone telephoned us for an 
emergency kero delivery.” 

Convinced by then of radio’s bene- 
fits in delivery operations, Green next 
ordered enough mobile units to equip 
its entire fleet of delivery trucks, ex- 
tending mobile communications to in- 
clude not only its kerosene vehicle but 
all of its fueloil trucks as well. 

Radio co-ordinates both regular and 
emergency delivery operations. Ac- 
cording to Green, its prime benefit is 








Green's oilburner service trucks carry 
an ample supply of service parts, but 
when it sometimes happens that a de- 
fective component is not on the truck, 
the serviceman is able to contact the 
office by radio and arrange to have the 
replacement part delivered. 


that it enables the dealer to give faster 
service. 

Its ability to bridge the gap in un- 
expected situations has enhanced the 
Green system’s value considerably in 
the eyes of the owners. For instance, 
take the case of a truck stuck in rugged 
country like the Ilion Gorge, where 
there are no houses and no telephones 
for several miles. The Greens tell the 
story of how one truck did break down 
there with a flat tire. Thanks to two- 
way radio, help was provided quickly 
and he was on his way again in less 
than an hour. The time lag which 
would have occurred had it been neces- 
sary for the driver to go several miles 
to telephone for assistance was elimi- 
nated. 

As Ed puts it: “I don’t say we 
couldn’t get along without radio, but 
certainly anyone who wants to keep 
up with the times should use it.” 

Green adds: “After achieving the 
success that we have during our first 
season with radio, we consider it one 
ot the best investments we've ever 
made. We would be lost without the 
flexibility it has given us. In addition 
to being a factor in increasing our 
total gallons, it has more directly ac- 
counted for savings in mileage and in 
overtime. I would be willing to bet 
that the day isn’t too far away when 
all fueloil dealers will be using mobile 
communications.” 
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by 
J. W. Schulz 


“NI EW SUMMER AIRCONDITION’ 
ING set-ups are easy to in- 
stall and service—their manufacturers 
are making certain of that. Any intel- 
ligent oilburner serviceman can learn 
to install them, and also learn to solve 
most of their service problems.” 

The above words came from Sparky, 
self-proclaimed best serviceman in the 
world, after I asked him what he had 
learned from servicing 35 domestic 
summer airconditioning jobs for one 
year. I also asked if most other burner 
servicemen could latch on quickly to 
the know-how of servicing cooling 
equipment including compressors and 
everything that goes with them. 

The 35 airconditioning jobs which 
Sparky serviced for a year, and about 
which I wanted complete details of all 
repairs and adjustments Sparky had to 
make, were installed by the fueloil 
company Sparky works for. Most the 
jobs are of two to five ton capacity, 
but a few are seven and one-half ton. 

Sparky’s employer, the owner of the 
fueloil company, decided in 1955 that 
he had to add central-type aircondi- 
tioning set-ups to the line of oilheating 
equipment he handled. This fueloil 
company handles and services oilheat- 
ing equipment primarily to increase 
its fueloil business. 

In 1955 the owner of the company 
concluded he had to sell summer air- 
conditioning equipment to increase the 
sales volume of his oilheating equip- 
ment—because many buyers of new 
oilheating plants want to buy aircon- 
ditioning equipment with the heating 
plants, or want things arranged so that 
later the heating plant installer can 
add the summer cooling feature easily. 

“Can you adjust and service the re- 
frigeration system that’s part of a sum- 
mer airconditioning set-up?” Sparky's 
boss asked him. 

“You can always depend on me, the 
world’s best serviceman,” Sparky re- 
plied proudly. “What I don’t know 
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Sparky on Airconditioners 


Oilburner Servicemen easily learn how to solve most Problems of cooling Systems 


already about such equipment, I'll 
learn in a jiffy. 

“After all, continuing to be capable 
of doing even oilburner service work 
means continuing to learn all the time. 
In recent years, good oilburner service- 
men have had to learn how to service 
electronic control equipment, for ex- 
ample... because entering the furnace 
or boiler room of any home or big 
building, a serviceman is likely today 
to encounter electronic controls. They 
are used two ways—first to provide 
heat control for homes and com- 
mercial-industrial buildings, second as 
combustion controls to provide better 
flame monitoring than the conven- 
tional stack control can provide. 


Service not difficult 


“If a good burner serviceman can 
gain the know-how needed for adjust- 
ing and repairing electronic controls, 
he also can learn how to service the 
refrigeration set-up that’s part of 
a complete airconditioning system,” 
Sparky concluded. 

“To write a good article on servic- 
ing year-round airconditioning sys 
tems,” Sparky instructed me, “First 
cover the working principles of a com- 
pressor-type refrigeration system. A 
serviceman must know these principles 
thoroughly well to understand why, as 
one important starting point, certain 
pipes and gadgets should become cold, 
and others should become hot, after 
the compressor is started. 

“Next in your article which is in- 
tended to start educating oilburner 
servicemen about airconditioning,” 
Sparky went on, “give details of what 
I found when I answered a few typical 
service calls placed by owners of air- 
conditioned homes. Describe -how I 
went into action and ended the 
troubles. 

“Many oilburner servicemen will be 
pleased and surprised to learn that ac- 
cording to my actual experiences, in- 
cluded in one year of servicing 35 cool- 
ing jobs, few service calls are caused 
by misbehavior of the refrigeration sys 
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tem which is part of the aircondition 
ing installation. Few calls require ab. 
ity to work on refrigeration equip. ef 
ment. be 

“In spite of that, however,” Sparky 
concluded, “the man handling the os 
service call should know considerable § ™ 
about the refrigeration equipment— * 
enough to be able to say it is running 
properly when nothing is wrong with . 
it.” 2 

Following Sparky’s recommend, 
tions, I show in the accompanying 
drawing a refrigeration set-up, which 
could be part of a summer aircond: 
tioning system. Consider the refriger § — 
ant in the system to be the widely 
used Freon 12. 

Consider that the crankshaft in the 
drawing is spinning, and that the sy 
tem is operating normally. When the 
compressor’s piston travels downwards 
(as it’s doing in the drawing) suction C 
check-valve “‘o” is pulled open, and 
refrigerant in the form of gas is drawn 
into the cylinder space of the com 
pressor. When the piston reaches its 
lowest position, suction check-valve 
‘‘o” is snapped shut by the spring a 
the top of the valve stem. During the 
piston’s upward stroke, discharge 
check-valve “A” is forced open by prey 
sure the piston develops. 





The Compressor 


The compressor in the drawing thus 
handles refrigerant in the form of gas 
It develops pressure reported by high 
side gage “B,” in the neighborhood of 
120 lbs.—based on using Freon 12,” 
gether with the water-cooled oon 
denser-receiver shown in the drawing 
“ny” is marked hot-gas line to 
denser, in the drawing. Put your 
on any part of this line, from its oo” 
pressor or input end to its conden? 
receiver end, and you'll find this line 
as warm as a hot-water pipe. You I 


~ 





find the condenser-receiver warm 

—because hot gas enters it at “E 

almost fills it. Mh 
Cold water for cooling enters ® tem 

“Pp” keeping cool the cold-water goes 
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githin the condenser-receiver, which 
oil resembles the coil of a tankless 
water heater. Coming into contact 
with the cold-water coil surfaces, the 
it gas (refrigerant) condenses on 
ese surfaces; then drops of the re- 
tigerant fall from the cold-water coil 
urfaces with the result that liquid 
refrigerant accumulates as shown in 
de bottom of the condenser-receiver. 
Refrigerant is circulating continu- 
wily in this system while the com- 
wesor is running. The liquid phase 
darts with liquid refrigerant accumu- 
ted in the bottom of the condenser- 
eeeiver, goes ON past points marked 
‘vuy” and to “K,” the expansion 
valve, 

The pressure all along the output 
line of the compressor (from point 


IJ”) and as far as the intake side of 
the expansion valve “Kk” is equal to the 
pressure developed by the compressor 
—the approximate 120 lbs. named 
earlier—if you disregard the pressure- 
drop of the piping, which at this point 
can be considered negligible. 

For the water-cooled condenser- 
receiver in the drawing, the tempera- 
ture of the liquid line at point “c” 
(where liquid refrigerant flows from 
the condenser-receiver) usually is 
about 95°F, Increase the flow of water 
into the water coil of the condenser- 
receiver, and the refrigerant tempera- 
ture at “G” will drop. At the same 
time, the pressure at “B,” the high-side 
gage, will drop also. Provide less water 
cooling for the condenser-receiver, by 
reducing the flow of water into it, and 





will increase, while the high-side pres- 
sure at “B” will increase also. 

Thus the pressure the compressor 
develops corresponds to the degree the 
refrigerant is cooled in the condenser- 
receiver. Proper compressor high-side 
pressure, at “B,” and use of only the 
proper amount of cooling water at 
“F,” is arranged for through use of a 
device not shown in the drawing—a 
water-flow regulating valve in the 
water-input line at “F.” This valve is 
closed when the compressor is idle. 
Starting the compressor results in a 
pressure build-up at “B,” the high-side 
gage—a build-up to about 120 Ibs. 
opens the water-flow valve (located in 
line “F” which feeds cold water to the 
coil of the condenser-receiver) to the 
degree that causes the gage at “B” to 




























































































































































‘s” on through points “B-C-D-E-G-H- the refrigerant temperature at “Gc” read about 120 lbs. pressure, not much 
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OU are going to service an open, hermetic or 
tic type of system, you should understand what 
the basic refrigeration system shown here. Un- 


Pricloil 


liters 


derstanding what goes on includes knowing the tempera- 
tures and pressures developed throughout the system. The 
text explains components and their functions. 
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lower or higher, all the time the com- 
pressor is running. 

The automatic water-flow valve in 
line ““F” serves to: (1) Start the flow 
of water into the condenser coil after 
the compressor starts, (2) Stop the 
flow of water into this coil after the 
compressor stops, and (3) Regulate 
the flow of water into the coil all the 
while the compressor runs, with the 
result that the refrigeration system 
uses no more water than is needed to 
prevent high-side gage “B” from read- 
ing above 120 lbs. Only enough cool- 
ing water is used to keep down the 
temperature of refrigerant at point 
“G6” to about 95°F. 

Certain systems use no cooling 
water, for they have air-cooled con- 
densers in place of the water-cooled 
condenser shown in the drawing. An 
air-cooled condenser may be similar in 
appearance to the evaporator “L” in 
the accompanying drawing, and may 
have a small tank below it to serve as 
its liquid receiver, Using an air-cooled 
condenser, the temperature of the re- 
frigerant liquid at point “Gc” will be 
above 95°F., depending on the tem- 
perature of the outside air flowing 
through the condenser to cool it; dur- 
ing hottest weather, with an air-cooled 
condenser the temperature at “G” may 
he 120°F. and as a result the pressure 
at high-side gage “B” will be appreci- 
ably higher than the 120 Ibs. men- 
tioned earlier for water-cooled jobs. 


Liquid Refrigerant 


The liquid phase of the drawing has 
been covered, from the bottom of the 
condenser-receiver to the expansion 
valve “kK.” Remember the liquid re- 
frigerant entering the expansion valve 
“K” is under pressure of 120 lbs., on 
the water-cooled set-up shown in the 
drawing. Refrigerant temperature at 
point “G” is about 95°F., and the tem- 
perature at “K,” the expansion valve, 
is not necessarily different. 

Leaving expansion valve “kK,” the 
liquid refrigerant enters the evapora- 
tor. In this, the pressure is only 30 to 
40 lbs. Undergoing a pressure drop 
from 120 lbs. to, say, 35 lbs., the liquid 
refrigerant immediately starts flashing 
into vapor as it enters the evaporator. 
In doing this, it absorbs great amounts 
of heat with the result that the air- 
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contacting surfaces of the evaporator 
are chilled to about 40°F. 

Air from the rooms of the house, 
forced through the “L” evaporator or 
air-cooling coil in the drawing by a 
blower, is cooled to the proper degree 
by this coil. At the same time this room 
air deposits its excessive moisture on 
the air-cooling coil; dehumidification 
is the result. The air leaving coil “L,” 
and flowing to the rooms, is both cool 
and relatively dry. 

The low pressure of about 35 Ibs. in 
“L” the evaporator or air-cooling coil, 
and reported by “‘N”’ the low-side gage, 
is the result of (1) the action of the 
compressor in drawing gas to it 
through line “L-M-N-O” and (2) the 
behavior of “K” the highly important 
expansion valve. 


The expansion Valve 


This expansion valve opens and 
closes according to the temperature of 
its bulb, shown near “L” in the draw- 
ing, and connected to the expansion 
valve by a capillary tube. 

On a start-up, the expansion valve 
is open to the proper degree, which 
permits somewhat more than the 
normal amount of refrigerant liquid 
to flow through the valve into the 
evaporator or air-cooling coil. A few 
minutes of compressor operation chills 
the evaporator; then the bulb of the 
expansion valve reaches the proper, 
low temperature. With the bulb near 
“L” at the proper, low temperature, 
the expansion valve starts to close with 
the result that exactly the proper 
amount of liquid refrigerant flows in- 
to the evaporator and it is kept at 
precisely the proper temperature. 

When an expansion valve admits 
execessive liquid refrigerant to the 
evaporator (because the valve has be- 
come troublesome or has been adjusted 
improperly) frost forms on the suction 
line, starting at “L” then working its 
way towards the compressor. If you 
chill the expansion-valve bulb exces 
sively, perhaps applying dry ice to it 
to test the action of the expansion 
valve, the valve will close and stop, or 
nearly stop, the flow of refrigerant to 
the evaporator. If you heat the bulb to 
room temperature, frost will form on 
the suction line starting at point “L” 
as described above. 
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At Pl - 
Amprobe is a tester which reports volt 
and amperes. Checking volts and am, 
peres is of tremendous importance on 
summer airconditioning jobs; it is much 
more important than it is in domestic 
oilburner service work. 


Expansion valve ““K” serves obviow 
ly to keep the evaporator at the correct 
temperature when the heating load on 
the evaporator changes. A light load 
on a moderately warm day calls for 
flow of refrigerant through the expan 
sion valve at a low rate. A heavy low 
on a severely hot day calls for the flow 
of much refrigerant through the a 
pansion valve and into the evaporator 
Increase the speed of the blower tha 
forces air through the evaporator, and 
you also increase the load on it, Dont 
get the idea, however, that you ca! 
alter greatly the speed of the air-haw 
dling blower, sending air through the 
evaporator. Actually an air cooling 
evaporator is designed for a cemtal 
minimum and certain maximum dn 
Flow air through an evaporator at 
low a rate, below 300 or 350 cfm pz 
ton of refrigeration capacity perhaps 
and ice will form on the air-contactit 
surfaces of the evaporator. That's t 
start of a vicious circle, for the form 
tion of some ice blocks the cooling i 
—which reduces the cfm flow 
causes the formation of more ict. — 

As stated before, the minimum * 
flow rate through an a 
evaporator may be about 300 of 
cfm per ton. A maximum cfm rate 


350 























applies. It’s in the neighborhood of 
300 cfm per ton for certain evapora- 
tors, Exceed the proper maximum, and 
the air flowing through the evaporator 
s not cooled sufhciently—the tem- 

ture drop of the air passing 
through the evaporator is not the 
1§°F. to 20°F. that it should be. Set 
up a system for an excessive cfm rate, 
by adjusting or switching the pulleys 
of a belt-driven blower for example, 
and the conditioned air delivered to 
the rooms is not cool enough. 













Action of Freon 12 






The drawing of the refrigeration 
system, in this article, shows lubricat- 
ing oil in the compressor’s crankcase. 
lubeoil pumps are used for many 
household air-conditioning compres 
srs. Some systems have internal or 
external oil separators which prevent 
the circulation of too much oil with 
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iehisod the refrigerant accompanied by lower- 
n domestic ing of the level of oil in the crankcase. 
wrk, Think of water changing to steam, 


if the action of the Freon 12 in the air- 
cooling evaporator puzzles you. With 


possi the evaporator pressure 35 Ibs., the 
bie come Freon 12 liquid entering the evapora- 
ne = tor is ready to boil and turn to vapor 
light be at any temperature over 38°F. Heat 
Irisctas (from the air being cooled) is needed 
the oT to change the refrigreant from liquid 
heavy ~ tovapor. All of the refrigerant changes 
or the fo from liquid to vapor at 38° F.—raising 
gh the cr the vapor to a temperature above 
evapora 38°F, superheats it, insuring the flow 
lower @ of only dry gas, no liquid refrigerant, 
ecm to the compressor. 
5 ve cn’ ‘Thinking in terms of steam and 
he airhay § “é#et, you can consider the evaporator 
hrough the tubing to be under atmospheric pres- 
air-coolingg Ue and at a temperature of 250°F. 
a certail A stream of water sent into the tubing 
AMES cn Would first be vaporized, boiled, or 
rator at 100 turned to steam— at 212°F. the boil- 
50 cfm pee 8 point of water under atmospheric 
y perhaps Pressure. Then before leaving the tub- 
contacting ing the steam would be superheated by 
That'stwe “SNE its temperature to 250°F. 
the form That's roughly the idea. 
-ooling is} The behavior of the refrigerant in 


flow 204 the condenser-receiver is the reverse. 
re ice. The action here corresponds to using 
nimum aH PiPes filled with cold water—to con- 


air-coolits steam or turn water from 
300 of 35 Baseous form to liquid form. Con- 
‘m rate a § steam involves releasing heat 


from it. Warm water comes from the 
condenser coils in the diagram because 
heat is taken from the refrigerant in 
the condenser. Heat removed from the 
house serves to raise the temperature 
of the water flowing through a water- 
cooled condenser. 

The dehydrator “r” in the drawing 
is not used in all systems, but is shown 
because servicemen should know about 
it. A dehydrator may be installed in 
a system which gives trouble because 
drops of water have become mixed 
with the refrigerant. Such water 
freezes in the expansion valve and 
stops the flow of refrigerant through 
it. The dehydrator is installed to ab- 
sorb the bits of water in the system. 

The drawing also shows a solenoid 
valve “Jy” in the liquid line just before 
the expansion valve. Wired to be open 
only when the compressor is running, 
the solenoid valve stops the flow of 
refrigerant liquid into the expansion 
valve, and into the cooling coil, when 
the compressor motor stops. 


Types of Systems 


Refrigeration systems are made in 
three types: (1) Open-type, (2) 
Hermetic, and (3) Semi-Hermetic or 
hermetic to some degree. 

The open-type system, not popular 
today for household airconditioning 
or refrigeration, has a compressor 
equipped with a shaft gland serving 
the crankshaft. Extending out of the 
crankcase, the shaft gland can be 
driven by a _ conventional electric 
motor. Belt drive can be used. The 
open-type system usually has the 
valves shown in the drawing which 
accompanies this article. By undoing 
pipe joints, perhaps copper-tube fit- 
tings, you can easily work on or re- 
place the important parts of an open- 
type system, such as the compressor, 
condenser-receiver, expansion valve, 
evaporator, etc. 

The hermetic refrigeration system is 
sealed completely—is as tight as an 
electric light bulb with respect to any 
chances of refrigerant escaping. Weld- 
ing usually does the sealing with the 
result that you have to put a hole in 
the metal, use a drill or a hack saw, to 
permit the refrigerant and lubricating 
oil to escape. Domestic refrigerators 
and windowsill air-conditioners today 








are of the hermetic type. The electric 
motor which drives the compressor is 
sealed in with the refrigeration equip- 
ment in a hermetic system. Thus when 
dealers encounter motor or refrigera- 
tion-system trouble, they don’t break 
into the system and attempt repairs 
—almost in every instance they send 
the faulty unit back to its manufac- 
turer. After many years of use, the 
entire unit is discarded—wearing out 
or breakdown of important parts, after 
years of use, does not lead to their re- 
placement. 

The refrigeration system which is 
semi-hermetic or hermetic to some de- 
gree may come in a single unit. In that 
form, it is similar to the hermetic in 
that it may come ready to operate, 
having been charged by its manufac- 
turer with the proper amounts of re- 
frigerant and lubricating oil. But the 
semi-hermetic can be serviced in the 
field. It has valves for easy pump- 
down of refrigerant to its receiver, 
places for pressure gages, arrangements 
for adding or removing easily its re- 
frigerant and lube oil, and parts bolted 
together to permit servicing, repairs, 
and replacement of worn-out or 
broken down components. Unlike the 
hermetic which will leak out no re- 
frigerant if metal is not broken, the 
semi-hermetic can’ develop leaks. 
Loosening of its bolts, valve devices, 
or pipe joints can cause it to loose re- 
frigerant—or lubricating oil. 

Semi-hermetic equipment is. being 
made which gives dealers new to re- 
frigeration few complications—this 
equipment is practically as foolproof 
and simple to install as hermetic equip- 
ment. 

The semi-hermetic system provides 
great advantages in these respects. 
Either its air-cooling coil or its con- 
denser can be remote from the other 
equipment. 


Airconditioning Controls 


Two simple pressure controls are 
used for an airconditioning refrigera- 
tion system. One is the high-side conr 
trol, piped to the discharge side of the 
compressor. Set to stop the compressor 
motor if the high-side pressure exceeds 
about 180 Ibs. (using Freon 12), this 
protects against excessive pressure im 

(Please turn to page 146) 
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Servicemen all over the country 
probably are more nearly akin than 
many of them realize. Witness the 
following touching tale told his boss 
by Frank H. Cass, an earnest, but 
harassed, oilburner serviceman in 
Seattle, Wash. Tell the truth, now, 
didn’t almost this exact same thing 
happen to you, too? 


at Boss, let me tell you about 
this service call you sent me on 
this morning. Well, I finds the address 
O.K. Nice neighborhood, Chryslers 
and Buicks with once in a while a 
Link. You know what I mean. 

Well, I parks my truck in the drive- 
way and goes to the door. Before I 
even knock, this lady opens the door 
an sez, “Well, it certainly took you 
long enough to get here!” 

I sez, “Yes, mam, I had to make 
a couple of emergency calls first.” I 
was just as polite as could be, like 
you told me. 

“Well,” she says, “I suppose you 
think I enjoy settin’ around here 
freezin’ an waitin’ for you. When we 
bought this heating plant your sales- 
man told us we were buying the finest 
equipment on the market and now its 
gone on the fritz.” 

That’s what she said, “Fritz.” Well, 
‘then she motioned for me to come in. 
Honest to gosh, boss, the place was 
-as hot as an outdoor privvy on the 
Fourth of July, so I asked her when 
tthe burner came back on, and she said 
it was about an hour ago. I figured 
it must have cut out on high limit, but 
I didn’t say nothing. 

She pointed her finger at the 
thermostat and said it was always a 
way off. “If I want it 72 in here, I 
have to set it at 85 and vice-versa.” 

Anyhow, I shoved her up a bit high- 
er and went down to the basement 
with her kid following me. The burn- 
er was purring along as quiet as a 
kitten. I opened the inspection door 
and looked at the fire. It was a little 
ragged so I figgered I better check the 
mozzle. Well, I threw the burner 
switch, and she comes to the head of 
the stairs and yaps down, “See there 
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Serviceman’s Lament 


Some People just naturally make it tough for the Guy on the firing Line 


it is, Stopped again.” 

I didn’t answer anything, but her 
kid yells, “I didn’t do it mommie, The 
man did it.” I went ahead and took 
out the nozzle assembly. The tip had 
a little carbon, so I changed it. I no 
sooner got the old tip off when this 
kid grabs it. Of course it was hot. He 
lets out a whoop like a wild Indian, 
and she comes tearing down to the 
basement. 

“What did you do to him?” she 
screams. I tried to explain to her, but 
the kid was bellowing loud enough to 
wake the dead. So she grabs him and 
hauls him upstairs yelling something 
about suing us. 


Things wasn’t bad enough 


I went ahead and put on a new noz- 
zle, adjusted the electrodes and 
checked the oil filter, although my 
ulcers was beginning to eat holes in 
me. About this time her old man come 
home to lunch. He wasn’t in a very 
good mood either. 

He came down and asked me what 
I was doing. I told him his wife had 
called us because the burner stopped 
and that while I was there I was giv- 
ing it a complete check-up. He asked 
me how much it would be, and when 
I told him he blew his top. He said 
he had our card advertising a check- 
up special and even if it was past the 
date damned if he would pay any 
more. 

Meanwhile, I had taken out the air 
filters. Boy, was they dirty. I was 
showing him all this dirt and explain- 
ing about how it cut down air circula- 
tion and caused a furnace to cut out on 
safety when she came down. “I sup- 
pose you mean I am a dirty house- 
keeper,” she snaps. I tried to tell her, 
but she just kept yapping so I gave up 
and just nodded my head. Anyhow, I 
put in clean filters, and checked the 
stack switch, and fan-limit control. 

Everything was O.K. so I flicked 
on the burner again. That’s when they 
began talking about this noise. He said 
he could hardly stand it in the eve- 
nings, and she said it woke her up in 
the mornings. They couldn’t describe 
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it very good, but it was a scratching 
noise. They complained about smoke 
and fumes, too. 


Lay that Slingshot down, Jr, 


We went upstairs and as soon as 
Junior saw me he began to yell, He 
had on a bandage that covered his 
whole hand. I sniffed around at all 
the registers with my head on the floor 
and my rear-end in the air. I tell ya 
boss, I was sure prayin’ that Junior 
didn’t have a slingshot handy, | 
couldn’t hear nothin’ nor smell noth 
in’, and the registers was as clean as 
when we put ’em in. 

About that time the old man had 
finished a baloney sandwich she made 
for him, and he had to go. As he was 
goin’ out the door she yelled at him 
to get a bottle of aspirin because she 
felt a headache coming on from them 
fumes. 

Well, boss, I figgered I better get 
out. I was plum out of polite answers 
and my neck was sore from nodding 
my head. I set the thermostat down to 
70 and went down to the basement 
to get my tool kit. The burner was 
running fine and the blower was 
quiet I could hardly hear it. When | 
got back upstairs she was standing in 
the kitchen with her head cocked on 
one side listening. “I thought that 
noise was about to start,” she says. 

I told her that I was going to leave 
and that I didn’t think she would have 
any more trouble, and, like you told 
me, I smiled as nice as pie. Just as! 
was going out the door I told her that 
I would check the oil and let her know 
how much she had. “Oh,” she says, 
“you don’t need to bother. The oil man 
came just after I called for you. He 
filled the tank and then he went down 
in the basement and punched some 
button, and the burner started. I gues 
the tank was empty. My husband 
doesn’t trust the oil company, 8° ® 
won't let them put us on automatic 
re-fill.” 

Honest to gosh, boss, haven't you 
got a job in the shop or on the instal 
lation crew or something? I'm due 
for rotation. 
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Advertising’s best Buys 


How to reach the biggest Audience by selecting the right Media for the Job . 


by 
Chester A. Hopkins* 


EDIA SELECTION is a vital step in 

Mi. planning of any advertising 
program, and deserves every bit as 
much attention as the creation of the 
advertising copy. Very often media 
planning will precede the final devel- 
opment of copy material, because it is 
connected so intimately with the mar- 
ket analysis that usually begins any 
promotion effort. 
: The criteria that should be evalu- 
ated in media planning for the oil heat 
program’ are: essentially the same as 
for any other typical advertising ef- 
fort—whether national or local in 
character. This media selection must 
fit two basic frameworks, the market- 
ing objective and the copy proposition 
or advertising message. 


Consider for a moment, the first of 
these two frameworks—your market- 
ing objective—i.e. maintaining and in- 
creasing the share-of-market for oil 
heat. This marketing objective leads 
toa definition of your best prospects 
the segment of the total consumer 
public that will be most important to 
your sales. 


It would seem to me that your best 
prospects fall into two groups. In the 
first place, you do want to continue 
to reassure the current fueloil user 
about the convenience and advantages 
of oil heat. You want to continue to 
hold his preference for oil—so that he 
won't be converted to the competition. 
And when the time comes for him to 
modernize his heating plant—you'll 
want to get his replacement business. 

In the second place, and perhaps 
More important you want to convince 

Prospective homeowner—the fel- 
low'who now lives in an apartment 
ot with his family, or who is about to 
buy a new home—that the best type 


9 heating installation is an oilburner. 


— 
+ 


Mt, Walter Thompson Co., New York. 


eseptntine ‘Presented this talk at the 
, Promotional conference of Oilheat- 
& Market Reports in New York. 
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This man might be called your prime 
prospect. Perhaps we can describe him 
as a young man, who may have~had 
some experience with coal, or’ then 
again he may be living in a rented 
apartment’ in which case heating has 
never been his concern. 

The media selection for the oil heat 
program will therefore be pointed to- 
ward these two groups of prospects. 

‘Here are some very broad media ob- 
jectives. These objectives define the 
goals’of almost any good media plan 
and will fit the oil heat promotion pro- 
gram—but they’re quite general and 
must be tailored to fit the local mar; 
keting conditions of each individual 
co-op effort. 


t 


‘Also to. provide extra layers:of!cov- 
erage on the prime prospects. 
These last two points can be modi- 


fied somewhat'to fit the oil heat pro 


gram where the budget may not be 
sufficient to blanket the market com- 
pletely. In these cases, media selection 
must be sharpened to concentrate on 
the prime prospects, for the greatest 
return per promotion dollar invested 

Finally a good media program must 
deliver messages with sufficient’ frer 
quency to maintain a high level of 
“product awareness.” . ¥ 33 

In your oil! heat program the pro- 
motion effort is localized to a dealer, 
supplier campaign concentrated in in- 
dividual market areas—which means 








After the promotional fund has been raised, the question before 
the group is how and where it can be spent to insure the greatest 
return. Advertising executive Hopkins examines the relative merits 
of TV, radio, newspaper and outdoor advertising to help coopera- 
tive programs and individuals arrive at a good decision. 








The first of these is that a good 
media plan should deliver advertising 
impressions in sufficient concentration 
to stand up to the advertising of the 
competition. In the case of the oil heat 
program you are aware of the inten- 
sive advertising effort by the gas com- 
panies. The oil heat program must de- 
liver its messages against this competi- 
tion and must do so with sufficient 
weight. 

A second objective is that a good 
media program must deliver a maxi- 
mum number of advertising messages 
at a low “cost-per-thousand.” The 
“cost-per-thousand” measurement is 
ong, that is applied to almost every 
advertising medium and is used to 
compare the efficiency of one medium 
vs. another. (Naturally, the differences 
in the value of an impression created 
by a full-page newspaper ad as com- 
pared to a one-minute radio or TV com- 
mercial must also be considered.) 

Another media objective is to pro- 
vide maximum coverage, where prac- 
tical,. in order to search out all possi- 
ble prospects. 


a local advertising effort. This local na- 
ture of the co-op program will bring 
about modifications in these broad 
media objectives and will affect the 
selection of the various media them- 
selves. 

Not being thoroughly informed 
about the background and details of 
the individual oil: heat promotions in 
the various markets, I believe I can 
serve my subject best by commenting 
on media selection in very broad terms 
within the four’ basic media—tele- 
vision, radio, outdoor and newspaper. 
I'd like to discuss each medium sepa- 
rately, and try to point out some of 
the more obvious advantages and dis- 
advantages for the oil heat program. 

First, let’s take a look at television. 
This is the medium, that when used 
properly, has proven itself to be an 
unbelievably powerful force in creat- 
ing and sustaining demand for goods 
and services. It also has the most 
“glamour” appeal to the public, to the 
advertiser, and to the dealers who dis- 
tribute a company’s products; -.. © *, 

In 1950, 10% of U. S; families 
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owned Tv sets. In 1955 this was true 
of 72% of the population, and we 
estimate that by 1960, 86% of all 
families in the U. S. will own one or 
more TV sets. 

The tremendous vitality of television 
is indicated by current estimates which 
state that three-fourths of the total 
U. S. population spend an average of 
1% hours per day watching Tv! And 
when some of us may have expected 
it to stop growing, television has dem- 
onstrated its ability to continue to 
grow in the number of stations, and 
the hours of programming—and there 
have opened up still other areas for 
further development. One of these 
new developments, just beginning to 
get under way, is color television. Not 
so important for the oil heat program 
perhaps, but an indication certainly 
that Tv development is by no means 
ended. 

Television offers outstanding values 
to the advertiser who uses it properly. 
In terms of generating product de- 
mand, it is unbeatable. It is also a 
prestige medium in which the glamour 
of celebrities and public figures rubs 
off on the viewer and on the adver- 
tiser’s product. It can deliver its ad- 
vertising message to the family as a 
group—when it is together and re- 
laxed. And this last characteristic is 
particularly important in the market- 
ing of a product which represents a 
large family investment. 

Now the purchase of an oilheating 
installation is a relatively large invest- 
ment, but essentially I don’t think we 
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Advertising themes employed in a co-operative campaign 
conducted by the Toronto Chapter, Oil Heating Associa- 
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should call it a “family” one. I believe 
the man of the house will probably be 
left with this decision. He doesn’t have 
very much to say about the purchase 
of an automobile (his wife takes care 
of that), but she probably won't hesi- 
tate to give him his head when it comes 
to picking out a new heating plant. 
Because of the family audience, of tele- 
vision, then, we run into waste circu- 
lation—circulation that is valuable to 
many advertisers, but probably not to 
your co-op program. 

Admitting the tremendous effective- 
ness of TV advertising there always 
comes the day when the cost of this 
advertising must be paid. 

And I’m sure you know that tele- 
vision time, particularly periods when 
the audience ratings are highest, is 
extremely expensive. The average cost- 
per-thousand Tv impressions is about 
$3 for local “spot” advertising—and 
$3.50 or higher for network time. 
These figures should be compared to 
$1 for spot radio, $1.40 for outdoor 
and $2.50 for a newspaper ad of 1,000 
lines (nearly a half page in size). The 
commercials themselves are costly to 
produce, yet they must be produced in 
quantity and alternated and varied in 
the same way that advertisements must 
be varied in other media. 

Radio advertising has really had its 
ups and downs since the advent of TV 
just after the war. It used to be that 
the names and activities of the radio 
stars were on the lips of everyone, be- 
ginning with the days of the A & P 
Gypsies and Rudy Vallee. Radio in 
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it’s clean... 


it’s dependable... 


most people... 





tion. These basic treatments are adapted for billboards 
subway and trolley cards, direct mail and newspapers 
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those days occupied a position in 
American leisure about as important 45 
the position enjoyed by television 
today. 

But radio has passed through many 
stages since the days when Tv firs 
began to make inroads into its audj- 
ence. We feel that radio has been 
somewhat neglected by advertisers 
since TV took over as the glamour me- 
dium, but it now seems to have 
emerged from this transitional period 
and its primary function now is Pro- 
gramming for individuals rather than 
the whole family unit. 

Radio listening has come to be a 
backdrop for other activities, such as 
household chores, reading, playing 
cards, driving the car, etc. Because 
television has replaced radio as the 
family entertainment, radio sets have 
moved out of the living room and are 
now located more for individual lis 
tening in rooms such as the bedroom, 
kitchen and the automobile. 



















Radio can deliver large audiences 
with heavy frequency and at a low 
cost per thousand. Radio penetration, J 
that is its ability to cover the popula 
tion, generally follows the distribution 
pattern of U. S. households because 
practically every home has a radio set. 
Auto radios—and this to me is a truly 
amazing development—have increased 
from 10 million in 1948 to 35 million 
in 1956—over 350% growth in about 
eight years’ time, so that nearly 70% 
of all automobiles now have radios. 

Radio listenership follows a different 
pattern from television. During morn 
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ing hours radio has a greater audience 
than TV, and radio listening is con- 
gant throughout the year—whereas 
the level of television viewing tends to 
droop during the summer months. 
Radio advertising is flexible and easily 
adapted, and the radio message may be 
written to recall the consumer's image 
of product advertising in the visual 
media. Radio is also flexible in its 
sheduling and programming. It en- 
ables an advertiser to put extra weight 
in any individual market or region 
where competitive conditions indicate 
an immediate need for special adver- 
tising or promotion support. 


Radio intensely local 


Radio is therefore intensely local 
and it is easy to work with in tailoring 
your promotion to specific times of the 
year, Also the scarcity of good TV 
availabilities, caused by sponsorship of 
the best properties by strong year- 
‘ound advertisers, make radio more 
available for seasonal promotion than 
television. 

But it’s the low cost of radio that 
provides the greatest competitive edge 
against the other four media, Spot ad- 
vertising over local stations has a cost- 
percommercial minute per-thousand- 
homes ranging from $1 upwards de- 
pending on frequency, audience de- 
sired and the number of markets used. 
Radio also has important dramatic 
value in the presentation of the adver- 
tising message. Radio commercials can 
take advantage of special effects, the 
use of music, repetition of phrases and 
slogans, sound-effects, humor — in 
short, a complete variety of presenta- 
tion except this visual image. 

Radio, therefore, would seem to of- 
fer unusual advantages for oil heat ad- 
Vetising. It is readily available for 
short or long term promotion. It is in- 
tensely local in its nature. It is par- 
tcularly efficient from a cost stand- 
point and it offers a tremendous va- 
mety in the presentation of copy 
theme. It should be carefully analyzed 
r its value to each local promotion 

Ort, but in many cases it will serve 
the oil heat industry very well indeed. 

t advertising is a medium 
Provides strong penetration to al- 
Most every area of a potential audi- 
ence. As you know, outdoor is pur’ 


eloil 


chased by the “showing,” which con- 
sists of a varying number of regular 
and illuminated poster boards, the 
quantity and price depending on mar- 
ket size, traffic flow past the location, 
the angle of exposure, etc. According 
to research, 91% of all families are 
exposed to at least one panel in a 
typical #100 outdoor showing during 
a 30-day period, and 79% are exposed 
to a typical #50 showing. Outdoor 
coverage for 24-sheet posting is avail- 
able in more than 11,000 individual 
markets, having a total population of 
over 113 million (71% of the total 
U. S.). 

Perhaps outdoor’s greatest value is 
its repetition. Market studies show 
that a #100 showing will deliver 19 
exposure opportunities for the average 
family during a 30-day period. The 
size and availability of color in out- 
door posting is also important, particu- 
larly in bringing a symbol or slogan or 
trademark to the attention of the con- 
sumer public. Outdoor advertising has 
great flexibility and its concentration 
can be varied market by market. 


Two Types of Outdoor 


Within the area of outdoor adver- 
tising there has always been the choice 
of using 24-sheet posting vs. display 
or paint locations and Id like to briefly 
indicate some of the advantages and 
disadvantages of these two different 
methods of using outdoor. 

First of all, in order to deliver a 
maximum audience at a low cost per 
thousand, embellished paint units must 
be located in downtown areas on heavw- 
ily-traveled main arteries because of 
the very high cost-per-location. 

Posting, on the other hand, provides 
an advertiser with a larger quantity 
of locations which can be spread 
throughout a market. This means that 
posting is better at reaching suburban 
families, who tend to do more of their 
day-to-day traveling in and around 
their own suburban community (im- 
portant for the oil heat program). 

In the smaller towns and rural mar- 
kets the efficiency of painted bulletins 
drops—again, because of high cost and 
the smaller traffic flow. 

Posting is much more flexible than 
painted displays. It is possible to can- 
cel or reduce posting on 100 days’ no- 


tice. Most displays or paint units must 
be scheduled against a 12-month non- 
cancellable contract. 


Posting is also more flexible as far 
as copy is concerned. Posting contracts 
call for change of copy once a month, 
and for an extra charge, copy may be 
changed at even greater frequency. 
Display contracts call for copy changes 
only two or three times a year. 

The opportunity to change copy fre- 
quently may not seem of prime im- 
portance on the surface, but attention 
and recall are enhanced by variety of 
treatment even though the basic mes- 
sage is the same. The ideal is to attain 
great variety in copy presentations 
and, at the same time, preserve a unity 
that impresses the viewer with the con- 
tinuity and impact of a “campaign.” 
Thus, for your purposes, the verdict 
seems to go to 24-sheet posting. 

Newspaper advertising is certainly 
an obvious choice of media for the oil 
heat program. It’s a basic advertising 
medium that has proven effective for 
national as well as local advertising 
campaigns. Eighty-eight percent of 
total U. S. families receive daily news 
papers, and this coverage pattern va- 
ries by market size, ranging from as 
high as 94% penetration in large cities 
to 75% in the rural areas. 


Newspapers for Continuity 


The newspaper medium is extremely 
flexible. It enables an advertiser to de- 
liver an urgent topical advertising 
message upon very short notice and 
permits him to vary the weight of his 
advertising in individual markets. 
Newspapers have practically no audi- 
ence turnover. Thus, they enable the 
advertiser to expose nearly all of his 
prospects to his sales message with 
maximum continuity and frequency. 

Although research is not available 
on a nation-wide basis, various studies 
in individual markets indicate that 
newspaper readers tend to be younger, 
they are better educated, more pros- 
perous and have larger families than 
the population as a whole—in general 
better prospects, better able to afford 
your product. 

There are over 1,700 daily news 
papers in the U. S. with a total circu- 
lation of 55 million, The 700 news 

(Please turn to page 150) 
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by 
V. M. Douglas 


Kk” SEVERAL YEARS the prospect of 
natural gas being distributed in 
the States of Oregon and Washington 
has been considered a serious threat in 
this stronghold of fueloil. 

In the past, established fuel dealers 
did not have much trouble in chang- 
ing from one to the other, or handling 
different types of solid fuel simultane- 
ously. As each became a logical means 
of house heating, from the standpoint 
of convenience or economy, wood, 
sawdust, and coal became the pre- 
dominant fuel. With lumbering a lead- 
ing industry, wood by-products cost 
little more than the handling. Coal, 
without great emphasis on the quality, 
was mined in Washington, and better 
grades could be conveniently obtained 
from Utah and Wyoming. 


Some years ago the landscape in the 
timber areas of western Oregon and 
Washington was dotted with sawmills, 
each having a huge cone-shaped steel 
burner with a screen spark arrestor at 
the top. These incinerators burned 
thousands of cords of wood and tons 
of sawdust just to get it out of the 
way. Where the mills were within 
reasonable hauling distance of the cen- 
ters of population, the waste wood 
proved economical. and reasonably 
clean for heating homes, Now, more 
profitable uses than burning have been 
found for most lumber by-products. 


, Some did not like the frequent re- 
fueling required by the fast burning 
soft wood, and burned coal in prefer- 
ence, 

Years ago, low-priced fueloil found 
its way up the coast from California 
oil fields where they had a surplus of 
the lighter grades and it was a prob- 
lem to dispose of the residual grades, 


Then. came house heating which 
was at least partially automatic. It was 
found that automatic stokers, requir- 
ing attention only once or twice a day; 
would burn coal. Inventive minds de- 
vised sawdust burners, and sawdust 
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Northwest has ’em All 


Oil, Electricity, Coal, Wood, Sawdust for Heat, with Gas a slow Starter 








The success enjoyed by oilheating in the Pacific Northwest eon. 
tinues in spite of increased competition from other fuels. After g 
series of interviews with fueloil and oilheating dealers a pattern 
emerges outlining the present fuels situation. The impression jg 
strong that oilheating dealers, with their determination to work 
to resist advances of competitive fuels, will succeed in not only 
holding, but increasing their share of the business. : 
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(commonly called hog fuel) filled 
many basements. Don’t think it was 
not tracked throughout houses.to the 
dismay of good housekeepers. 

Automatic oilburners appeared. 
That was the answer. Automatic heat 
which was really automatic without 
kindling fires, without ashes and clink- 
ers, without sawdust up to their ears. 

It should be remembered that the 
states on the Pacific Coast are large, 
and there is not a Washington climate, 
nor an Oregon climate. Each state has 
several climates. Warm ocean currents 
temper the coastal areas. Some of the 
highest mountain peaks in the country 
carry snow throughout the year. In 
some portions heavy rainfall accounts 
for the thousands of acres of forests 
and beautiful green scenery. In other 
districts, those who till the soil wish 
they could be sure of enough rain to 
insure a'crop each year, In some places 
they have extremely hot summers and 
in other places it is expected that the 
thermometer will drop considerably 
below zero every winter. 

This explanation is offered to pre- 
clude any impressions that a similar 
latitude such as Minnesota or New 
England States might have comparable 
weather conditions, _ 

This report is not based upon sta- 
tistics, past or present, nor are any 
predictions of the future derived from 
an analysis of relative conditions, 
either there or elsewhere. Surveys have 
been made which tabulate the opinions 
of various cross-sections of the popu- 
lation. This type of information is 
valuable in determining public opin- 
ion. Trends in thinking, often estab- 
lished through advertising and pub- 
licity campaigns at great cost, can 
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change buying and living habits, and 
establish misconceptions. 

In an attempt to obtain a true pic 
ture of fuel for heating in Washing 
ton and Oregon, several things were 
taken into consideration. First, it is 
probable that natural gas has not been 
available for a sufficient length of time 
to exert a definite change in the econ, 
omy. Second, the opinion of fueloil 
men and oilburner men was considered 
of greater value than the opinions of 
the “man on the street” or the gas 
distributors. Third, rather than send a 
written questionnaire it was consid 
ered better to discuss matters in per 
son. 

Here are the answers received in 
discussions with oil and burner people 
who are most concerned with the oil- 
heating future of the Pacific North 
west. 

After a vigorous campaign, waged 
by the statewide Oil Heat Institutes, 
which started long before natural gas 
was delivered, it was only natural to 
ask, “How much is natural gas cutting 
into the fueloil and the oilburner busi 
ness?” There were varying degrees 0! 
glee, not sorrow. The replies ranged 
from, “We don’t know gas is here,” t0 
the opposite extreme, “They are ger 
ting some of the new speculative build 
ing work, but not as much as we ate, 
and we are glad to see some gas going 
in for that gives us a chance to prove 
how wrong the gas people are in their 
claims of operating economy.” 

One burner man claimed he wé 
selling more gas burners than oifburn: 
ers in the local market. Disloyal? Not 
in his opinion. He has both kinds, likes 
oil better, questions that gas will build: 
up or retain any great degree of popu’ 
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byrity, but if a low price market exists 
where nobody can get oilburner busi- 
9ess, he would rather have gas burner 
business than have it go to someone 
de. The sale of gas equipment by 
fyeloil dealers is almost unknown. 






a 

| COn- There was a complete absence of 
‘ter a “Whistling in the dark.” No one 
ttern gould admit any artificial optimism, 
on is any bravado. Perhaps the reason for 
work the cheerful outlook was that every- 
only one expected natural gas to make a big 


splash, especially in the initial stages. 
The big gas campaign, which was 





we countered so aggressively, seemed cer- 
‘its. andj tain to have a serious impact in the 
metropolitan districts. 
rue pic’ It was generally agreed that the 
Jashing- & safety of oil had been an important 
gs were & factor in the campaign. The inevitable 
st, it is | 9% explosions very obligingly made 
not been the headlines, some local and others 
of time i severe enough to get national public- 
he econ @ ity. The more conservative oil men ex- 
F fuelol @ pressed the opinion that, just as horri- 
nsidered @ ble accidents on the highways do not 
nions of @ keep people from driving automobiles, 
the gas and airplane disasters do not reduce 
n senda & ir travel, so the well deserved fear of 
consid: gas, which now prevails, may lose its 
; in per & ¢fectiveness, and it may require two 
or three years to determine the extent 
eived in &§ of gas acceptance by the public. 
x people In one city it became known that 
. the oil fF there was considerable loss of gas be- 
: North § tween the point where it was metered 
into the mains and where it registered 
1, waged Jf on customers’ meters. It is only nat- 
astitutes, ff ural for the inhabitants of a city to 
rural gas ff be concerned over gas leakages at un- 
atural to ff known places in the system. 
s cutting # In another city it is claimed that 
ner busi 0 Ib. gas pressure is maintained in 
egrees O! If the mains with the pressure reduced 
5 ranged certain take-offs. Many of the citi- 
here, © & xns are deeply concerned over the 
are ger damage which could take place in case 
ve build of an emergency, even after the clos- 
5 we are, @ Ing of main valves to prevent the flow 
yas going I of additional gas, 
to gu The oilheating people found that 
> in 


it their own advertising campaign had 
, been effective, that some builders were 


he was & adraid they could not find customers 
oilbur: & for gas heated homes; that many did 
yal? Not tot believe the talk about low cost gas 
nds, Likes that commercial users were con- 
rill bu fronted with interruptible service; and 
of popl’ & Most important, that oil and oilburner 








sales were still good; then, they settled 
back on a basis of “We've got a good 
business which may require a little 
more work to hold and to increase, but 
we can do it—let’s go.” 

Again, keeping away from cold fig- 
ures, what is there to indicate that 
these oil men mean what they say? 
The service end of the business is per- 
haps most significant. Fueloil dealers 
who have had some service available 
are improving their service facilities. 
Others who, in the past, have arranged 
for service through outside burner 
service organizations now are estab- 
lishing a service department of their 
own, which will give them better con- 
trol and tie-in with fueloil sales. Sev- 
eral are adding equipment sales de- 
partments. This all-out fueloil and oil- 
burner activity looks like a more deter- 
mined fight. There is no sign of re- 
treat or backing away from the new 
competition. 

The article “Our ‘Current’ Com- 
petitor” in the March issue of FUEL- 
ot & Or HEAT prompted a few ques 
tions concerning whether or not elec- 
tric heat is becoming a competitor of 
fueloil, and if so, to what extent? 
From replies received it is apparent 
that electric heating is no idle threat. 
One or two claimed that electric heat 
was cutting in a little, but there was 
a lot of high pressure selling combined 
with poor installations, which could 
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only mean excessive operating cost and 
eventual fading away of the high 
pressure operators. 

Another said, “Now you are talk- 
ing about real competition. I think 
that when those electric boys get to 
rolling they are going to be a lot 
tougher than gas.” More discussion 
revealed that some of the electric men 
were doing a good engineering job and 
not overlooking the important factor 
of insulation. “Of course those nice 
insulation jobs would be good business 
for all of us, but when the electric job 
is well insulated and ours is not, their 
operating costs are not too unfavor- 
able.” 

Another interesting factor came to 
light. During the campaign of “Oil 
Heat is Clean,” “Oil Heat is Depend- 
able,” “Oil Heat is Safe,” and all the 
other reminders that gas might not 
be the ultimate, the electric utility 
friends were working shoulder to 
shoulder with the oilburning crowd. 
They were opposing gas stoves and 
waterheaters. It seemed a good idea to 
the oil advocates to keep gas out of 
the home. 

There was no doubt that a home 
equipped with an oilburner, an elec- 
tric cooking range and an electric wa- 
ter heater was far less susceptible to 
the arguments of gas heating sales- 
men. If the owner could add to exist- 


(Please turn to page 146) 


Convention of the Pacific Coast Oil Heat Institute, held last year in Spokane, 
Wash., brought this record turnout. The banner displayed above the banquet 
head table contains the “Save and be Safe with oil Heat’ theme featured in 
advertising programs in the Northwest area. The programs are somewhat unique 
in that they began some years before natural gas was available in the area and 
have grown in size and scope since gas became an active competitor. 
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 , batideiag of the 35th annual con- 
vention of the Oil-Heat Institute 
of America, Inc., New York 36, N. Y., 
set for June 3 to 6 in the Sheraton- 
Plaza Hotel, Boston, is a greatly ex- 
panded program of dealer round table 
conferences. 


The mornings of June 5 and 6 are 
to be devoted to the Distribution Divi- 
sion’s part of the convention program 
and this portion of the week’s activities 
is to highlight the most extensive and 
practical series of informal manage- 
ment conferences ever held for fueloil 
and oilheating dealers, There will be 
approximately 70 to 80 round table 
discussions held on both mornings in 
the grand ballroom of the Sheraton- 
Plaza Hotel. The program each day 
will be scheduled so that dealers who 
wish to do so can attend discussions 
on at least three different topics. 


Also scheduled during this busy 
week are meetings of the Oil-Heat In- 
stitute, its Divisions and Sections, plus 
the 1957 Biennial Eastern Exposition 
of Oil Heat and Domestic Cooling. 
The Exposition will be set up from 
June 4 to 7 at the nearby Hotel Statler 
in Boston, sponsored by the Oil-Heat 
Institute of New England and open to 
all oilheating people. 


Fred Heaney, national chairman of 
the Distribution Division OHI, is gen- 
eral chairman of the annual conven- 
tion program committee, with Pat 
Caputo, president, Oil-Heat Institute 
of Long Island, and Everett Elliott, 
Danvers, Mass., co-chairmen of the 
Distribution Division’s Convention 
Program Committee. 


They have selected the topics for 
the round table conferences to cover 
all phases of the heating oil, oilheating 
equipment and airconditioning fields, 
with each discussion to be led by an 
expert in the particular subject. Ac- 
tually the sessions have been organized 
to be valuable to every segment of the 
oilheating dealer’s personnel, from 
the office clerk right up to the general 
manager or president. 


Registration fee for the Conven- 
tion is $4; admission to the Exposi- 
tion is free. 


F. Milton Jordan, chairman of 
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Expanded dealer Conferences planned for OHI June Meeting 
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Wednesday, June 5, 1957 (9:00 to 12:15 A. M.) 


Topic 


Oilfired Cooling Equipment 
Selling Replacement Oilheating Equipment 
Organizing Your Sales Department 
Effective Service Management 
Selling Service Contracts 
Improved Service Department Record Keeping 
Developing The Service Department's Public 
Relations 
Building Sales Through The Service Department 
Upgrading The Equipment Sale 
How To Get Into The Cooling Business 
Cooling Techniques 
a) Heat Gain Calculations 
b) Layouts 
c) Installation 
How To Stop Conversions To Gas 
Truck Driver Work Simplification 
Degree Day Procedures 
Budget Plans and Budget Plan Life Insurance 
Selling Against Gas Competition 
Training The Truck Driver 
Bulk Plant Operations 
(under five million gallons) 
Truck Capacity And Equipment Handling 
Telephone Selling Techniques 
Fueloil Additives 
Increasing The Efficiency Of Office Procedures 
Direct Mail Selling 
Radio Communications For Oil Trucks 
Planned Public Relations Programs 
Fund Raising For Cooperative Activities 
Group Merchandizing Plans 
Estate Planning 
Evaluating A Business For Purchase 


Pension Plans For Small Business 
Helping The Fire Department Help You 
Getting Ahead In Your Organization 
Improving Your Tax Position 


Discussion Leader 


Phil Atkinson 

Bert Watling 

Ray Horan 

Charles McAlpine 

Jack Hynes, Bill Henwood 
Tom Hickey 

Stan Tyce 


Bill Wildes, Hugh McKee 
Bill Briggs 

Gordon Lenzie 

Mitch Landau 


Ray Nathan and C. Krumenacker 
George Stetson 

Hollis Albert 

Tim Loizeaux 

Robert Crane 

Al Hegeman 

A. J. Panzera 


White Motors 

Telephone Company 

Bill Robinson 

Stan Wood 

Harold Mottram 

R.C.A. 

Robert Barr 

Joe Berry 

Marcel Fugere 

Well known Lawyer 

3) Tom Carson, R. S. Carven, 
Horace Davenport 

J. Constantine 

Ed Heeg 

Ed. Marquard 


Internal Revenue Service 


Thursday, June 6, 1957 (8:45 to 11:45 A. M.) 


Topic 
Selling Heating Equipment For Modernization 
Selling New Oilheating Installations 
Hiring And Training Salesmen 
Selling Service Contracts 
Efficient Service Dispatching 
Utilizing The Serviceman's Time 
Financing The Equipment Sale 
Building Sales Through The Service Department 
Has Oilheating A Future 
What The Cooling Business Means To The Oil- 
heating Man 
How To Sell Cooling Equipment 
Oil Tank Failures 
‘How To Stop Conversions To Gas 
Credit and Collections 
Procedures For Truck Drivers 
Company Promotion And Advertising 
Increasing Fueloil Sales 
The Truck Driver And Public Relations 
Managing A Fveloil Business 
Fast Fills 
Answering The Telephone 
Training Personnel For Personal Contacts 
Fueloil Additives 
Using Your Users 
Radio Communications for Servicemen 
Policing Local And State Legislative Action 
Emergency Public Relations 
Membership Development 
Effective Use Of Industry Films 
Bottom Loading For Fueloil Trucks 
Improving Cost Account Procedures 
Life Insurance For Budget Plans 
Getting The Most Out Of Your Personnel 


Discussion Leader 
Jim De Wolfe 
Hal Hurston 
Ray Horan 
Bill Henwood 
Earl Sweeney 
Harold Davies 
Local Bank 
Hugh McKee 
Bob Gray 
Herb Spade 


C. B. Stone 
E. L. Menke 
Ray Nathans 
K. G. McKay 
Fred Griffin 
Kirk Shivell 
Bill Raith 


Tom Carson 

F. Scully Jr. 
Telephone Company 
Nat Pierce 
Catherine Woodbury 
Reg Swett 

Tim Loizeaux Jr. 
Fred Beckwith 
Milton Sheketoff 
Hollis Albert 
Robert Barr 

T. R. Loizeaux, Sr. 
Tom Scott 

Jay Constantine 
George Wolfe 
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JOMESTIC COOLING 





o's domestic section of the Manu- 





fturer Division, has called a con- 
ference of the section for June 6, at 
which time he says, “An entirely new 
lan for upgrading the industry at all 
lvels of distribution will be present- 
ad, This meeting,” he continues, “‘is 
for top management personnel and 
their chief engineers. We'd like to 
have representatives present from all 
companies making oilburners, oil- 
fred boiler or furnace-burner units to 
liscuss the merits of the plan and to 





acker 


fer suggestions to strengthen it.” 
ee Membership in OHI is not a pre- 
requisite for attendance, Jordan 
points out, “to attend the meeting as 
a manufacturer,’ a registration badge 
sall that’s needed.” 

The Old Timers Club, too, is get- 
ting together in Boston. Details of 
their June 4 evening Jamboree are 
on page 64, 

Concluding item on the conven- 
tion program is the annual OHI lunch- 
eon, to be held on June 6 in the ball- 
toom of the Sheraton Plaza Hotel at 
2:45 P. M. A. nationally-known 
speaker is being selected, with the ex- 
pectation that he will delve into the 
future and point out what the indus- 
tty can do to progress and grow prof- 
itably, 

During the luncheon the Institute 
will present Aladdin Lamp awards, 
‘mmbolic of the magic comfort, con- 
“mence, cleanliness, economy and 
*tvice of automatic heat and signify- 
Ng to the recipient appreciation for 
his efforts in behalf of the oilheating 
industry, Also at the luncheon the 
Distribution Division will make its 

niter Awards in recognition of out- 


¥ ing service to the marketing side 
the oilheating industry. 
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ich 


9:00 A.M.-1:00 P.M. 


1:30-3:00 P.M. 
1:30-4:00 P.M. 
2:00-5:00 P.M. 

6:00 P.M. 


9:00 A.M.-12:15 P.M. 





Schedule of Meetings 


35TH ANNUAL OHI CONVENTION 
Sheraton-Plaza Hotel 
Boston, Mass., June 3-4-5-6 


MONDAY, JUNE 3 


A.M. Retiring Distribution Division Board 
Annual Meeting Distribution Division 
Annual Meeting Accessory Division 

; Annual Meeting Technical Division 
A.M. Retiring OHI Board of Directors 

12: . Annual Meeting of OHI 

M Mfgr.—Acces. Membership Committee 
M. —Access. C-I Sections Meeting 
M. Domest'c Education Committee 

M New Dist. Div. Executive Committee 
M New Dist. Div. Board 

M C-I Engineering Committee 

M New OHI Board of Directors 


TUESDAY, JUNE 4 
Technical Division Symposium 
Heating oil Quality by R. P. Gilmartin, Gulf Oil Co. 
The Handling and Use of domestic heating Oil, by E. 
W. Cole, Texas Co. 
Oilfired Airconditioning by R. W. Sage, Esso Research 
& Engineering Co. 
‘“Weathertrix” by D. H. Bottrill, Oil-Heat Institute of 
America 
Pulsation in oilfired Equipment by Abbot Putnam, 
Batelle Memorial Institute 
Field Testing of improved home heating Equipment by 
R. L. Weeks, Esso Research & Engineering Co. 
Technical Side of good burner Servicing by T. R. 
Loizeaux, T. R. Loizeaux Fuel Co. 
C-I Education Committee 
Market Research Committee 
Domestic Engineering Committee 


Old Timers’ Club Jamboree, Red Coach Grill 
WEDNESDAY, JUNE 5 


Dealer Management Conferences 


THURSDAY, JUNE 6 


A.M. Dealer Management Conferences 
A.M. Domestic Manufacturers Management Conference 
P.M Annual OHI Luncheon 














Boston Exposition, June 4 to 7, 
to feature Oilheating and Cooling 


M“ THAN 100 exhibitors have 
reserved display space for the 
1957 Eastern Biennial Exposition of 
Oil Heat and Domestic Cooling, sched- 
uled for Boston’s Hotel Statler, June 
4 to 7. 

It is to take place at the same time 
as the 35th annual convention of the 
Oil-Heat Institute of America. On 
June 3 the Institute will devote the 
entire day to meetings, but thereafter 
convention sessions will take place 
during the morning hours only, leav- 
ing the afternoons free for visiting the 
Exposition. 

Fred N. Beckwith is managing the 
Exposition for Oil-Heat Institute of 
New England, the sponsoring organ- 


puclol J 
oilheat, 





ization; Thomas G. Colter is exposi- 
tion chairman. 

It is designed to accommodate any 
exhibit that illustrates development 
and progress in oilheating and domes 
tic airconditioning, including displays 
of research, manufacture and installa- 
tion. 

The booths will occupy the entire 
mezzanine floor of the Statler Hotel, 
including the ballroom, foyer, Geor- 
gian Room, Hancock Room and vari- 
ous parlors. Exhibits will be open to 
the trade, with admission by registra- 
tion only, from 1:00 to 10:00 P.M. on 
June 4, 5 and 6; on Friday, June 7, 
the last day, the exhibits will open at 
1:00 and close at 5:00 P.M. 













MARCH 25 MEETING at the Bay- 
way Community Center in Eliza- 
beth, N. J., witnessed the introduction 
of the Sun Valley oilfired, year-round 
airconditioning unit. 

Servel, Inc., Evansville, Ind., makes 
gas-fired models of the unit but had 
been unable to produce a satisfactory 
oilfired version. Then, Esso Research 
& Engineering Co. and Gilbert & 
Barker Mfg. Co. (both Standard of 
Jersey affiliates) developed a new 
Gilbarco low pressure oilburner, fea- 
turing external air and oil adjustments. 
These are important because it’s neces- 
sary to change firing rates for the heat- 
ing and cooling cycles of the Sun Val- 
ley unit. 

When cooling is required the burner 
is set for 0.5 gph; during the heating 
season firing capacity is increased to 
about 0.9 gph. Cooling capacity is 42,- 
000 Btu/hr delivered; the heating 
cycle is rated at 96,000 Btu/hr bon- 
net capacity. 

Servel’s interest in a unit of this 
type, utilizing a heat-actuated absorp- 
tion system, dates back some 20 years. 
As a matter of fact, 500 units were 
built and installed in 1941. During the 
War these were observed every six 
months and from an analysis of the in- 
formation so gathered came a produc- 
tion line model in 1946, 


The unit, however, was complex, 
bulky and complicated. There were 13 
components that had to be field-as- 
sembled, an operation requiring con- 
siderable skill as well as time. From 
1946 to 1953 Servel developed a direct 
fired unit that is shipped in a single 
crate and occupies about 10 sq. ft. of 
floor space, contrasted with the 18 sq. 
ft. required for the first model. The 
present unit measures 25” by 74”. 


The only difference from a straight 
furnace installation when putting in 
the Sun Valley is the necessity to con- 
nect the water circuits. 

The accompanying diagrams chart 
both the cooling and heating cycles, 
with a simplified explanation covering 
the actual operation of each. 
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The oil Flame that cools 


Servel and Esso combine Talents to produce Sun Valley oil-operated Airconditioner 
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COOLING SCHEMATIC FLOW DIAGRAM 
FIG. 1 CYCLE = SINGLE COrL, DIRECT FIRED UNIT 


Cooling cycle starts in the generator (1), containing a solution of lithium bro 
mide and water. Heat causes the refrigerant (water) to be boiled off, raising the 
absorbent solution by vapor lift action through tube (2) into separating cham 
ber (3). Refrigerant vapor and absorbent solution here are separated by baffles; 
refrigerant vapor rises through tube (4) to the condenser and the absorbent 
lution flows by gravity through tube (6), through heat exchanger and then to 
the absorber. The water vapor entering the condenser is liquefied by the action 
of cooling water, brought from external source, such as a cooling tower, city 
main or well, The refrigerant vapor thus condensed to water flows through tube 
(5) into the cooling coil, where it vaporizes due to the high vacuum in the coil. 
The high vacuum lowers the boiling temperature of the water sufficiently to pre 
duce a refrigeration effect; air being cooled flows over the external surface 0} 
the finned tube cooling coil. 


The absorbent after being separated from the refrigerant drains from the 
separator (3) down to the liquid heat exchanger and to the absorber through 
tube (8). In the absorber lithium bromide, which has a very strong affinity for 
water vapor, is absorbed back into solution again. The resultant mixture of 7 
frigerant and absorbent drains back through the heat exchanger through t 
(9) to the refrigeration generator, where it again separates into its two — 
nents through boiling and repeats the cycle. Slightly higher absolute pressure 
the separator allows the absorbent solution to rise through tube ( 17), throug 

the liquid trap (7) and up into the tube (16) forming a liquid seal. 
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The burner developed by Gilbert & 
Barker and tested by Esso Research 
differs from most others in that the oil 






ler is atomized under low pressure, it em- 
soysa different nozzle and uses a dif- 
ferent oil metering system. The burn- 
th ,which has a capacity range from 0.4 
LET » 1.4 gph, features an external ad- 


tment for both air and oil rate. 
Regulation of the pump stroke, actu- 
ited by an external lever, changes the 
fring rate. The burner also is equipped 
with a built-in delayed action clutch 
and mixes the oil and primary air at 
the nozzle tip. 

Performance data on the Sun Val- 
ly unit presented at the meeting re- 








- wlted from an accelerated laboratory 
<— est conducted by Esso. The unit was 
rite tested through an equivalent of three 
ue gasons of cooling in New Jersey, with 
\0 minute “On” periods, 20 minute 
‘Off’ periods. Here’s how the unit 
operated in this cyclic test involving 
16,000 starts and stops: 
Start of Test End of Test 
Firing Rate 0.51 0.51 gph 
Excess Air 90% 90% 
OR Smoke 0 Vp) 
Stack Temp. 427° 487° 
Absorption 
ND Efficiency 80% 718% 
From test installations Esso de- 
ss veloped these operating cost figures. 
For a six-room house: Fuel cost was 
$146 for heating, $47 for cooling; elec- 
tricity, $24 for heating, $22 for cool- 
ing; water, none for heating, $6 for 
cooling. Total for both amounts to 
ium bro & 8245—$170 for heating and $75 for 
rising the cooling, 
ig chan Similar figures for a 10-room house 
y baffies; stow: Fuel cost $218 for heating; $78 
rhent so” & for cooling; electricity, $38 for heat- 
| then to & ing, $35 for cooling; water, none for 
re action JB heating, $10 for cooling. Combined 
yer, city tal comes to $379-—$256 for heat- 
ugh tube HF ing, $123 for cooling. 
the col. § Installation costs presented showed 
y to pro that a Sun Valley unit for a six-room 
wrface of in northern New Jersey went in 
for $2,267 and cost $231 to operate. 
from the | * * Comparable installation, using 
through  “Ollfited furnace for heating and a 
inity for | “Pression type of cooling unit, in- 
re of BM Cost was $2,233, operating 
ugh tube ff Was $233. 
> compo’ The SunValley, thus, was described 
essure it BS OMpetitive with other types, but 
through #f Pile interest to the fueloil-oilheat- 
al. "8 dealer, it offers him a new outlet 








additional deliveries of fueloil esti- 
mated to be required and, better yet, 
he makes them during the normally 
slack months for fueloil sales. 


for sales. Not only can he profit from 
the equipment installation, but with 
the oil-operated year-round aircondi- 
tioner he benefits from the one to three 


To convert to the heating cycle requires only cutting off the supply of con- 
densing water. Then, the solution of lithium bromide and water in the generator 
receives heat from the oilburner; the solution boils and drives the water vapor 
up tube (2), carrying with it droplets of lithium bromide. Vapor and solu- 
tion separate in chamber (3) and since there is no cooling water, the water vapor 
which rises to the condenser causes an increase in pressure. Thus the water va- 
por can pass down through tube (15), through trap (7) and up through tube 
(16) into what might be called a second separating chamber. The water vapor 
flowing through tube (16) continually carries droplets of lithium bromide solu- 
tion which have drained from the separating chamber into trap (7). From this 
second separating chamber the vapor flows through tube (18) to the heating coil 
where it condenses transferring heat to the air passing over the coil. This liquid 
next flows through tube (19) back to the second separating chamber where it 
mixes with lithium bromide solution formerly brought up tube (16) in droplet 
form and thence through tubes (20) and (14) into tube (9) and back to the 
generator through tube (10). 


The chamber which serves as a second separating chamber on the heating cycle 
also functions as a concentration control chamber on the cooling cycle. Here's 
how it operates: As the inlet condensing water temperature is increased, the 
outlet temperature would be increased also assuming a constant temperature 
rise. This higher condensing temperature causes small quantities of refrigerant 
to be stored out in the concentration control chamber. This higher over-all con- 
centration of solution prevents loss of capacity which would otherwise result 
from higher inlet temperatures. The reverse occurs as condensing water temper- 

atures drop. 
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HE FIFTH National Heating and 

Air Conditioning Show, held in 
Toronto, March 11, 12 and 13, played 
host to a throng of heating industry 
people who came to see the 350 equip- 
ment booths. On this page appear 
just a few of the many displays de- 
voted to heating and cooling. 

The Oil Heating Association, spon- 
soring organization, held its annual 
meeting on March 12 and elected: 
Ralph D. Whiteman, Timken-Scaife 
Co. of Canada, president; C. Gordon 
McMehen, Liquifuels, Ltd., vice-pres- 
ident; C. K. Elder, Ontor Ltd., secre- 
tary-treasurer. 

Technical sessions, arranged by the 





BOILER 


o 





Upper right: Arnold Rowe-Sleeman, 

managing director, Oil Heating Asso- 

ciation (left) stands in front of the 

exposition’s theme center with Neil 

Regan, general manager, OHA’s To- 
ronto Chapter. 


National Warm Air Heating and Air 
Conditioning Association and held on 
March 11 and 12, highlighted A. R. 
Crozier, chairman of the Ontario Fuel 
Board. He outlined new regulations 
for licensing all heating installers in 
the Province and explained a system 
of inspections to enforce installation 
regulations under the OHA Code for 
oilfired equipment. 
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UELOIL STANDS OUT as the best fuel 

for hospital boiler rooms on three 
scores. First, it can provide amazingly 
low yearly fuel bills. Second, it pro- 
vides unequalled safety. Third, stored 
at the hospital in large tanks, it pro- 
vides great security over piped-in fuel; 
a hospital may have on hand a mini- 
mum, say, of two-weeks’ supply of 
fueloil as a buffer against a possible 
trouble which temporarily stops deliv- 
ery of the fuel to the hospital. 


The amazingly low yearly fuel bills, 


which result from oilheating a hospi- 
tal, stem from two facts. First, fueloil 
provides many Btu’s per dollar spent 
on it. Second, fueloil can be used in 
boiler rooms which are amazingly efh- 
cient—thanks to the use of modern 
oilburners and boilers, and electric con- 
trol systems. 

The safety of fueloil, unequalled by 
any other fuel which can be used in a 
fully automatic, unattended boiler 
room, relates to the fact that fueloil 
dripping from a leaking pipe, for ex- 
ample, is not ready to burn or explode 
when mixed with air. Fueloil must be 
vaporized or atomized before it is 
ready to burn. The heavy grades must 
be heated to thin them sufficiently to 
send them through pipes and pumps 
—and to reduce their viscosity to the 
degree that permits atomizing them. 

Fueloil does not escape rapidly 
through a small leak in a pipe, fitting, 
or specialty device. Oil leaks in over- 
all are unimportant, not hazardous. 
Seldom do they occur. When they do, 
the escape of a small amount of oil 


usually results in the presence of a 


little puddle of escaped oil, which di- 
rects attention to itself by sending out 
a strong odor. 

Electronic safety-control systems are 
now being provided for all oilburners 
of medium and high capacity, being in- 
stalled in the United States. These 
systems provide much greater protec- 
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Modern Oilheating 
for Hospitals 


Part 2—Using Fueloil, easy Solutions are found for Problems about 
boiler-room Help, maintaining room Temperatures and ample hot Water 








































This modern electronic Fireye control set-up safeguards the operation of the 

high-capacity burners heating a large hospital. Employing the magic of late 

developments in the field of electronics, controls of this type are widely used 

today for large oilfired boilers—provide for security and dependability unheard 
of 20 years ago. 







tion than the earlier types of safety- Oilburners are installed, of cours, 
control systems—specifically with re’ which are capable of handling the type 
spect to possible failure or misbehavior of fucloil selected as most suitable for 
of the ignition systems used for burn- _ the hospital. 
ers which start up automatically, and For nurses’ homes and small hospi 
with respect to possible misbehavior of tals, domestic fueloil may be used, for 
the oil flame during normal operation the same reasons it is used in homes 
of the burner, after a burner start-up. and in many apartment houses of me 
Refineries produce five grades of | dium size. Domestic (Grade No, 2) 
fueloil. One of these, No. 5 fueloil, is fueloil is used by inexpensive, simple 
available in many cities in a light va- _ oilburners, exceedingly easy to mm 
riety (often termed “low cold-test and maintain. These burners whic 
No. 5) and in a heavier variety use domestic fueloils need little atten 
(termed “high cold-test No. 5). Thus _ tion. Many are inspected and adj | 
the decision to use fueloil to heat a thoroughly only once a yeaf. 
hospital provides the advantage of may need ten-minutes’ worth of atten 
flexibility, for next comes consideration - ‘tion every three or four months 
of which of the widely different types winter to cover such things as oiling 
of fueloils will be used. of motor bearings, testing control of 
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Fires without flame pulsation 


Here is a completely new commercial pressure 
burner which offers two distinct features: forced 
draft operation and freedom from pulsation. All 
necessary operating controls, including an elec- 
tronic combustion control system, are integral 
components. The units are complete fuel burning 
systems—assembled, wired and tested at the fac- 
tory. Capacities range from 8 through 24 gph 
for oil and for gas from 1,200,000 through 
3,600,000 Bru input. 


Forced draft firing 

All air for combustion is supplied under pressure 
by a highly efficient blower. When installed in 
conventional boilers, the firebox operates under 
anominal negative draft. When installed in sealed 
Pressurized boilers, the combustion chamber can 
Operate under positive pressure. 

Burners are available in two types of construc- 


; T.M, REG. U.S. PAT. OFF. 0 


MAKERS OF QUALITY 
HEATING AND POWER EQUIPMENT SINCE 1903 


FOR OIL, GAS OR OIL-GAS 


tion: fan housing above or below the draft tube. 
Models with the fan housing located below the 
draft tube are particularly adaptable to Scotch- 
Marine type boilers, as no burner parts project 
above the draft tube to interfere with boiler 
cleanout doors. 


Simple installation 


These new Petro burners are installed in the 
same manner as a conventional gun type burner. 
Firebox construction for combination fuels are 
identical because both gas and oil flames issue 
from the same port. Burners are equipped with a 
circular flange for mounting directly to the boiler 
front. A heavy cast base with an adjustable post 
is available as optional equipment for pedestal- 
type mounting. 


Send for more information 


For detailed specifications and description of this 
Petro Gas-Oil burner, please mail coupon below: 


3534 West 106th Street, Cleveland 11, Ohio 
(In Canada: 2231 Bloor Street W., Toronto, Ontario 


Please send me information on Petro Gas-Oil Burner. 
Name—_.___ 
Company 
Address 


City 
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eration, and wiping off dust. 

Automatic oilburners.are automatic 
to different degrees, and the burners 
which use the light, domestic fueloils 
are “the most automatic”—they need 
little more attention than modern, do- 
mestic refrigerators. 

Grade No. 3 fueloil, once available, 
é no longer sold today. It was crossed 
off the list of available fueloils as not 
needed, and as an unnecessary com- 
plication. 

Grade No. 4 fueloil is being used 
voth in exceedingly simple oilburners 
identical to but larger than those using 
the slightly more expensive No. 2 oil, 
and in oilburners specially designed to 
use the slightly heavier, slightly less 
costly No. 4 oil. 

To play safe, you make certain to 
install oilburners capable of using the 
No. 4 fueloil obtainable locally—after 
you decide to use No. 4 fueloil for a 
new oilburner installation, Certain 
fueloil suppliers are taking great pains 
to provide their customers with espe- 
cially refined No. 4 fueloil, which can 
be used by high-capacity burners 





No. 5 oilburner using electric oil heat- 
ers. Some gun type burners of this type 
use No. 4 oil without electric heaters 
and No. 5 oil with electric heaters. 
These particular burners, even though 
they use No. 5 oil, are exceedingly 
easy to service because the component 
parts are standard equipment, easily 
obtained and easily applied. 
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. . . « Oilheating for Hospitats 


of the simple gun 
type — burners 
not equipped 
with electric fuel- 
oil heaters. 

The lighter of 
the two types of 
No. 5 oil de- 

























scribed earlier can 








be used either in 








gun-type burners 
specially designed 
for this oil (these 
burners, in gen- 
eral, do have elec- 
tric fueloil heat- 

















ers) or in hori- 
zontal rotary-cup 
oilburners, The 












heavier type No. 
5 fueloil needs 










slightly more oil- 
burner ability, in 
the direction of 
pumping, atomiz- 
ing, and _ per- 
haps oilheating— 
than the light No. 5. 

For the most inexpensive fueloil, 
Grade No. 6, horizontal rotary-cup oil- 
burners are by far most popular for 
fully automatic installations—on fully 
automatic installations the burners 
start and stop by themselves without 
attention. Extremely large rotary-cup 
burners are made. 

“Steam atomizing” and “‘mechanical 
atomizing” oilburners of several differ- 
ent types also are made for extremely 
large boiler plants, using No. 6 fueloil 
usually and supervised by boiler-room 
attendants 24-hours a day. 

For the new hospital being planned 
and the old hospital being renovated, 
much attention is needed to arrive at 
proper control of room temperature. 
Oilfiring can do much to provide room 
temperatures that do most for the 
health and comfort of the hospital's 
patients and other occupants—but 
proper room-temperature control re- 
sults only from installing excellent con- 
trol equipment. 

Best by far, above all else and in a 
class by itself, is “individual room 
temperature control.” This includes 
providing each occupied room of the 
hospital with its own room thermostat 
—to control precisely and dependably 
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Some hospitals use medium capacity heating boilers ie 
the one in the picture, Domestic type fueloil or oil slighty 
heavier fire these boilers at rates upto 35 gph, 
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the temperature of the room, Each 
room can be kept at the temperature 
best and most comfortable for the 0: 
cupants of the room. 
No other control 
comes even close to providing the 
many advantages of such an “individ 
ual room temperature control” setup 
Its one and only drawback lies in it: 
first cost. That, however, is much les 
extra, over simpler types of controls 
than many hospital executives believe 
it to be . . . especially in cases of new 
hospitals. The extra cost of “individual 
room temperature control” is soon for 
gotten, after a new hospital has bees 
put to use, whereas the extra comfort 
and fuel economy provided by thi 
kind of heat control go on for yeati 
and years. 3 
If the temperature of each room * 
not controlled separately in 4 ne, 
large hospital, in the manner describe? 
above, certainly no heat-control syste™ 
less than “zone control” should be it 
stalled. “‘Zone control” includes pt 
viding the hospital with several 
many room thermostats, each regulat 
ing the heat and winter temperature 
of a certain part of the hospital: — 
A three-story high hospital having 
three wings, for example, can have # 
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Two of the many modern apartment buildings in which Wing Draft Inducers are installed. 


WinGc DrarFt INDUCERS... Cut Capital Costs, 
Reduce Fuel Bills, Save on Upkeep 


The advantages of mechanical draft are nowhere shown 
better than in apartment house heating. First, in 
capital investment, no tall, unsightly, expensive stack 
isneeded. Furthermore, a big cut is made in fuel costs, 
because of the complete combustion from the Wing 
Draft Inducer. Finally there is a substantial reduction 
in maintenance costs. No brick chimneys to be pointed 
up Or tall steel stacks to be painted. For additional 


facts and engineering data, use the coupon below: 


LJ. Wing Mfg.Co. 66 Vreeland Mills Road, Linden, N.J. DRAFT INDUCERS 


Factories: Linden, N.J. and Montreal, Can. L. J. Wing Mfg. Co. 
- , 66 Vreeland Mills Rd., Linden, N. J. 


Pree coy saat 2 es 


Mail 
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WING FRESH AR |; WING Wh bulletin 
SUPPLY HEATERS — ‘BLOWERS 
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PUMPS an 
SEPARATORS 


for oil burner service 


Direct Drive tor 


#1 to #6 oils inclusive 
Ask for bulletin A-1330 
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Reduction Drive 


for heavy oil 
Ask for Bulletin No. A-1193 
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Single and Duplex 
Standard and High Pres- 
sure Baskets instantly and 
easily changed — elimi- 
nates filter replacemeni 
costs entirely. 
Ask for Bulletin 












No, A-1214 










for bulk station service § 


Direct Drive 
For exclusive use with 


rn oils and Solvents 
Ask for Bulletin No, A-1267 















Interchangeable Service 
Both light and heavy oils— 
tank truck and bulk station 
Ask for Bulletin No. A-1366 


KRAISSL°* 


295 WILLIAMS AVE., HACKENSACK, N. J 
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least nine room thermostats, one for 
each floor of each wing. To make the 
system better, certain important or 
large rooms can in addition have their 
own room thermostats—to provide 
“individual room temperature control” 
just for these large or important 
rooms. 


Outdoor Controls 


Electronic and electrical systems are 
used widely to regulate hospital heat 
according to outside temperature. Such 
a system has an element or control- 
component located outdoors to keep 
tabs on the outside weather—mainly 
the temperature, but perhaps also 
wind and sunshine. As the outside 
temperature drops, for example, the 
outside-weather control system signals 
to the heating system that the radia- 
tors must provide additional heat. 

Using such outside-weather control 
equipment, a large hospital may have 
many zones. Suppose it has eight zones. 
Then it would have eight sets of out- 
side-weather controls, one to regulate 
the temperature of each heat-zone in 
the hospital. The different zones would 
be different with respect to weather 
exposure, sun and wind effects on 
them, etc., and may be different with 
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respect to occupancy . . . some shoul 
be kept warmer or colder, for example 
than others or than usual. Ope 34. 
justment set-up for each zone, eight I of 
in all, permits raising or lowering th:  p 
temperature of each zone individually JF 

For a relatively small hospital, ; & p 
single outside-weather control may be & {c 
installed to regulate the overall tem & of 
perature of all the rooms. This ide: & 01 
has great advantages, in even a smi ™ } 
hospital, over the use of a single, or 
dinary room thermostat of the tyr § 4 
commonly used in a small home. 

Two advantages of oilheating ho: 
pitals have not yet been covered. 

The first of these is the clean nature 
of the oilfired hospital boiler room & ,, 
Oilheating is inherently clean, befitting Bg 
it extremely well for hospitals, n§ , 
which a premium should be put n§ , 
anything as big and important—asth & , 
boiler room. 

A certain engineer-architect emphi 


_ =-_- —_ <_<. ga 





These two burners fire 7 gph each and are used with an incinerator of the ys 
found in hospitals. The oil fire is needed for wet materials and other materi 
which, without the oil fire, would cause fumes, smoke and odors to escape from 


the stack. Some incinerators triple their capacity by adding the oil-fring 
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sizes the immaculate nature of oilfired 
pspital boiler rooms by his instruc- 
tions about applying finishes to the 
toilers, oilburners, pumps, and other 
toilerroom equipment. 

He says, “Paint the boiler room and 
ach piece of equipment in it any color 
you like—as long as the colors are all 





some shoul the brightest you can buy. That in- 
for example dudes the boiler-room floor.” 
al. One aj The results come out in the form 
zone, eight fof oilburners, boiler fronts, and big 
owering the  pump-sets painted the lightest yellows, 
ndividually. § reds, blues, and greens ever put into 
hospital, ; [§ paint cans. Remaining bright and clean 
trol may by & for years upon years, the boiler rooms 
verall tem MF ofthis hospital engineer-architect dem- 
. This ide; Hf onstrate forcefully that in the hospital 
ven a smal i boiler room powered by fueloil, things 
. single, or can be as clean and bright as in an 
of the type § automobile show-room. 
oll Why draft Inducers? 
vered “Covering hospital oilheating in ar- 
lean natu: MH ticles,” this engineer-architect hospi- 
viler toon talspecialist wrote me, “don’t fail to 
sa befittn stress heavily that big, high chimneys 
ispitals, 0 Bare not used today for new hospitals, 
be put oH or for old hospitals that have been 
ant—asth: remedied, Draft inducers or induced- 
_ & draft blowers are the thing today. 
ect empl ® Complementing the other advantages 





of oilheating, they do many things for 
any hospital, new or old. 

He mentioned these benefits: 

1, Provide proper, controlled draft 
atevery moment—instead of the wav- 
ering, uncertain draft of a chimney. 
Fyen a wind blowing the wrong way 
makes a chimney provide insufficient 


2. The draft inducer definitely low- 
ats fueloil consumption by providing 
eractly the proper draft, and insuring 
the high CO, and low stack tempera: 
fires which mean the all-important 
stack loss is minimum. 

3, The draft inducer insures abso- 
lite cleanliness in the boiler room by 
(a) keeping the oil flame bright and 

every minute, and (b) keeping 
the over-fire draft properly negative. 

4. The draft inducer improves the 
‘ppearance of a hospital immeasur- 
ibly—by eliminating the classic eye- 
‘ore, the tall, tall chimney that sticks 


See ere oe eee 





"the type 

materia _ can be seen miles away. 

ape {rot - The draft inducer costs much less 
eH than a chimn 

oil firing ey. 
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The Modern 
Burner Designed 
Specifically for 
Today’s Residual 

Fuel Oils 


The increase in unit sales of Preferred Horizontal Rotary Oil Burners is climbing 
steeply year after year. 

More and more distributors, realizing the profit possibilities of selling a 
complete burner line in the commercial and industrial field, are switching to 
Preferred. There are powerful reasons— 


PREFERRED IS THE OUTSTANDING QUALITY horizontal rotary burner for 
today’s residual oils—for efficient, safe, satisfactory combustion. Wide range: 
from 7% to 175 gph. Designed for easier, quicker, cheaper installation. Also 
built as combination oil-gas burner units. 



















PREFERRED DISTRIBUTORS have available an extensive versatile line of auto- 
matic burner equipment: controls, fuel oil heaters and accessories, engineered 
to meet highest performance standards and to make assembly and installation 
easier and more economical. 


THIS COMPLETE LINE offers greater profits to distributors who thus avoid the 
confusion and danger of multiple-source supply and turn with confidence to 
Preferred for everything in engineered combustion. 


Get aboard the Preferred bandwagon in the lucrative commercial oil heating 
field. Worthwhile franchises are available. 


PREFERRED UTILITIES MFG. CORP. 


1860 BROADWAY Dept. OH « NEW YORK 23,N.Y 
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4 SIZES TO COVER REQUIREMENTS — 
FROM 2.25 THROUGH 17.00 G.P.H. 


Most everyone Calls 


5.00 to 7.50 GPM. 


MODEL A-100: 7.50 to 10.00 G6.P.H. 


MODEL A-50: 2.25 to 5.00 G.P.H. 
MODEL A-180: 9.00 to 17.00 G.P.H. 


MODEL A-75: 


BETTER 


for LARGE OIL BURNERS 


Paragon 


Board of Standards and Appeais for use — 


Approved by Underwriters Laboratories — — 
in New York City, States of Conn, and Mass, © 


eye-appealing 


famous 
Burners are similar 


Nationally 
Paragon Oil 
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in attractive design in all sizes. 


MODEL A-180 


Jiiheating tor Mospitak 


6. Another saving: The draft in- 
ducer eliminates years and years of 
paying for chimney repair and main- 
tenance. 

The other advantage of oilheating 
hospitals, which has not yet been cov- 
ered: 

Ease of mind for the executives in 
charge of the hospital. 

This security is based on: 

1. Knowing the boiler-room fuel is 
tops on the list for safety. Things don’t 
go wrong suddenly and in a violent 
way, in a modern, oilfired boiler room. 
There’s infinite comfort of mind for 
the hospital executive who knows the 
boiler-room equipment is going to re- 
main calm and kind—to the men 
working in the boiler room and to 
everyone in the hospital. 

2. Knowing plenty of fueloil is on 
hand for several weeks or many weeks, 
according to the size of the hospital’s 
oil storage tanks—and being certain 
that the fuel supply will not be cut off 
any minute because of weather, 
strikes, catastrophes occurring outside 
the hospital, etc. 

3. Ease of mind for the hospital 
executive, in charge of an oilheated 
hospital, comes of knowing any of sev- 
eral companies can provide the fueloil 
for the boiler room. The executive se- 
lects the fuel supplier on the bases of 
price of oil, ability to provide oil- 
burner service if needed, and reputa- 


SS lle 
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tion. The hospital is not “married” 
one fuel supplier, which may or may 
not be agreeable with respect to such 
things as prices and servicing policies 
and abilities. 

4. Security for the hospital execy 
tive comes of knowing emergeny 
service for the oilburners, if eye 
needed, can come from any of sever 
local companies or individuals, Qf 
burners are relatively easy to service 

5. The automatic features of mot 
ern oilburner installations give com 
fort and security. Automatic clock 
devices, far more dependable tha 
boiler-room hands or other men, can 
turn the heat higher at the proper 
early-morning hour, for example. Low 
er or higher room temperatures in hoy 
pitals are obtained and maintained by 
setting control knobs at different num 
bers. Low-water controls and auto 
matic boiler feeders give assurance of 
complete protection of both steam 
type and hot-water type boilers, The 
oil flames themselves are monitored 
every instant they are burning—ty 
latest electronic controls. 


High-capacity pump-sets which bring in heavy, low-priced fueloil for a large 

institution. The fueloil comes in from large tanks buried outside. Steam-typé 

oil heaters are above the pump-sets. The seven gages on the panel board ae 

boiler room operators the vacuum and pressures developed in pumping the 0 
from the outside tanks to the oilburners. 
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abhi of Tank Contents 
-mergency 

] if ever 

of several 

uals, Oj PETROMETER 
tO service The 

Bei Tank Gauge offers you 
ive com 

stic dock | the convenience of Remote Reading plus 
able thn H these four extra features: 

men, can 

a (x SIMPLE, TROUBLE-FREE DESIGN * ° - No complicated 
Paar and troublesome pulleys, springs, or 
res in hoy other mechanical or electrical gadgets 
tained by —the Petrometer gauge operates on 
rent num the principle of static pressure—a prin- 
oi aie ciple that is as unfailing as the law of 
| gravity. Its operation is similar to that 
oo of the familiar U-tube. Simple, rugged 
th steam and dependable. 

ilers, The ! 

nonitored 

ning—by CONSTANT ACCURACY ~° ° > The large vertical scale 


on the Petrometer gives you constant, 
accurate readings. The red liquid col- 
umn is clearly visible—moves up and 
down as contents vary, just like the 
liquid level in your tank. 


2 















Petrometer is readily removed or ad- 
justed to correct for tank pitch or when 
changing liquids. No tools are needed. 


a 







fe (7 
EASY INSTALLATION * * * Gauges can be installed on 
Bias) Kaeza tanks above or below the ground and 
aT) TN 4 up to % mile away. The tank assem- 
| s bly for the gauge can be installed 
even when the tank contains liquid. 

It can also be fitted in the tank sep- 

S arately to complete the tank work and 
the gauge connected any time later. 

Just tighten one simple connection and 

installation is complete. 





Send ‘Si Bulletin 
H fedoy, 


ETROMETER CORPORATION 


4%22 TENTH ST., LONG ISLAND CITY 1, N. Y.. 
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CAN BE 
SIMPLE 


yet provide the uiti- 
mate in performance 
and safety 


Power Combi-Matic 
DUAL FUEL BURNERS 


A complete 


DUAL FUEL BURNERS 







line of factory-wired, flame-tested 










oil/gas burners. Fit any heating plant—easily in- 
stalled. It’s the amazing FGO series by Siemon. Six 
fully automatic burner models. AND LOOK AT 


THESE BONUS BUILT FEATURES: 


1. Completely Factory Assembled 
less “Yon the job” time required. 
2. Use Standard Valves and Con- 
trols, no special gadgets to stock. 
3. Balanced Combustion on Both 
Fuels, comparable efficiencies on 
gas or oil. 

4. Each Fuel Has Its Own Ignition 
System, eliminates nuisance shut 
downs on fuel changeover. 


5, Automatic Air Adjustment, sim- 
ply set... then forget. 


6. Combustion Air Proving Device 
serves dual function — proves air 


supply and assures fuel unit lubri- 
cation. 

7. Standard Simplified Control Sys- 
tem avoids complication and pos- 
sible error in installation. 

8. Manual or Automatic Change- 
over by flip of a switch or by 
outside temperature change. 

9. Completely Factory-Wired ond 
FLAME-TESTED, on the job per- 
formance assured with both fuels. 
10. Delivers Up to 3,500,000 BTU 
no matter what the need, one of 
the 6 FGO series burners will fit 
the job, using all gases and light oil. 





for use with NATURAL GAS WITH LP STANDBY 


The FGG and BFGG series dual-fuel burners let you 
offer a complete line to fill any need ... RESIDENTIAL 

. COMMERCIAL .. . INDUSTRIAL. For heating, 
power or processing. 


Power-Flame Dual-Fuel Gas Burners come completely 
assembled with controls factory-wired and mounted. In- 
stallation is simple. 


Series FGG: 85,000 BTU to 500,000 BTU 
Series BFGG: 450,000 BTU to 9,000,000 BTU 


A FREE SERVICE to save you time and work 


Siemon's Application Engineering Department 


Now Siemon offers you the services of its APPLICATION 
ENGINEERING DEPARTMENT. Simply wire, phone or 
write your problem with specifications and other pertinent 
facts to this department and you will receive an engineer’s 
report showing the most suitable burner for the job. 


Siemon Manufacturing Co., 1203 Main St., Grandview, Mo. 
Send the following at no obligation to me: 
{] Complete literature, information and 

| specifications on the famous POWER- 

| FLAME, COMBI-MATIC and VERTICAL 
FLAME burners by Siemon. 

| Also send me further information on the free service of your 

| APPLICATION ENGINEERING DEPARTMENT, that I may 
take advantage of it, at no obligation to us. 
| 
| 
| 
i 





MY NAME 
MY FIRM 
ADDRESS 
CITY. 











ZONE STATE 





bee cee cee cues cue oem wee eee eos om ol 





. . . « Oilheating for Hospitals 


6. Peace of mind for the hospital 
executive comes from having highly 
skilled technicians in charge of the 
boiler-room equipment, instead of hav- 
ing this equipment in charge of the 
troublesome, poorly paid “coal heaver”’ 
of the old coal-age days. The tech- 
nicians in charge of the oilburner 
equipment may be hospital employees, 
or employees of the oilburner dealer 
or fueloil company which services the 
burner equipment. 

7. The oilheated hospital can obtain 
technical assistance or advice regard- 


ing its boiler-plant problems from a 
vast oilheating industry which in- 
cludes oil producers, retail fueloil deal- 
ers, and oilburner manufacturers and 
dealers. Add to this representatives or 
field engineers, who can visit the hos- 
pital, who represent hundreds of man- 
ufacturers of oilheating controls, spe- 
cialty devices, etc. 

Hospital executives should be able 
to feel secure, confident and safe— 
when thinking of the operation of 
their boiler rooms. They can feel that 
way, in oilheated hospitals. 
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February’s big burner 
Shipments off 2%: om 


SHIPMENTS of commercial-indugi; 
burners for February totaled 231) 
down about 2% from the seven yea 
average for the month of 2,355, D.H 
Bottrill, secretary of Market Resear 
Committee, Oil-Heat Institute of 
America, Inc., has reported, 





WT hit 
PROSPECTS! 





Don’t overlook the opportunity of a lifetime! You can expand your range 
of operations without additional tankage. A user of Proportioneers TC 
Blender for the past four years, Mr. Bert Copeland of Copeland Oil Company, 


Inc., Plattsburg, N. Y., writes: 


“Our Proportioneers Blender has more than paid for itself .. . 
in tankage savings and by supplying intermediate grades of fuel 
oil, quickly, easily, and accurately. It has opened up a whole new 


class of business for us.” 


Here is another example of expanded operational scope without additional 
tankage. Stock only #2 and #6 and deliver any intermediate grade of oil 


directly to your tank trucks. 


e Savings up to 4¢ per gallon on direct . 


cost and more on freight charges 


¢ Easy to operate (by present personnel ) ° 


© 36 installations now in service 


Extremely accurate 

¢ High repeatability 
Available immediately 
¢ Simple to install 


Install a Proportioneers TC Blender now to put more profit into next year’s 


heating season. 










B-I-F 1! 


PROPORTIONEERS 


8. $8? Oe. 


(DUSTRIE SQ): 


Ask our sales engineers to 
provide you with complete: 
data. Write Proportioneers, 
Inc., 543 Harris Ave., 
Providence, R. I. 









Oo F 








98 


May 


Total shipments for all types of 
burners, all capacities, for the first two 
months of 1957 amount to 443) 
down 1.3% from last year’s total fo 
the same period of 4,496. 

A breakdown as to size and type¢i 
February shipments is as follows: 

Oil — Gash 


burners  bumer 
HORIZONTAL ROTARIES 


214 and under 72 - 

Over 214 to 8 17 - 

Over 8to 30 304 21 

Over 30 to 100 = 286 4 

Over 100 10 4 

Total Shipments 689 6) 
GUN BURNERS 

Over 5 to 30 1352 6 

Over 30 51 10 

Total Shipments 1403 10 
MECHANICAL ATOMIZING 

30 and Over 81 _ 

TOTALS, ALL TYPES 2173 137 


%, 
“9 


Underground tank Protection 
described in new zi Manual 


PROTECTION of underground fuel 
storage tanks from external corrosia 
is one of a number of applications “ 
zinc as a galvanic anode to prevet! 
corrosion of iron and steel describe 
in two reference manuals. 

The manuals, entitled “Zinc 3° 
Galvanic Anode Underground” a 
“Zinc as a Galvanic Anode Unde 
water,” are the result of a sixy 


with the help of Ebasco Service, Inc. 


the external surfaces of buried f ; 
storage tanks is described in the firs 
of the two booklets which are ava 
from the American Zinc Institv 
Inc., 60 East 42nd St., New York | 





1957 


project undertaken by the Institut 


New York City consulting engine 
ing firm. The cathodic protection © 
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A BIG PAIN? 





Digest thoroughly. 
See how easy it is to REDUCE heating 
costs, INCREASE profits, get 
rid of your headaches. 


R Obtain Rayfield-Staffco literature. 








The Rayfield gun type burner Write 
for #5 oll Is as easy to in- 


sall as a domestic. Saves 2!/2 for 
fo 5c per gallon over light Details 
oll, Sells itself! Pays for it- Today 


self out of savings. 


The Staffco rotary comes in 
{| ses... « burns any grade 
of fuel, High efficiency, low 
cost, long life. A rugged, 
well built burner with the ex- 
cusive patented Staffco air 
vanes. A flip of the wrist, 
and you can shape the flame 
to fit any size boller. 





2066 CANALPORT AVENUE vod iley \clome: mm Si [e)} 3 





SMALL PROFITS? 


OIL HEATING PROBLEMS 









RAYFIELD-STAFFCO BURNER CO. 








You Can Improve Your Selling Technique... 


“THE SELLING MAN” 


BY W. A. MATHESON 


The one who reads this book, whether he is just starting 
or whether he has been selling for many years, can gain 
knowedge of sales techniques. Each hard fact is based upon 


tested sales principles. Only $4.00 per copy. Send remit- 
tance to: 


2W. 45% St. fueloil & oil heat ON. Y. 36, N. Y. 














GABRIEL...Builders of Fine Boilers 


-«For MANUFACTURING, PROCESSING and 
SERVICE INDUSTRIES... 


® SCOTCH MARINE @ TWO PASS FIREBOX @ VERTICAL 
4 TUBE @ TUBELESS @ HORIZONTAL RETURN TUBE. 
-225 Ib. Pressures...tor Oil, Coal, Hog Fuel and Gas Fuels 


Write For Name of 
















Nearest Distributor 


ae 


1428 W.W. 14th AVENUE © PORTLAND 9, ORE, 
Prieloil - 
oilhear, 
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MAGNETROL 








Boiler Water 


? Controls 








@ Of all boiler water level controls, 
we believe Magnetrol to be the safest. 
Certainly it is the simplest. 


A PERMANENT Alnico magnet, 
located outside the float chamber, 
links boiler water level and electrical 
controls. This infallible magnetic 
link eliminates mechanical parts 
normally subject to wear and fatigue 
failure. Pioneered and perfected by 
Magnetrol, it provides almost un- 
limited operating life. 

The brass “No-Scale” float chamber 
liner, another exclusive Magnetrol 

feature, is self-cleaning. It actually 
“flexes” off scale and prevents “stick- 
ing” of the float. 


These are just two of many advances 
for greater boiler safety found only 





ebm. oe sees in Magnetrol. Standard Magnetrol 
within a non-mag- units are available for temperatures 


netic tube, ‘‘trips’’ 4 set 
or releases an 
Alnico permanent 
magnet attached 
to a mercury 
switch. Basically, 
this Is Magnetrol, © 


up to 750°F., at pressures up to 600 
psi, for single stage (low water cut- 
off) or multi-level stage (pump 
control plus low water cutoff and 
alarm) service with as many as three 
separate switching actions. Special 
units are available for more extreme 
requirements. 


MAGNETROL, inc. 


Mail the Coupon Now for the Facts 

















f 
| MAGNETROL, INC., 2104S. Marshall Bivd., Chicago 23, tll. ° 
1 Gentlemen: Please send me Catalog Section Ill and full informa- ; 
| tion on Magnetrol Boiler Water Level Controls. 9 ! 
| ' 
, Nam : 
; Company. ! 

t 
1 Address I 
J ' 
1 City. Zone State ' 









Q. Page 78 of your December issue 
has an unusual reader’s problem about 
twin ignition and twin shut-off valves 
for rotary-cup burners of 20 gph and 
up. You say you know of no such 
burners which come with two cup-line 
shut-off valves. I point out that at least 
one make of package boiler firing No. 
6 oil through a nozzle, medium-air- 
pressure atomizing, does come new 
with two in-series shut-off valves. And 
I ask why certain dealers find benefits 
in providing twin cup-line solenoid 
shut-off valves for rotary-cup burners 




























For trouble-free ignition in 
industrial burners, specify 


AUBURN 


ELECTRODES 


Auburn ignitor electrodes give positive ignition and 
long service life because they are made to un- 
usually high quality standards. Only the highest 
grade carbon-resistant glazed insulators and nickel 
alloy corrosion-resistant center wire are used. They 
are engineered, machined and assembled by the same 
group of craftsmen who make Auburn jet 
aircraft engine ignitors. 


Key to efficient liquid 
level control systems 


Auburn liquid level control elec- 
trodes are made to similar high 
Tislalelelcet Pm AlismmniiiaeMamell lillalc mmole 





cuitelammlarieiichilelan 















Standard types, including electric feed- 
throughs, are available for prompt shipment 
from stock. Special types can be made in any 
style or size to meet your requirements. Current 
users include these leaders in the industry: 






Ames !ron Works 


Boiler Engineering & Supply Co. ~ 
B/W Pannoter Coro. ~_ Preferred Utilities Mtg. Corp. 





Cyclotherm Div., North American Mfg. Co. 
National U.S. Radiator Corp. Ray Oil Burner Co. 

Fulton Boiler Works The Electric Furnace Co. 

Reliance Gauge Column Co. IN CANADA 

Charles F. Warrick Co. Napanee Iron Works, Ltd. 


Superior Combustion Industries, Inc. | Volcano Ltd. 


For catalog of standard types or information 
about special electrodes, write 


AUBURN SPARK PLUG CO., INC. 
101 York St. Auburn, N, Y. 





100 





May 
1957 


“COMMERCIAL § 
INDUSTRIAL 
oilburning 


i! 
Itttu... 


| 





not equipped with them by their man, 


ufacturers. 
B, C. F., Jr., Bethlehem, Py 


A. Certain dealers who use twin 
shut-off valves in cup-lines declare ty 
valves give ten times more protection 
against leaks during “off” periods than 
one valve gives. They say the large 
openings in strainers of No. 6 oil jobs 
will pass solid particles large enough 
to hold open a solenoid valve during 
an oilburner “off” period, but during 
the next “on” period the valve prob 
ably will be flushed clean. That twin 
shut-off valves will both be held open 
by dirt during one “off” period works 
out to be highly unlikely, however, 

An excellent reason to back up on 
shut-off valve with another in the same 
line lies in having considerable prey 
sure on the shut-off valve while it is 
closed for an appreciable time; pump 
is running and putting pressure of 10 
to 30 psi, or higher pressure, on the 
valve while the burner is not firing 
because the valve is closed. 


Twin shut-off valves also are espe 
cially valuable on jobs having shutof 
valves under considerable pressure all 
the while the burners are idle; the con 
siderable pressure may be caused by 
operation of auxiliary pumps with 
burners idle, or by location of oil lines 
much above the burners which put 
head of oil on idle burners. More and 
more oilburner owners, as well as well 
informed burner dealers, are switc 
ing to the use of twin shut-off valves 


Q. Why do your articles always 
stipulate that under-the-waterline iv 
direct fueloil heaters are used only for 
low-pressure steam boilers, not for 
other steam boilers? 


F. D. L., Camden, N. |. 


A. Safety is the reason. Underthe 
waterline heaters are used for low 
pressure steam boilers, designed for 
steam pressure no higher than 15 lbs 
Steam-type indirect fueloil heaters ate 
used for boilers which work at higher 


pressures. 




















nl 


JOHNSON FORCED DRAFT PACKAGE-UNIT BURNERS 


Completely Assenthlod & Wired at Factory 




















ir Man, 

; For firing with Oil only .. . Gas only . . or com- 

'm, Pa bination Oil or Gas. They are assembled, tested 

e twin and wired at the factory ready for easy, inexpen- 

are two sive attachment to any boiler or heat receiver. 

tection They provide smoother, more efficient combus- 

ds than tion regardless of stack conditions and firebox 

e large pressure variations. 

ri Powered by the world famous Johnson Model 53 

during Burners, these “packaged” units are available for 

duri any heating need, in sizes from 25HP to 500HP. 
omy If you want the last word in heating efficiency and 

. ae economy, investigate these new Johnson Forced 

vaey Draft Package Unit Burners. 

ld open 

1 works 

ever, . 

up one , 

tee ohnson, Oil Burners 

ee2eeese 


le prey TIS ECR RRR RRR RRR eee) 
S. T. JOHNSON CO. 


940 Arlington Ave., Oakland 8, Calif. 
Church Road, Bridgeport, Pennsylvania 


ile it is 
; a Builders of fine Oil Burner Equipment since 1903 
e of 10 











on the 
t firing 
SAFETY SWITCH 
re espe’ Y 0 U D E 4 L N THAT SHUTS OFF FUEL 





shut of Combustion Equipment IF BLOWER’ FAILS 














sure all 
hea LENCE ON mec 
or 
i 1 You Should SELL Draft Fans Oil Burners 
»$ - 
oil Lines B E the Induced Industrial 
h put a C A U S F Ovens 
ore af Draft Fan: e 
as wel . : Power 
switch , © Is Rapidly Superseding the Gas Burners 
walves | Natural Draft Chimney 
@ Supplies the Final Link in WHAT IT DOES 
always ne Snee ey, Aetna: ERS The Dewey Safety Air-Flow Switch protects against 
line iv @ Belongs in the Combustion opening of fuel valve until fan is up to 
only for Family Insures purging of furnace before fuel valve opens. Closes 
t for ie — > pe 9 up or nome amy Conan signal 
no | if fan or fuel stops. Safeguards against danger from gas 
Ww a f T T Y fuel failure when used with safety shut-off valve. 
Thousands sold, Factory Mutual and Underwriters 
n, NI. INDUCED DRAFT FANS Laboratories Approved. Standard equipment on leading 
der-the: products, Write for prices and literature. 
| hal 18 Sizes for every C-I Need : 
or Ow DEWEY GAS FURNACE CO. 
ned for J 50 For BULLETINS: 100 E. Baltimore Detroit 2, Mich. 
ths Canadian Distributor: Ontor Laboratery, Ltd. 
115 WHITT 12 Leswyn Road, Toreate 10, Ont. 
sters ate Y COMPANY INC. 86 Western Avenue 
t higher Boston 34, Mass. 


BUILDERS OF BOILER DRAFT EQUIPMENT SINCE 1929 
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DISTRIBUTORS 


WANTED 


FOR THIS UNIQUE | 
GAS/OIL BURNER 


5,400,000 
BTU/hr 




























DUAL FUEL BURNER 
MAKES GREAT SAVINGS 
IN MANY SITUATIONS 


@ If your territory includes places 
where cheaper off-peak gas is available, 
you should have this burner in your 
line to take advantage of special sellin 
possibilities. Low prices on off-pea 
gas offer much lower heating costs + 3 
the right kind of a burner can be obtained, 
SYNCRO/FLAME ‘is that burner! 


GOOD PRICE . . . GOOD PROFIT 


@ Since this is not a universal-type 
burner, and since it must have certain 
special features, it naturally carries a 
higher price —and consequently a 
better profit for you. A number of unique 
and outstanding features make it a 
readily saleable item with high per- 
formance capacity. Many valuable terri- 
tories are still open for aggressive and 
experienced distributors, 


LITERATURE ON REQUEST 


In order to learn more about the 
features and specifications of 
SYNCRO/FLAME Dual Fuel 
Burners, we suggest you write 
immediately for our selection of 
Catalog Data Sheets. 








MANUFACTURERS OF OIL AND GAS AND OIL/GAS BURNERS 


SYNCHRONOUS FLAME, INC. 
WALWORTH - * WISCONSIN 





. . . » Readers’ Problems 


Q. Certain gun burners using Nos. 
4 and 5 oils have electric heaters for 
the fueloil pumped to their atomizing 
nozzles. What's the highest oil tem- 
peratures given by such heaters, and 
how about coking in heaters caused by 
overheating the fueloil? 
T. R. G., Montreal, Canada 
A. Up to 175°F. in some burners, 
and up to 200°F. in others. Special 
heater designs are used to avoid hot 
spots in the heaters and to have the 
preheating done by large areas of 
metal. These designs are aimed to 
minimize or eliminate coking. 


Q. Is one horsepower load of a high- 
pressure or medium-pressure steam 
boiler a greater load than one horse- 
power of a low-pressure boiler or or- 
dinary steam-heat boiler? Does a 100- 
hp high-pressure boiler need a higher 
firing rate, to produce rated output, 
than a 100-hp low-pressure heating 
boiler? 

F. D. I., Camden, N. J. 

A. “No” answers both your ques- 
tions. For all boilers, one horsepower 
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equals the number of Btu's needed) § ; 
turn 34.5 Ibs. of water to steam— " 
hour, and from and at 212°F, Or, on. y 
boiler horsepower equals 33,475 By . 
per hour. That’s the same, no matter ream 
what the boiler pressure is. B 
Q. In a large restaurant, heated by m 
a ceiling-suspended No. 2 oil furnace FS 
I am having draft trouble caused by 7 
two exhaust fans over the griddles ‘ 
Downdraft on the chimney isa § | 
most constant. When the burner stops, us 
the smoke and fumes left in the fur il 
nace are drawn out into the restaurant 
through the motor draft slots. When ‘ 
the burner starts, usually there's puf: "1 
ing and vibration. a 
I have thought of putting a draft 3 
inducer in the smokepipe, but wonder g 
if that would be the right answer, The % 


building is not too air-tight, yet when 
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WRITE 
TODAY 


for FREE 
Manval (No. 2) 
plus ‘‘Control 
Fundamentals”’ 

booklet. 


CONTROL 


“ mama LOO EOE, econ big a oil FIRED 






HOW TO PLAN AND SPECIFY THE 
CONTROL SYSTEM BEST FOR YOU 


Schematically diagrammed and easy to understand, ! 
Manual is No. 2 of a series designed to enable you to solve 
your combustion control problems. Tells how to select the 
proper controls to automatically maintain to 
efficiency and safety under all firing and load cond 
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;window or door near the furnace is 

open, Of when the griddle exhaust fans 

we inoperative, the draft is very good 
md the furnace works fine. 

S.B. J., New Richmond, Ohio 

A. You know the cause of the 





eded to HF rouble, and you know several possible 
m—per B omedies for it. An on-the-job study 
Or, one Ff the situation is needed for you to 
75 Bru B ylect the best and most economical 
Matter BH remedy. 
By opening a door or window, you 

van ascertain the number of square 
ated by ‘eet of outside-air opening needed for 
umace, & burner to operate properly. Decide 
used by t it is feasible simply to provide a 
riddle uficiently large outside-air intake 
y is d ymewhere in the restaurant, of course 
er StOPS, HM eferably near the burner to avoid 
he fur & siting the whole restaurant. 
— Or can you provide a large outside- 
a iit slot behind and perhaps below the 
ead sriddles, to provide outside air direct- 

ly for the two exhaust fans in a way 
“7 that causes them to serve the griddles 
rend even better than they do now? 
soe How about piping outside air to the 


bumner from outdoors through, say, a 
\” smokepipe that starts in an open- 
_ &E ing in an outside wall and winds up 
at or very close to the air-intake of 
the burner? For positive action, pull 
outside air through the smokepipe 
wing a centrifugal blower—a blower 
housing, motor, and blower from an 
; dd gun-type burner would serve ex- 
cllently. Wire it to start and stop 
with the motor on the oilburner. 


Q. Relatively new servicing big 
oumers, I work on a 50 gph No. 6 
vil job which has a flame flutter at 
times, flame almost going out or drop- 
ping to about half of usual size for 

or ten seconds, then resuming 
proper size. That happens once or 
'wice a week. When it does, the elec- 
onic flame-monitoring device stops 
: the burner in four seconds, the boiler 
| Bets Stone cold before the apartment 

‘ouse super finds out, and starting fir- 
"g with the boiler cold is a job that 
"dy call for adjusting and re-adjust- 
"g the burner for almost half a day. 

I asked the representative of the 
tectromic control manufacturer to set 
i Up so the flame can flutter for 

seconds without the flame monitor 
“bbing the burner, That would end 








s FREE 
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all the trouble we are having. He re- 
fuses. What do you say? 
H. F. K., New York 
A. The factory representative of the 
electronic control manufacturer is ab- 
solutely correct. Doing what you want 
is possible but would subtract greatly 
from the job’s safety. Excellent service 
work is needed, and perhaps major job 
improvements are needed also, to end 
the troublesome fluttering of the flame. 
How about installing 5 or 8 kw elec- 
tric suction-line heaters for easier 
burner start-ups with the boiler cold? 


Q. In actual numbers, what's the 
gain in efficiency by increasing the 
number of hours a day a burner oper- 
ates during typical winter weather? 

E. F. O., Portland, Ore. 

A. The gain always is there, but it’s 
considerably different on different jobs. 

According to a test report published 
some years ago in FuELOM & Om 
Heat, for example, use of an excellent 
firebox built of insulating brick re- 
sulted in 76% efficiency with a cer- 
tain boiler fired 50% of the time, 15 
minutes on and 15 minutes off. The 
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COMBUSTION with SAFETY 





Unparalled safety is but one of the features 
of WEBSTER’S revolutionary non-premixing 
ring gas burner incorporating flame retention 
regardless of air velocity. 

Factory assembled Forced Draft 

Series H packaged units are 

available for Gas, Rotary Oil 

or Combination. ._Other variations 

soon to be available. 


Write for Series B13 literature. 


Some 
Territories 
Open 


She 
WEBSTER ENGINEERING 


c. an 
TULSA 16, OKLAHOMA Perr 





Division of SURFACE COMBUSTION CORPORATION, Toledo, Ohio 


Frieloil » | 103 
liters 
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eficiency of this set-up dropped to 
51.5% with it fired 10% of the time, 
or 15 minutes on and 135 minutes off. 


Q. A book on big burners warns 
against No. 6 fueloil electric heaters 
having elements so small that more 


than 55 Btu must go through one 
square inch of heater surface per hour. 
Greater concentration of heat is said 
to cause coking. Why am I getting 
coking trouble on jobs having heaters 
sized to meet this 55 factor? 
G. L., Clarksburg, Va. 
A. The book probably appeared 
years ago and gives you data satisfac- 
tory for No. 6 fueloil sold years ago. 
Today’s No. 6 fueloil needs electric 
heaters of far lower watt-density. One 
manufacturer, for example, now of- 
fers electric fueloil heaters of 18 watts 





Aim Your Sights 
On This! 











Soin | 


6 : 
30% < 
FUEL OIL id 
SO a 
TWIN NOZZLE 
ELECTRIC IGNITION (NO GAS) 
5 TO 20 GPH 


The New... 


Weatherall 





SEE OUR NEW BURNER 
AT BOOTH #244, OHI 
SHOW IN BOSTON 
JUNE 4-5-6-7 











. - « Model XLNT-5 
Burns Low Cost 
#5 Fuel Oil 


Underwriters Laboratories Approved 


WRITE US TODAY FOR COMPLETE INFORMATION 


WEATHERALL ENGINEERS, INC. 


475 SMITHFIELD AVENUE * 
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psi for “regular oil,” and heaters of 
12 watts psi for residual fueloils 
Q. I see different installation men 
using different “gick,” such as thick. 
ened shellac or quick-drying lacquer 


- for pipe-thread joints of light-oil and 


heavy-oil burner installations, Whic, 
is best for each oil? 
D. K. L., Seattle, Wash, 
A. To insure excellent results, uy 
the highly developed pipe-thread ge), 
ing compounds developed for the pur. 
pose by reputable manufactures 
Read advertisements about these, and 
ask your supply house about then, 
These specially made compounds wil 
serve you far better than any of thy 
dozens of ordinary materials you coul; 
try at random. Use of improper mat, 
rial can be dangerous. 


Q. On this forced hot-water jo} 
having a tankless, the boiler tempew: 
ture controls work unusually prompt. 
ly, Opening a hot-water faucet wide 
makes the burner start and circulator 
stop, if it’s been running, within hal 
a minute. Yet owner swears that « 
couple of times a month, always wher 
I'm not on the job, the hot-water 
faucets give cold water for maybe an 
hour. What could possibly be wrong’ 

F. B. U., Eau Claire, Wis. 

A. Precisely the same trouble 
curred recently on another job. It was 
caused by parts of the stack contri 
sticking in their hot-smokepipe pos’ 
tion and keeping the burner idle for 
an hour when it should have been run’ 
ning. Phone the owner now and tel 
him to find out if gently tapping the 
stack control starts the burner whet 
cold water comes from the hot-water 
faucets. 

Many models of stack controls have 
“cold contacts,” which are open fa 
lowing a smokepipe rise in tempete 
ture, but which close when the smoke 
pipe temperature drops following 
stopping of the burner. The “cold com 
tacts” must be closed for the bummer 
to start. If they tend to stick open 
casionally, thus wrongly keep the 
burner idle when it should be 
ning, they can be responsible for te 
trouble you describe. 

If they stick open, you may be abl 
to make on-the-job repairs in amin 
of minutes, or you may decide ™ 
stead to replace the stack control. 
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9 oil Companies in List 


ters of Bf top outdoor Advertisers 


oils, 





TWENTY major oil companies are on 





en the list of the 100 largest national ace 
lacquer iy counts in outdoor advertising for 1956 
oil ang wmpiled by. Printers Ink magazine 
Whig, {rom 2 recent study. 

The companies and their places on 
Wash, & thelist are as follows: Shell Oil, No. 5; 
alts, use Gulf Oil, 12; American Oil, 13; Esso 
ad seal. Standard Oil, 19; Standard Oil of 
the pur. j California, 20; Sinclair Refining, 24; 
‘cturers Standard Oil (Indiana), 25; Atlantic 
ese, and ig Refining, 32; Texas Company, 35; 
t them i Richard Orl (Calif.), 37; Union Oil 
nds wi) (0. of California, 44; Sun Oil, 36; 
y of the Tidewater Oil, 47; Phillips Petroleum, 
su could 57; Continental Oil, 58; Richard 
er mate i Richfield Oil (N. Y.), 68; Cities Serv- 

ice, 71; Socony Mobil Oil, 83; Signal 
ater joh Oil, 86; Standard Oil of Ohio, 93. 
empera: fo 
prompt 
‘et wide @ U.S. Construction Contracts 
irculaor # down 3% in Feb.: Dodge 
yeciag QONSTRUCTION contracts in the United 
gos States in February totalled $2,161,- 
orion 09,000, a decline of 3% below Febru- 
hen of last year, according to F. W. 
pat Dodge Corp. The decline offset the 
1e, Wis mall increase in January so the first 
ad ee twomonth total shows no change from 
ere the same period of 1956, 
- contre! The February decline was accounted 
pe post entirely by the private-ownership 
idle for § “tor of construction, Contracts for 
een run’ publicly-owned projects increased sub- 
and tel  “antially; these public contracts ac- 
ping the counted for 39% of the total in Febru- 
er when @ “Y, 1957, as compared with only 33% 
ot-water ee” February, 1956. 

Dollar volume of residential con- 
rols have fH ‘tacts in February was $875,486,000, 
ypen fol Re decline of 7% below the same 
temper’ Month of last year. The number of 
e smoke BH dwelling units represented by these 
ollowing FF ontracts was 68,632, 12% below 
cold co February, 1956, 

e bummer Non-residential building contracts 
open © Hr the month totalled $820,038,000, 
9.3 increase of 10% over last Febru- 
be rut aN, Manufacturing and commercial 
2 for te hulding Categories declined, both by 
"%, but all other major non-residen- 
y be abe a building types increased 
gt acts for heavy engineering 
pm BF *0ries amounted to $465,485 ,000, 
if’ . 









down 13% from February of last 
year. This decrease was the combined 
result of a sharp drop in public works 
contracts partly offset by a sharp in- 
crease in public utilities. 

Figures for the first two months of 
1957, with percentage change from 
the same 1956 period, are as follows: 
non-residential building, $1,734,206,- 
000, up 13%; residential building, 
$1,692,052,000, down 4%; heavy en- 
gineering, $1,034,305,000 down 11%, 
and total construction, $4,460,563,- 
000, about the same as last year. 


Shopping Center has 
Airconditioned Sidewalks 


LIKE A SCIENCE-FICTION city of the 
future, the Center, Omaha, Nebr., has 
indoor sidewalks that are heated in 
winter, airconditioned in summer. 
The fabulous shopping paradise in- 
cludes 40 stores under one roof, ar- 
ranged in three levels. Customers may 
drive to any level, park and shop. 
While the main tenant, Younker’s 
Department Stores, has its own 300-ton 
chilled water plant, the small stores 





| FOR QUICK-OPENING, TIGHT-CLOSING, POSITIVE-LOCKING MANHOLES 





e 


no matter 
who 

builds your 
tank trucks 





Standard 
Manhole 

Size 12” x 16” with 
62", 8”, or 10” fill 
opening. A slight turn 
of locking ring opens 
and closes cover. 





Self-Closing 
Manhole 


Size 12” x 16” with 
10” fill opening. Self- 
closing, with positive 
locking device. 
Opened by raising 
lever on either side. 





14” Diameter 
Self-Closing 
Manhole 


For heavy  fuel-oil 
tanks. Self-closing, 
with positive locking 
device. To open, lift 
either lock arm and 
raise cap. 
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. Write the words “Manholes by 
Philadelphia Valve” into your 
order. These quick-opening man- 
holes are absolutely tight. They 
surpass every fire underwriter’s 

‘ standard. They open and close 
easily and quickly. They are built 
to outlast the tank. 

Each type of manhole is simple; 
strong, and foolproof. Covers are 
leakproof. Covers and plugs are of 
malleable iron or heat-treated alu- 
=| minum. No cast iron is used, 
“5-in-1” vents automatically close 
if truck upsets, and will release 
under 6 lbs, pressure to prevent 
explosion in case of fire. Gaskets 
are easy to keep tight. 

Philadelphia Valve manholes are 
=| standard with many major oil com- 
panies from coast to coast. Make 
standard tank 
trucks, too! 

Send for catalog 170 for descrip- 
tions and engineering drawings of 
all Philadelphia Valve Company 
products. 


them on your 





PHILADELPHIA VALVE COMPANY 


3413 Aramingo Avenue, Philadelphia 34, Pa. 


Pacific Coast Distributors: 
Oil Marketing Equipment Co., 325 Fremont Street, San Francisco 5, California 
Howard Supply Co., 5125 Santa Fe Avenue, Los Angeles 11, California. 


FAST 
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PN oc 
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speed fuel oil handling with the 


INGERSOLL-RAND 


mMOTORR PUMP 


and cut pumping costs ! 


With fast, dependable fuel oil handling a big profit 
factor, see why I-R Motorpumps are overwhelmingly 
preferred for their efficiency, low cost and long life 
with minimum maintenance. 


For one thing, they're designed for extra power, with 
all their compactness! In sizes from 14 to 75 hp... 
5 to 2800 gpm capacities .. . heads-to 650 feet... 
Ingersoll-Rand Motorpumps in straight centrifugal 
and self-priming models handle practically all oil 
moving needs, faster and more profitably. Write for 
the latest catalog describing I-R Motorpumps for fuel 
oil handling or call your nearest Ingersoll-Rand Oil 
Equipment Jobber. 9-240A 


Ingersoll-Rand 


1l Broadway, New York 4, N.Y. 
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have individual packaged aircond;, 
tioners, which also include coils for 
hot water. During winter, stores are 
heated through the same unit that 
keeps them cool in summer. All air 
conditioning equipment is on a centr 
cooling tower. 

Two 175-hp packaged hot-water 
generators (York-Shipley “Steam, 
Paw” swP-175-NE) serve the individ. 
ual air handling units, a fin tube along 
the exterior wall, unit heaters at th 
entrances and large radiant floor pane! 
overhanging the parking lot. The heat. 
ing equipment is entirely automatic. 
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Record Number support 
All-industry Program 


A RECORD NUMBER of contributors ar 
supporting the 1957  all-industry 
Plumbing-Heating-Cooling Program, 
Wilbur S. Hokom, chairman of the 
1957 all-industry plumbing and hewt: 
ing modernization committee, has ar 
nounced. | 


The number of contributors now 
totals 68, a figure 44% ahead of the 
1956 total. They include American: 


Standard, Bell & Gossett Co., Clayton 
and Lambert Manufacturing Co, 
Crane Co., The Heil Co., McDonnell 
& Miller, Rheem Manufacturing Co, 
Scovill Manufacturing Co. and A. 0. 
Smith Corp., among others. 


>, 
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John C. Farrand has joined Gul 
Oil Corp., Elizabeth, N. J., working 
in the Fueloil 
Sales Depart- 
ment. He former- 
ly had been ex- 
ecutive secretary, 
Fuel Oil Distrib- 
utors of New 
Jersey and secre- 
tary, Oil Heat 
Council of New é 
Jersey. Other than that his prevou 
experience has been largely in sale 
and promotion capacities. 
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Hyter C. Hall, Jr., has been 
pointed district sales manager of [rot 
Fireman Manufacturing Co., Cleve 
land, Ohio, in the Philadelphia, Wasi 
ington and Baltimore areas. ‘a 
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BLUE HEAT solves this problem too! It neutralizes 
offensive fuel oil odor. And, because BLUE HEAT in- 
hibits corrosion, it eliminates the major cause of fuel 
tank leaks. 


BLUE HEAT makes fuel oils burn cleaner, more efh- 
ciently — saves up to 20%. It provides instant ignition 
... complete combustion. And, there’s no fuel waste due 
to soot in the fire box. 
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Not any more! BLUE HEAT makes oil burners operate 
lo perfection. It breaks up sludge and condensates, It 
Increases combustion and ignition. It eliminates soot in 
the fire box and tubes. 


$390.88 is all it costs to treat one million gallons of #2 
fuel oil or kerosene — only $.00039 per gallon. And, 
there are no dehydrators or other gimmicks to increase 
your costs! 









Ad mats, circulars, decals, pub- 
licity releases and many other 
aids to help you promote your 


BLUE HEAT treated fuel oil— 
to help you get more business. 


FRANCHISES AVAILABLE 


in protected areas 
phone — wire — write 


A product of the Chemical and Research Division of 


-PARKE-HILL CHEMICAL CORP. 


29B Bertel Ave. * Mount Vernon, New York * MOunt Vernon 8-7220 











Annual Seattle home Show 
draws Crowd; Members of 
Washington OHI man Booth 


SEATTLE’S 13th Annual Home Show 
held recently in the Seattle Field 
Armory drew large crowds. Getting 
its share of attention from the throng 
was the OHI of Washington booth, 
which was manned by OHI members. 

Highlight of the show was a model 
home, complete with landscaping, 
patios and pools, built inside the 
Armory. Along with many novel ideas 
in structure and accessories, the house 
featured an oilfired boiler. 

The OHI booth carried the message 
that “Oil Heat is Safer” on a back- 
drop which was a copy of the Janu- 
ary-February billboard poster. The 
message was underscored by repetition 
on banners in each member’s booth. 
Brilliant contrasting colors were used: 


















Brilliantly colored backdrop carrying the message “Oil Heat is Safer’ set the 
theme for the booth of the Washington OHI at the recent Seattle Home Show, 
Focal point of the exhibit was a model of an oil refinery with a cut-a-way show 
ing the various stages of the cracking process by means of flashing lights. Durin, 
the show, OHI members manning the booth gave out 18,000 sample packages 
of life savers pushing oil heat and distributed 12,000 pieces of literature. 







heat is a real life saver, the letters 
“S.S. Lifesaver” encircled the emblem 
“Modern Heat with Oil Heat,” in the 
OHI booth. Sample packages of life 


“Oil Heat” in magenta against a 

bright yellow house and “‘is Safer” in 

black against a white background. 
Carrying further the theme that oil 
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LOW-PRICED... QUALITY 
MIDGET LEVELOMETER’ 


REMOTE READING GAUGES THAT GIVE DEPENDABLE 
INDICATION OF TANK CONTENTS 


Midget Levelometers provide a reliable, trouble-free it- 
dication of fuel supply on an easy-to-read dial type indica- 
tor. An economical, self-contained system suitable for 
home and industrial use. 


Levelometers operate on an adaptation of the hydrostatic 
principle. Dial type indication provides maximum read 
ability. They are low in price, ruggedly constructed aid 
easy to install. Approved by UL, FM and BSA, New York. 
Used for gauging fuel oil, diesel oil, gasoline and a variety 
of other liquids. 


Levelometers are available in several sizes for 
various applications. Write for information. 


Since 1920 


lin s3* 


THE LIQUIDOMETER ©°* 


LONG ‘STKND CITY 1, NEW YORK 
May 
1957 
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The Most Revolutionary 
Thing in Boston 
Since the Tea Party... 


Visitors to the Gulf booth 

at Oil Heat’s big Biennial 
Eastern Exposition in Boston, 
June 4-7th, will witness a 
revelation of utmost significance 
to the entire oil heating industry. 
Whatever your relationship 

to oil heating, be sure 

you visit the Gulf display! 


GULF OIL CORPORATION (@ujj) 
SOLAR HEAT 
heating oil 
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savers with the “Modern Heat with 
Oil Heat” emblem were distributed 
together with envelope stuffers used by 
OHI of Washington—‘Fuel Facts” and 
‘Facts about Oil Heat.” A reckoning 
at the end of the show revealed that 
18,000 packages of life savers pushing 
oil heat had been distributed, along 
with 12,000 pieces of literature giving 
the facts of oil heat. 

Other booths in the Home Show dis- 
play items used in construction and 
home furnishing with several devoted 
to oilfired heating equipment. 


Philadelphia Fuel Conference 


holds 6th annual Convention 


PANEL DISCUSSIONS, talks on industry 
topics and entertainment featured the 
6th annual convention of the Greater 
Philadelphia Fuel Conference held in 
the Warwick Hotel, Philadelphia, 
April 24. 

Panel discussions were held on in- 
sured budgets, the retail fuels credit 
situation in Metropolitan Philadelphia 
and “The case for oil heat promotion 
and public relations.” 


“title of a talk by Dr. Charter 


“The “You’ in Business” was the 
R. Irvin 
of the faculty of the University of 
Michigan and also a public relations 
consultant to General Motors, 

Martha Rountree, magazine editor 
newspaper woman and producer and 
moderator of the Tv show “Press Cop. 
ference,” was the featured speaker at 
the “all industry luncheon.” 

Peter Donald, radio and television 
humorist, addressed the annual bap 
quet. A special program for the ladies 
included luncheon and a fashion show. 





Burkhardt and MacKay address 
New England ont at Luncheon 

































































SPEAKERS at the annual industry 
== = luncheon of the Oil Heat Institute of 
New England held May 2 in the Hotel 
Statler, Boston, Mass., were Charles 
H. Burkhardt, national secretary, Diy 
tribution Division, Oil-Heat Institute 
of America, and H. G. MacKay, credit 
manager, New England division, Gulf 
Oil Corp. 

The annual meeting of the organ 
ization—during which officers and di 
rectors were named—preceded the 
luncheon. 
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For “fix-up” and 
modernizing programs 


HERCO PACKAGED UNITS 





BOILER-BURNER UNITS 

Five sizes—115 to 324,000 
BTU. Complete with Herco 
Oil Burner and controls, 


| ready to connect! Every- 
| thing packed in one crate, 
| shipped with unit. 


WARM AIR FURNACES 
Lowboy, Highboy, Hori- 
zontal and Counterflow 
... 10 models in all. Com- 
pletely assembled (incl. 
stainless steel combustion 
chamber and blower as- 
sembly). Everything packed : 
in one crate. OF 


oon eccceceessessesesssesesessseeey 


PryvryT iri 


OIL BURNERS. Dependable, easy to service. Loosen one 
thumb screw and entire ignition assembly removed. Individ- 
ually fire tested at factory. Firing rates 0.50 to 20 gph. 


There is a complete Herco line (at the right price) 
for every type and size job. You get finest quality, 
lots of satisfaction, fewer service headaches. 


3 


Herco Oil Burner Corp. 


int 


"Fuel Facts" pamphlet of Oil Heat e 

stitute of Washington was distribuie 

to the many visitors at Seattle's Home 

Show from the oH1 booth manne 
OHI members. 


OIL THRIFTY 


Write for free 


catalogs today. Lancaster, Pa. 





May 
1957 
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VEMLERS: Buy from your Monarch Jobber. Wrife for Catalog 0” 


Tlonarch AiR MIXING EQUIPMENT 


COMBUSTION HEADS: 


G-81-C Head is as easy to install 
as an ordinary Air Cone and Stabi- 
lizer. Produces high CO, with no 
“adjustments” to get out of order. 
For 3%’ or 4” |. D. Air Tubes. 


MANUFACTURING WORKS, Inc. CONVENTIONAL: 


2503 E. ONTARIO ST., PHILADELPHIA 34, PA. ns bas ane 
placement from 312” to 8” I. D. Also 


Canadian Agent Except . : 5 3 
special “Anti-Pulsation” equipment. 


ES Gallagher Sales Ltd, Toronto 12, Canada 
Also available: Flame Mirrors,"24" and 
“48 Nozzle Boxes, Nozzle Wrenches, etc. 


Exclusive Agénts in all of Europe 


PWUrsidelitemmelaleimn (ct\ ay clei lelate 









. . « « Industry Groups 






DvFropa advertising Program 
to continue with lower Rate 



















CONTINUATION of the advertising pro- 
gram of the Delaware Valley Fuel Oil 
Dealers Association is assured, Frank 
Palmer, committee chairman, has re- 
ported, by the fact that more than 
80% of the active members are par- 
ticipating. Because of the wide sup- 
port of the program among members, 
the contributor rate of .0003¢ has 
been cut to .0002¢. 

Outdoor billboards promoting oil- 


heat are presently maintained by the 
association at 25 locations on Dela- 
ware’s major turnpikes and highways. 


Northwest Petroleum Assn. 
holds Management Institute 


A THREE-DAY management institute 
was held by the Northwest Petroleum 
Association at the Oil Men’s Club, 
Hotel Nicollet, Minneapolis, Minn., 
April 30, May 1-2. 

Participating were John Shields, 
John Wood Co., Chicago; L. T. 





Oilheating 
Dealers! 
EVERY 




















Removable Coil 
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bound. 


tight union. 





239-249 ALABAMA AVENUE 





All Copper Tankless Heaters 


Cut Unnecessary Service Calls 
—You Make More Money! 


DELUXE TANKLESS WATER HEATER DE- 
FIES COMPARISON ...at ANY price! 
@ Can be installed either VERTICAL or HORI- 
@ Does NOT have to be completely removed in 


@ REMOVABLE copper coil unit permits re-use 


@ Air vent PREVENTS heater from becoming air 


fittings to insure permanent air tight, water 


WATER HEATER MFG. CO. INC. 


In Canada—Diamolloy Co. Ltd., 2316 Gerrard St., E., Toronto, Canada 


ee QUALITY PRODUCTS SINCE 1906 J 


INSTALLATION 





Means You'll Sell Another Tankful 
of Fueloil* in the Summertime! 





@ Pre-tested to withstand 150 Ibs. ACTUAL 
working pressure. 

@ All joints, coil tubing, copper shell, seams and *FUELOIL & OIL HEAT's 
bronze flange are SIL-FOS brazed to BRONZE estimate of added fueloil 


consumption when boiler 
provides domestic hot wa- 
ter. 


@ LIFETIME Guarantee on all WORKMANSHIP. 





BROOKLYN 7, NEW YORK 

















White, Cities Service Oil Co, Ney 
York; George McDaniel, Socony Mo 
bil Oil Co., New York; William May 
quam, Pure Oil, Chicago; Paul Cajy 
well, Shell Oil Co., New York; Harry 
Kennedy, Continental Oil, Houston: 
William Miller, Standard Ojl, Ch, 
cago, and Henry Howe, Minnesoe; 
State Department of Education. 


Maine Equipment Dealers Agsp, 
Membership increases by 15%, 


MEMBERSHIP in the Maine Oil @ Hex. 
ing Equipment Dealers’ Association 
now totals 111, an increase of 15% 
since the middle of January when th 
group was established on a fulltime 
basis. Formation of associations jn 
Waldo County, Bath-Brunswick and 
Bangor brings to seven the number 
of associations at the local level, 
New members of MOHEDA are Bath 
Fuel Company, Bath; Joseph A, Be 
langer, Westbrook; James D. Cally 
han & Co., Inc:, Lewiston; Community 
Oil Co., Inc., Portland; Dixon Broth 
ers, Gorham; Emero Oil Co., Inc, 
Bath; Knox Brothers, Searsport, 


Also, Mac’s Oil Burner Sales ¢ 
Service, Auburn; Marshal Engineer 
ing Co., Portland; P & P Fuel Ob, 
Lewiston; G. A. Peterson Co., Aw 
burn; Peterson Oil Co., Portland; 
Sweeney’s Oil Co., Bath, and Donald 
J. Webber, Inc., Belfast. 

The association will hold its annuil 
meeting on June 20 in the Martha 
Washington Inn, Winthrop. 





( 


Key to the new office of the Maint 
Oil & Heating Equipment Dedler 
Association at 553 Congress St. Pot 
land, Me., is presented to — 
secretary Donald H. McGovern, ng f 
by Edward P. Hacker, president © 


the association. 
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Miniaturized 
«|  Photocell Mount! 
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New from Honeywell 
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Easily removable slide-glass window on the new 
Honeywell C7010-A makes for easy maintenance. 


‘¢ annual 


Martha 


_ SMALLER and more compact, this externally- ‘alain tiene tn anittaes Hee euiaial ie 
mounted unit was specially designed for smaller the complete line of photocell flame sens- 
industrial-commercial oil burners. It utilizes a 1%4- ing devices manufactured by Honeywell. 


inch pipe mount for pressure-tight connections. 








Servicing the new Honeywell C7010-A Flame Rec- 
tifier is easy. Externally mounted, with an easily 
femovable cover, the photocell is conveniently ac- For full and complete information, call your 
Bessible £ Ee" The ph 0 wind b local Minneapolis-Honeywell office. Or write 
‘ d va ne e sitcans 7 a ar direct to Honeywell, Department FH-5-181, 
slid out, wiped clean and reinserted in seconds. Minneapolis 8, Minnesota. 


_ These other important features assure superior 
_ performance : 


* Built-in heat block © Pressure-ventilated 


* Underwriters’ Laboratories approved Ho neywell 
H Pots tw. Coutols 


115 
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Advantages of new “fail-safe” con- 
trols for oilheating equipment are ex- 
plained by Patrick F. Caputo, presi- 
dent of the Oil Heat Institute of Long 
Island, center, to Chief Edward Heeg, 
right, of the New York City Fire De- 
partment, and Lloyd L. Ryan of the 
Nassau County Fire Marshal’s office 
at the first interstate conference of fire 
chiefs, inspectors and members of the 
oilheating industry. The conference 
was held at Long Island Agricultural 
and Technical Institute, Farmingdale, 


N. Y., on March 26. 


“Building a fueloil Business” 
Penna. Convention Theme 


A PANEL DISCUSSION on the theme, 
“Building and keeping a profitable 
fueloil Business,” will highlight a 
three-day convention of the Pennsyl- 
vania Petroleum Association May 12, 
13 and 14 at Bedford. 


Moderator of the discussion will be 
T. A. Crawford of York-Shipley Co., 
York, Pa. Panelists will include Jack 
Whitney, Utica, N. Y.; Tim Loizeaux, 
Plainfield, N. J.; Charles Feinberg, 
Detroit, Mich., and William Briggs, 


FUELOIL & Ort Heat will summarize. 

Major General Montgomery, USAF, 
will describe the significance of the 
Strategic Air Command at a lunch- 
eon session. Feature at the banquet 
will be an address by John H. Picou, 
research sales director of Atlantic Re- 


Other convention features will be: 
discussion of insurance needs and 
problems of the petroleum distributor 
by Howard Lowenthal, Philadelphia 
insurance consultant, a talk on the 
money market by David McKinley, w 
sistant dean, Pennsylvania State U: 


and a talk by Otis H. Ellis, gener 


fining, entitled “Pennsylvania—Key- 


Connecticut. Robert Gray, editor of stone or Millstone.” 


counsel, National Oil Jobbers Council 


The air or water- 

cooled “COOLSTOR 
a draftless air conditione 
ideal for large area 
cooling 


The “COOLPAK”— a pre-charged, waterless cool- 
ing package for attic or basement installations 


(a) Control panel need not be rewired 
during installation 


(b) Two built-in drains eliminate excess 
condensate : 
@ Self-contained plenum w 


adjustable air spread 
@ Quiet, rubber-mounted blove 
@ Large service opening 
@ Factory assembled cabinet 


(c) Two compressors operate together or 
singly to provide economical cooling 
(d) Scoops provide outside air for con- 


denser cooling. No additional ventila- 
tion required 


2 and 312 h.p. with 
of 22,000 and 36,000 BTU 


a Available with 2 or 3 h.p. remote 
REMOTE SYSTEMS . le with 2 or 3h. rent et 
A wide choice 
Inquiries for information given quick attestior 

@ 2, 3 and 5 h.p. air-cooled compressor- : 

condensers with “A” or “H’-type cooling 

coils 
@ 2 and 3 h.p. water-cooled condensers 
® Cabinets match Century hi-boy, lo-boy and 

counterflow furnaces 


@ Tested under typical operating conditions 
in Century's modern cooling laboratory 
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With or without rain shields CEDAR /sRAPIDS, |OWA 
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No Sir, no ready-made here. Emerson-Electric 
motors are custom-engineered for your prod- 
uct .. . designed for you, produced for you and 
priced for you. It is no longer necessary to 
design your product around a standard motor. 
Emerson-Electric engineers will work with you 
through every stage of development. You get 
the product you want with a motor that 
EXACTLY suits your purposes...a custom- 


engineered motor at standard motor prices. 


Call, wire or write Dept. M-54 today, The 
Emerson Electric Mfg. Co., St. Louis 21, Mo. 





Since 1890 
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New Jersey Assn. has Report 
on other oil heat Promotions 


AT A DINNER meeting of the Gold 
Seal Fuel Associates, Inc., of Hudson 
County, N. J., April 9, Robert Te- 
walt, executive director, reported re- 
sults of a survey of oil heat promotion 
programs being conducted by other 
fuel merchants in similar areas to pro- 
mote and preserve their businesses. 
Also on the program was Fred S. 
Burroughts, associate director, Oil- 
heating Market Reports, New York, 


N. Y., who spoke on “Industry Pro- 
grams reflect alert business Manage- 
Mentality.” 


I-B-rk publishes 3rd Edition 
of baseboard radiation Code 


THIRD EDITION of the I-B-R Testing and 
Rating Code for Baseboard Radiation 
has been published by The Institute 
of Boiler and Radiator Mfrs., New 
York, N. Y., and includes a provision 
for check testing at the new IBR 
Laboratory at Urbana, Ill. 








= 
Keep ALL the Profits 


on your next warm-air job! 











® You're giving away profits 

whenever you “farm-out” the 

ductwork on your furnace instal- 

lations. You can easily handle the complete job yourself with “Snap-Rite” 
prefabricated ducts and fittings. You don’t need a sheet-metal shop or special 
equipment—the patented quick-locking feature of “Snap-Rite” ducts and 
fittings makes them easy to assemble. 


Shown above is our most popular and simplified No. 160 line which consists 
of a square main trunk with round branch lines. This is accomplished 
through the use of our standard stock trunk pipe with “pre-notch” feature 
and our No. 160 round branch takeoff as illustrated, effecting a reduction 
in size of main trunk at each branch. This method produces a neat air-tight 
installation, low in cost and easy to balance. 


Write for our catalog now and keep ALL the profits on your NEXT job! 


GRAY METAL PRODUCTS, INC. 


P.O. Box 1449 


Rochester, N. Y. 








According to 1B-R General Man 
ager Robert E. Ferry, original tests 
are conducted under the Code by the 
manufacturer in his laboratory of , 
laboratory of his choice, Test data, 
accompanied by photographs and dp 
tailed drawings, then are reviewed to 
gether with the results of check tes 
ing at the I-B-R Laboratory, A hag. 
board rating committee studies all 
findings and approves ratings, if war 
ranted. 

One section of the new Code, which 
replaces all earlier editions, provides 
for check testing of ratings already in 
effect. 


Conference and project Reports 
highlight Wisconsin out Meeting 


REPORTS on recent industry confer 
ences and on current and future proj 
ects of the Wisconsin Oil-Heat In 
stitute, Inc., highlighted the March 
meeting of the Institute on the 28th 
in Milwaukee. 

Charles E. Stoffel, past president of 
the Institute, and Alfred Hegeman re 
ported on the Midwest OHI Confer 
ence in St. Louis February 20-22, Ex 
ecutive secretary Harold M. Mottram 
reviewed reports from 16 cities on 
what is being done to meet the threat 
of natural gas competition as presented 
at the Oilheating Markets Reports 
advertising conference in New York 
March 6°8. 

Past president Stoffel outlined plans 
for the annual industry rally at the 
Wisconsin Hotel, Milwaukee, May 
10, and advertising chairman Charles 
Matheny reported on the Milwaukee 
Sentinel Oil-Heat Section published 
April 28, participation in the Milwaw 
kee Home Show April 6 and a bill 
board campaign started April 1. 


Apt publishes new Edition 
of “Facts about Oil” Book 


AN UP-DATED, new edition of “Facts 
about Oil” has been published by the 
American Petroleum Institute, New 
York 20, N. Y., for distribution 
throughout the petroleum industry, 
to newspaper editors, to other publi 
cations and to reference sources. 
The booklet, containing the lates 
available statistical data is 4 8 
source for information on petvoleum. 


May 
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_ threat fy INSTALL IN HALF THE TIME! Flame Detector—so sensi- 
seul tive it reacts to the tip of a 
burning cigarette... yet 
cpt simple in design and opera- 
1 York tion. Situated behind the 
burner nozzle, it senses 
d plans ; : radiant heat from the flame. 
at te Your field installations can be the world’s fastest! It’s an exclusive General 
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The amazing PerfXray flame detector element 
in the burner blast tube makes it possible. It’s 
. the world’s finest...and you get it only with [| suemenr 
k burners equipped with General Controls’ PerfXray A MUST? 
‘ and pri ! 
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publi one Factory Branch Offices Serving A// Principal Cities of the United States and Canada as the primary is assembled 
S, Pearex CONTROLS AND GENERAL CONTROLS to the burner housing. 
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New Products 


Each New Products item has an identifying number. 


If you want more information on any equipment described 
here send the coupon on page 136 to FUELOIL & OIL 
HEAT, 2 West 45 St., New York 36, N. Y., and iden- 
tify the product by circling its number on the coupon. 


B&G "Corky" solves drainage Problem 
in waterlogged compression Tanks 


STANDARD EQUIPMENT on all Bell & Gossett compression 
tanks now are “Corky” drain plugs which solve the prob- 
lem of drainage waterlogged tanks without introducing 
troublesome air into the line. 









When opened, “Corky,” an air vent and treated cork 
float mounted in a special drain plug, allows air to enter 
the compression tank while water is siphoned off t 
the boiler drain. When proper level is reached the cor 
float drops, signaling through the plug that the vent should 
be closed. 

Made by: Bell & Gossett Co., Morton Grove, Il], 


Circle El on coupon, page 136 


Century adds COOLPAK, attic-type 


air-cooled Unit, to cooling Line 


LATEST ADDITION to the Century line of airconditioning 
equipment is COOLPAK, a two-stage, air-cooled unit for 
attic type installations. Suit- 
able for residential and small 
commercial use, it is available 
in 2 and 3Y hp., 22,000 and 
36,000 Btu. It features twin 
compressors for operating 
economy, air-cooled con- 
denser, squirrel cage blower and evaporator, utilizing 
evaporator condensate to provide cooling capacity. 

The unit may be tied into existing heating ductwork 
or installed with prefabricated available ductwork of light 
weight, permanent Fiberglas. 

Made by: Century Engineering Corp., Cedar Rapids, 


Iowa. 









Circle E2 on coupon, page 136 
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Here are a few progressive firms now using Kleen Air equipment: 
NORTH WESTERN-HANNA FUEL CO. EMPIRE FUEL CO. 
(7 machines) Madison, Wis. 


Minneapolis, Minn, 
NATIONAL COAL CO. BECKER STANTON FUEL CO. 
Spokane, Washington 


Reno, Nevada 


Write, wire, or phone for more information 


DELAMATER DISTRIBUTING CO. e 


Distributorship inquiries invited from Eastern U. S. 


The Kleen Air Power Suction cleaner is an en- 
tirely new concept in the vacuum cleaning of resi- 
dential, commercial, and industrial heating plants. 


No job too big or too small—One man can clean 
up to 40 home furnaces without dumping. One man 
can clean the biggest. boiler, breeching and stack 
faster and more reasonably than any other cleaner. 


Kleen Air Service is a “natural” for fuel oil deal- 
ers as it means added profits and mew fuel oil ac- 
counts. 


Kleen Air machines are sold on an exclusive fran- 
chise basis only—we have a size for your locality. 


Investigate your profit potential with Kleen Air 
today: 


Janesville, Wisconsit 





———— 
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BECAUSE DEPENDABILITY IS A MUST 


THE S.S 


UNITED STATES USES 


TACO CIRCULATORS EXCLUSIVELY* 


The world’s fastest, most modern luxury liner is 
the pride of the American merchant fleet. She’s 
fitted out with only the finest products in the 
world .. . each designed to render that essential 
dependable performance. 

And you can have the same Taco quality 
circulators with the same Taco dependability on 
your hot water heating installations that are on 
the S. S. United States. 

All you need do is specify and buy Taco, 


alll 


because there is no substitute for TACO quality. 
Technical Data Sheets furnished upon request. 
*And Taco Heat Exchangers 


TACO HEATERS, INCORPORATED 
1160 CRANSTON STREET, CRANSTON 9, R. I. 


BETTER HEATING 
v BETTER WITH TACO 


Corporate Office: S42 Madison Avenue, New York 17, New York 
In Canada: Taco Heaters of Canada, Ltd., 4 Gilead Place, Toronto 2 


THE POWER-PACKED 
TACO CIRCULATOR, 
QUALITY BUILT 
FOR SMOOTH, 
QUIET OPERATION 
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White-Rodgers introduces push-button 
room Thermostat for Heating- -Cooling 


ALL METAL 
trom base to : LIGHT 


A FASHION’STYLED Push-Button heating-cooling thermo 
T— 
rain cap— quick WEIGH 
eating andcool- ne man can lift 


stat offered by White-Rodgers is a combination of 3 new 
oh push-button sub-base and the White- 
ng means J ’ 


Sericiency. sf ee tends: Rodgers Fashion thermostat. The con- 
ees i | bet anes sett trol is available with from two to five 

es a Hing problems: push-buttons and a choice of eight 
sub-bases. 

Dial settings, thermometer and easy- 
| to-read dial are concealed by hinged 
| cover of “contoured square” shape and 
Adobe-Beige color designed to blend with any decor and 


any color scheme. 


Made by: White Rodgers Co., St. Louis, Mo. 
Circle E3 on coupon, page 136 





SKILLS— 
va, orl” Econo "'Zone-A-trol" offers low-cost 


een struction 


needed — every, zone Control for hot water Heating 
furnisnhe 
6 si ree 
pene 
‘one-hour 


“qollenion: Econo’s new line of electrically operated os 
| automatic heat control valves called “Zone- 





rwriters” plete 
' for 


in- | isting forced hot water heating systems is provided by 


Unde 
for zer 
ance from Ls) 
ment to roof, 
and for any fuel. 


LOW-COST, efficient zone-controlled heating for new or ex: 


o clear- 
ase- 






A-trol.” With these valves only one circu- 
lator and one relay are required for multiple 
zoning. 

The Zone-A-trol valve consists of a con- 
trol valve operated by a silent, sealed, low A 


voltage electric motor. A switching mechan- 


CN 


SO Se 





ism operates the valve with a gradual opening and sii 
cycle. A Zone-A-trol valve installed on the supply line for 
each zone of the system and connected to an individual 
thermostat controls the heat flow to radiation of that zone 


Mal 


THULMA 


the sonry- 
odern chimney é minating .™@ 
a ronstruction costs — of lifetime metals Made by: Econo Products Co., East Haddam, Conn. 


or room. Valves may be installed in any position or at 
any angle on the piping. Available in 34”, 1” and 1/4’ 
sizes for copper tubing or steel pipe. 


iN -HIMNEY 


uts installation time 





ntilate : 
Iled, ve le materia 





: putt directly 
a combusti “ample clearance is Circle E4 on coupon, page | 36 


: himney, DE eye-appea | 
against on Ms add via is _ painte 


of the a pop boa meen. Thrush Twin-L Balancer replaces 
for a realistic ed Oo 


sound-deadening eam write today two Valves, nine common Fittings 


f. ’ details on the 
ousing interio For Ser a ; 
i free bulletin AIA ; cost-slashing product USED to join two flow or return branch mains into one 


a he sam i , ask for egrceneehe common main, the Thrush Twin-L Bz lar uncer rr replaces tw 
— valves and nine fittings required when 
common fittings are used, thus saving 
both material and labor. The Twin-L 
Balancer, which has built-in balancing 
valves to balance the flow in each branch main, is is available 
in two sizes in both bronze and cast-iron: 1” x 1” x 1A" 
and 144” x 144” x 114”. 

It may also be used as a by-pass valve in radian 
installations to divert return water around the boiler to be 
mixed with hot water leaving the boiler, again replacing 
several fittings and two valves. 


es Bee Made by: H. A. Thrush.€ Co., Peru, Ind. 
499 Erie St., Huntington, Indiana Circle E5 on coupon, page |36 
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Hes on the dance floor every morning at J) seven! 


The floor beneath this skilled worker’s feet is a 
unique feature of General Electric’s new Tyler, 
Texas plant where whole-house air conditioning 
equipment is built. Made like a dance floor of tough 
hickory planks laid edge-up instead of flat, it’s peri- 
odically varnished to a gleam and vacuumed twice 
daily. Dust from a surface like this just can’t be 
scuffed up to mar precision-machined components. 

And it’s here that compressors—heart of General 
Electric central system air conditioning—are assem- 
bled and hermetically sealed. The room itself is tem- 
perature-humidity controlled, workers wear lintless 
smocks and goatskin gloves to safeguard each step. 
Extraordinary steps these—but the result is a com- 
pressor of unsurpassed workmanship that contributes 
greatly to the overall excellence of General Electric 


air conditioning equipment. 
Frucloil 
oilhea 


Quality control is the keynote at all General Electric 
plants. To dealers, it means General Electric Home 
Heating & Cooling Systems are quality products that 
can be installed with complete assurance of customer 
satisfaction. 


Free! Promotional Sales Aids For Dealers! Cooling 
Program Sales Power Pack #1. Loaded with pow- 
erful sales material—hard-working ad mats, radio 
and TV spots, and a direct mail campaign that 
seeks out your best prospects. Write your local 
distributor or General Electric Home Heating and 
Cooling Department, Tyler, Texas. 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 
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Fuel Oil Dealers 
Find Budget Plans 


Increase Sales. 


The trend to increased use of the budget 
buying plan in the fuel oil industry appears 
certain to continue. Sales boosts reported by 
almost all dealers using budget plans indicate 
enthusiastic acceptance by consumers, and the 
next heating season should see even wider 
dealer acceptance. 


Dealer preference for budget plans stems 
largely from reductions in late payments. Most 
dealers report savings in bookkeeping time 
through more rapid recording of payments. 
Consumers accustomed to budget buying in 
almost every other industry, accept the plan 
readily. 


PLANS SOLD DURING SUMMER 


me tonne lers 
indi usiness 


tons in dealer 

















e rence 
meter — 
oil forms. 


CROMWELL PRINTERY 


CHURCH AT BLEECKER, ALBANY 1, 


INC 


NEW YORK 


Please send me without obligation, samples and complete 
information. | 


NAME 
COMPANY 
ADDRESS 
CITY & STATE 














For a Bigger, Better Business Sell Budget Buying 
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. . New Products 


Burnham Scotch type Boiler supplied 
in 14 sizes, also boiler-burner Unit 


A SCOTCH TYPE steel heating boiler by Burnham for oj 
gas or combination oil-gas firing is available in 14 sizes 
ranging from a net SBI rating 
of 4,000 to 35,000 EDR steam 
and 6,400 to 56,000 EDR 
water. It is also supplied as 
a package boiler-burner unit 
furnished with steel skids for 
easy handling. 

The boiler has easy-to- J 
open, hinged clean-out doors both front fe rear for clean. 
ing or replacement of tubes. The boiler is equipped with 





all necessary openings and has more combustion volume 


| at the rear combustion chamber where gases pass from 
| furnace tube into boiler tubes. It can be fitted to any 








induced or forced draft combustion equipment. 
Made by: Burnham Corp., Irvington, N. Y. 


Circle F6 on coupon, page 136 


Armstrong uses combustion chamber 


Liner in LO-HI-Boy furnace Models 


A NEW, patented combustion chamber liner called Cerami- 
flex, which is lightweight yet exceptionally durable, is be- 
ing used in Armstrong’s new LO-HI-Boy oil furnace mod: 
els. The new liner is a tough fiber material giving the ap. 
pearance of “layer-on-layer” 
twentieth as much as a conventional combustion chamber 
but is described as more durable than firebrick. 

It is unbreakable, will withstand temperatures of 2000° 
F. continuous exposure with actual flame impingement, 
and is completely resistant to fueloil, moisture, sulphuric 
acid and all products of combustion. Because it neither 
expands with heat nor contracts with cold, it won't warp 
out of shape, crumble or sag. 

Made by: Armstrong Furnace Co., Columbus, Ohio. 


paper. It weighs only one- 


Circle E7 on coupon, page 136 


Kenney "Climatizer" for warm air 
heating Systems easily installed 


AN ELECTRIC humidifier for warm air heating systems, the 
Kenney “Climatizer,” features a built-in heating element 
and an adjustable face plate that as- ans 
sures level positioning of the body. It aa 
can be installed, it is said, in just four- 
teen minutes. 

It is available wired to operate with 
the blower or for independent con- 
tinuous operation. The unit produces 
a vapor instantly introduced into the air stream. A dial on 
the face plate permits the homeowner to select the degree 
of humidity desired. 

Made by: Keeney Manufacturing Co., 
Conn. 





Newington, 


Circle E8 on coupon, page !36 


May 
1957 













th 













er 


| As your oil delivery volume grows, you know 
rami 
is bes how the paperwork volume grows even 


al faster. The usual delivery schedule mix- 


le ap’ ups, customer account mistakes, and 

- one’ e ° Py 

a 3 month-end bookkeeping jams make it more and 

more difficult to render efficient and 

000° 
ment, 
huric 
either other fellow solved similar problems. 
warp - 


profitable service. That’s the point where 
it pays you to look around and see how the 


Many a fuel oil dealer has conquered his 
paperwork problems with a simplified degree- 
day system on that ten-key bookkeeping 
marvel . . . the Underwood Sundstrand Fuel 
Oil Dealer Machine. Let us give you the names 
and addresses of some of those dealers — and 
a few interesting pointers about the 

latest Underwood Systems for fuel oil dealer 
accounting. Call your local Underwood show- 
room (see Yellow Pages), or write to 
Underwood Corporation, One Park Avenue, 
New York 16. 


ht UNMGerwOoOodsundstrand 


FUEL- OIL DEALER MACHINE 


Another underwood master-control system 


Sih 








BEST POSSIBLE 


1) a a oe 0) 7 | 
mating Systems 


rere 


\ a 


Pgs OIL F ILTERS | 





MAXIMUM FILTERING 


Positively protects against clogged nozzles and 
lines in every oil heat installation, gravity or 
pressure type. Eliminates service call-backs. 


HEXAGON EXTENSIONS 


For easiest, quickest installation into oil lines at 
either tank or burner. Standard and King Size 
Models to handle every size oil heating system. 


RUSTPROOF and LEAKPROOF 


One-piece bowl construction, with reinforced 
bolt spud. Unconditional factory guarantee on all 
parts. 


ALL WOOL FELT CARTRIDGE 


Staggered fin design of cartridge provides maxi- 
mum filtering surface —removes smallest particles, 
moisture, dirt, scale and foreign matter. 








| Multi-Pointer Draft Gages by Cleveland 
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. New Products 


Cleveland Multi-Pointer draft Gage 
is space saving and easily read 


A NEW LINE of dry diaphragm, vertical scale, Series Mg 









ab ation 
combines easy readability with spacee 7% 
saving installation. Available in 2- 
pointer or 3-pointer models which may 
be combined for multiple installations 
if desired, the units are used for meas- wal : 
uring over-fire draft, outlet draft, first sid last pases 
windbox pressures. “Fullvision” scales of translucent Lucite 
for interior illumination and large, prominent pointers are 
designed to be read from any point in the boiler room with 
no parallax. A 3-way brass valve at the sample line inlet 
allows the operator to read, zero or shut off the gage, An 
external zero adjustment is provided to simplify calibra 
tion. Because of their vertical design, two of these gages 
can be installed in the space required for one, ordinary, 
single-pointer, horizontal gage. 
Made by: Cleveland Fuel Equipment Co., 1111 Brook 

park Rd., Cleveland, Ohio. 


Circle E9 on coupon, page 136 





























































Photobell's electric eye smoke Alarm 
safety Device for unattended Furnace 


A DEVICE to assure safe operation of unattended heating 
plants in apartment houses and other small buildings is the 
Photobell Type sM1 electric eye smoke 
alarm which operates without elec- 
tronic tubes, using an ordinary lamp 
to excite the photocell. 

The new smoke alarm may be ar- 
ranged to sound an alarm if the smoke 
on start-up of an automatic oilburner 
continues excessively. It then shuts 
down the oilburner. Typical of the simple mountings pos 
sible is the one illustrated, with both lamp unit and elec 
tric eye unit mounted on a short piece of VY” pipe of 
conduit passing right through the smoke duct. 

Made by: Photobell Co., Inc., 43 Vesey St., New York 
7ST. 





Circle E10 on coupon, page | 36 


Pleated Filter of ''Spic-Span’ 
Cleaner improves Performance 


PLEATED FILTER in Model p950H “Spic-Span,” latest ad 
dition to the Premier line of commercial-industrial vacuum 
machines, provides three times the normal filtering at 
without overlapping or clogging. 

Designed for one-man handling, the Spic-Span weigh 
only 28 lbs. and offers a full-half-bushel capacity. Powered 
by a 600-watt motor, the machine provides maximum lift 
of 66 inches with orifice closed and a rated airflow @ 
pacity of 83 cfpm. 

Made by: Premier Co.,*St. Paul, Minn. 

Circle El! on coupon, page | 36 
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uf SALES 
¢ FQUIPME 
Ww delivery costs 


_ Sentry ODF* Tank Gauge tells 
drivers what they want to know 


at point of delivery / 


4 
“THAT LITTLE 


SENTRY GAUGE SURE 
SAVES US BOTH A 
LOT OF TROUBLE!” 














“STOP. FILLING 


Se 5 Pipe aes) 
cll eed 


rd 


ONLY OFFERS SUCH A COMPLETE LINE 


( DIRECT AND REMOTE READING TANK GAUGES 


Above is SENTRY’S newest — The 
ODF At-A-Glance tank gauge that’s 
wetting new records in building sales 
ind customer goodwill. Located out- 
side of building at fill pipe, this easy- 
otead weather-proof gauge shows the 
exact oil level in the indoor tank. Saves 
costly time consuming trips to base- 
tent, unnecessary hose unreeling and 
iminates over-flow. Permits delivery 
vithout disturbing customer. 


Other constant-register SENTRY 
guges include combination tank and 
emote reading, barrel gauges, direct 

g and gauges for stove and space —=—S— 
heater tank, Write today for full in- Combination At-A-Glance tank 
formation about these fast moving bus- 9" "*™2"* eading Savges 
ess getters, Advertising aids available. 


Sentry ‘ODF’ remote 
reading gauge 






















Z. Sentry At-A-Glance 





barrel gauges 
















On guard— 


(y 24 hours a day Sentry At-A-Glance 


tank gauge 


Sentry superior qual- 
ity Therma-Gauge 


\RUEGER, SenZby GAUGES 


GREEN BAY «+ WISCONSIN 


itt oil - 


liters 
















YOU CAN NOW GET THE 





A COMPLETE PACKAGED 
UNIT ALL WIRED AND 
ASSEMBLED READY FOR 
FAST INSTALLATION 


“KOVEN 75” is a quick 
selling profit making boiler. 
it is engineered to provide 
low-cost heat and plenty of 
rust-free hot water. 















AN UNBREAKABLE FIRE 
DOME COMBUSTION 
CHAMBER ENTIRELY 
SURROUNDED BY WATER 










Fits through a 30-inch door in 
easy one-man handling crate. 











A SINGLE PANEL FOR 
ALL SAFETY CONTROLS 


HEALTHY HOT 
WATER HEAT 


WATERFILM 


eerie f L. 










Nationally advertised 
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complete 


selection 





like Nu-Way 


oil burners 


You can cover the whole waterfront 

of residential and commercial oil burner 
requirements with the Nu-Way line. 

Nine models bracket fuel consumptions 
ranging from .65 to 33.00 g.p.h. 

And, each model is designed to deliver 
high efficiency over a wide firing range. 
A complete selection of flange and 
adjustable pedestal mounts is further 
insurance that Nu-Way is the only name 
you need to know in fine oil burners. 


Nu-Way Corporation, Rock Island, Illinois. 











. . . « New Products 






Compact residential Conditioners 
are offered by American-Standard 






RESIDENTIAL package-type, air-cooled airconditioning unit 
incorporating compressor, condenser, evaporator and blow. 
er in a single, compact jacket are being offered by Amer; 
can-Standard in 2 and 3) hp sizes. 










































The new units are available with, or without, prefabyi 
cated fiber glass duct kits and register and grille sets fo, 
basement or attic installations. A twin compressor system 
provides also for humidity control. 

Model Acp-20 has complete hermetically sealed refrig- 
erant system with two, 1 hp compressors, 239 volt, single 
phase, 50 cycle. Cooling capacity rated at ASRE standard 
conditions at 95° outside temperature—22,000 Btuh with 
dual compressor operation, 11,000 with single. 


Model acp-35 has complete hermetically sealed refrig 
erant system with two 14% hp compressors; 230 volt, single 
phase, 60 cycle. Cooling capacity rated at ASRE standard 
conditions 95° outside temperature—36,000 Btuh with 
dual compressor operation, 17,000 with single. 

Made by: American-Standard Air Conditioning Div 
sion, 40 West 40th St., New York, N. Y. 

Circle El! on coupon, page 136 


"'Pittsburgh'' Lock Hammer speeds 
job of seam closing in Ductwork 


TIME REQUIRED for “closing the seam” in fabricating duct 
work is cut to minutes with Model PLH-1 “Pittsburgh’ 
lock hammer, a heavy-duty tool made by Milwaukee Elec 
tric. The tool has ball and roller bearings throughout, ¢ 
heavy-duty Milwaukee-Built 115v, Ac-Dc motor and trig 
ger-type switch, lockable in “on” position for continuous 
work. It handles 30 to 22 gauge sheet metal. 


Made by: Milwaukee Electric Tool Corp., Milwaukee, 
Wis. 





Circle E12 on coupon, page | 36 


Wm. Steinen "RD" draft Regulators 
available in sizes from 6" to 32" 


A NEW “RD” LINE of draft regulators of Wm. Steinen 
Mfg. Co. for residential and commercial use is available 
in sizes from 6” to 32” for holding steady draft over vat 
able chimney conditions. Made of heavy materials and fin 
ished in baked-on synthetic enamel, the “RD” controls beat 
approval of the Underwriters’ Laboratories on the 6 
through 24” models. Commercial models 12” to 32" affor’ 
custom-built accuracy with gate balance locked in at tm 
of manufacture by means of tamper-proof ACRO-LOK. 


A 


In residential sizes, accurate calibration 1s provided from 
.02” to .08” on one scale, permitting accurate horizontal. 
vertical or diagonal installation without changing pat 
Adjustment for automatic balancing at every draft setting 
is provided by a push-pull calibrated slide bar. 


Made by: Wm. Steinen Mfg. Co., Newark, N. J. 






Circle E13 on coupon, page 136 
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Who takes the rap” 
when the burner wont work ? 


£ Units 
1 blow. ae, 
Ameri j 
refabri- 
ets for 
System 


refrig- 
, single 
andard 
th with 


refrig: 
, single 
andard 
h with 


y Divi 


¥ duct’ 
burgh” 
e Elec: 
10ut, 2 
d trig: 
inuoUs 


| YOU DO...that’s who! 


A dozen things can go wrong with a burner instal- 
lation, so it’s up to you to know that every com- 


s ponent part of the unit is of dependable design 
and manufacture. A major factor in reliable electric 

"™ ignition is the ignition transformer. 
teinen 
ailable 
as : Jefferson Transformers 
nd firr ' Are Dependable 
ls bear — a, Jefferson oil burner ignition transformers are engi- 
the © aor 7 neered and manufactured to specifications for the 
affore ee Lee... special requirements of burner manufacturers, and 
it time for replacement transformers, too. For unmatched 
OK. performance and trouble-free long life— specify 
J from Jefferson transformers for both original and re- 
rontal placement equipment. 
parts. 
setting EERO 

) N 

§ OIL BURNER 

» Jefferson "{325" TRANSFORMERS 


Ce Ky JEFFERSON ELECTRIC COMPANY © BELLWOOD, ILLINOIS 





YOU, 100, CAN CASH IN 


ON THIS 


FEATURE-PACKED FURNACE 





Deluxe OV7 

Furnace with 
decorative front 

and Iris Shutter burner 


Brand-new YORK-HEAT Unit now 
available in 3 capacities ... 
crammed with selling advantages! 


From base to burner to bonnet, this modern 
YORK-HEAT forced warm-air furnace is filled with 
sales-winning features. The burner is especially 
designed to fit the unit. The “Hydrecon” pear- 
shaped combustion chamber provides a hotter, more 
economical flame. Properly placed baffles direct the 
circulating air onto die-formed heat exchangers for 
highest heating efficiency. 


GOLDEN OPPORTUNITY FOR NEW DEALERS 

This advanced York-Heat unit is just one of many that 

spells splendid profits to all dealers who cooperate with 

our big new promotion program. How about you? Want 

to go along? There may be a franchise open right now in 

your locality. Better drop us a line for full details TODAY! 
BE SURE TO VISIT the YORK-HEAT Exhibit at the 
New England O.H.I. Show in Boston. June 4 to 7. 


hyorK (7 HEAT. 


Products of 


YORK-SHIPLEY, Inc. 


‘Pioneers in home comfort since 1918.”’ 


YORK, PENNSYLVANIA 











. . « New Products 


M-H new ''Actionator'’ electric Moto, 
operates automatic control Elements 


AN ELECTRIC MOTOR designed to operate rotary, slipsten 
and butterfly valves, dampers and other final elements jn 
automatic control systems and introduced by Minneapoliy 
Honeywell is a reversing capacitor type and called the 
‘“Actionator.” It is available in two models: y 630, de- 
signed for two-position and floating control, and M 930, 
for proportioning control. 

The compact units measure 6” in diameter and 10" jp 
width, and weigh 11 lbs. They incorporate a gear trajp 
that permits a selection of timings from 7.5 seconds jp 
120 seconds, depending on the model. To prevent “cog 
ing” in any of the positions, units have a built-in inter 
brake capable of holding a dead-weight load up to 
lbs. Enclosed terminal compartments in both units cay 
accommodate up to 16 terminals. ; 

Made by: Minneapolis-Honeywell Regulator Co., Min 
neapolis, Minn. 


Circle E14 on coupon, page 136 


Vertical design of Dover cooling 


| Tower requires less floor Space 


THE PROBLEM of limited space encountered in many coh 
ing tower installations can be solved with one of the new 
packaged cooling towers in the Dover 


| series ““v’’ vertical induced draft towers. 


Because of its vertical, rather than hori- 
zontal design, the tower requires a mini- 
mum of floor space for installation. 
The unit is suitable to both interior 
and exterior installations. Because both 


| air intake and outlet are located on the 
| same side, flush installations against a 


wall are possible. Other features: coun- 


| ter-flow design for more efficient cooling; unique wate 


distribution system that produces a “square solid” spray; 
“z” shaped fill; Dover's hot-dip galvanizing after fabria 
tion. 

Made by: Dover Manufacturing Co., 3117 Weather 


ford Ave., Independence, Mo. 


Circle E15 on coupon, page 136 
DUSTRONIC self-contained Unit 


cleans, recirculates room Air 


_ AIR POLLUTION in homes, factories, restaurants, churche' 
_ is eliminated by DUSTRONIC, an electrostatic precipitate’ 


which cleans room air of air- 

borne particles, then recircu- 

lates it. Made by Radex 

Corp., the self-contained unit 

can be suspended from a ceil- 

ing and requires only plug- 

ging into 115v-AC circuit to 

operate. , 
It is equipped with a two-speed fan and has an # 
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Reduce 
your 
inventory 
problems... 


THESE 4 PUROLATOR REFILLS 
SERVICE 98% OF ALL 
OIL BURNER FILTER INSTALLATIONS 


With the addition of three new sizes, the 
famous PurOlator line of Micronic® filter 
refills (including gaskets) will now fit 98% 
of all oil burner installations. 

In addition to supplying most requests from 
a minimum stock of four sizes, you can give 
your customers the five outstanding benefits 
of PurOlator Micronic filtration—no matter 
what filter is installed on their job. 


Water and acid resistant element. 


Uniform density filtering to .0005”. 


F 
Zz 
3. No channeling or ‘‘soft’’ spots. 
4. 


Will not shrink, distort, stretch, flake 
or deteriorate. 


5. A guaranteed filtering capacity of over 
100 gallons per hour U.L. approved. 


r--MAIL COUPON FOR FREE CROSS-REFERENCE CHART-— 


This handy guide shows you, instantly, the filter 
refilis which may be used, interchangeably, in all 
leading filter units. 


PUROLATOR 


PRODUCTS, INC. 
“FIRST iN THE FIELD OF FILTERING” 


Purolator Products Co., Inc. 
Rahway, New Jersey 


Please send me copies of your Oil Burner Filter 
Element Cross-Reference Chart. 


Name 





Address___ EES a SESE ae POS A 


(| en ee ee 


Tink gure atthe Guniesaihs inks dine ees tees- ens 


Rahway, New lersey and Toronto, Ontario, Canada 


A 
jue 





every 
furnace, 
boiler, 

and 

air 
conditioning 
cleaning 
problem 
answered 


by _ of 





This man could have been using inadequate equip- 
ment, but he’s not. His boss knows that PREMIER’S 
complete line of vacuums and tools is designed to 
satisfy the needs of any cleaning operation efficiently 
and economically. 


Why not let PREMIER help ; ' 
you in your job? Send for free details today! 


Gordon L. Bowman, General Sales Manager 

The PREMIER Company, Dept. : 

755 Woodlawn Ave., St. Paul 1, Minnesota « MIdway 9-7002 
35 Gerrard St. West, Toronto 2, Canada 

Please rush me free details on PREMIER furnace, boiler, and air 
conditioning cleaning equipment and FREE information on how 
I can aa maintenance costs by choosing the right machine for 
my job! 


Name 
Address 
City. 








State 





iT ty tt lll 
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cleaning capacity of 800-1200 cfm. Size is 18” high x 3" 
wide x 26” deep. The unit also is equipped with an acy, 
vated carbon filter to remove smog, odors, gases and smoke 

Made by: Radex Corp., 2076 Elston Ave., Chicago, II) 


Circle E16 on coupon, page 136 





lron Fireman "'MicroMist'' Burner uses 
No. 5 Fueloil for automatic Heating 





USE of low cost No. 5 fueloil for fully automatic heating 
of commercial buildings is accomplished with the new Iron 
Fireman “MicroMist”  oil- 
burners. 

Heart of the MicroMist 
burner is a supercharger, or 
compressor. The oil is me- 
chanically atomized as oil and 
primary air pass into the 
compressor. The compressor- 
atomizer reduces the oil 
spray, by heat of compression, to a microscopic air-oil mis. 

Direct electric ignition is used and all burners in th ° § 
line operate with a single motor. Each model—burne: 
range in capacity from 3 to 25 gph—may be equipped 
for manually adjustable fixed firing rate, for high-low two 
position firing, or for fully modulated firing with low-fr 
start. 

The MicroMist burners are available with or without 
electric heaters. All models are shipped as packaged units, 
completely assembled, wired and tested at the factory [ 

Made by: Iron Fireman Manufacturing Co., Cleveland, 
Ohio. 


Circle E17 on coupon, page | 36 
Golden Twin highboy Units highlight 


Mueller Climatrol anniversary Line 


HIGHLIGHT of the Golden Line of summer and winter ar 
conditioners introduced by Mueller Climatrol in its 100t! 
anniversary year are the 
Golden Twin highboy units, 
a self-contained summer air- 
conditioning unit, Type 906, 
and a highboy oil (Type 224) 
or gas (Type 124) winter 
airconditioner. 

The cooling twin has its 
own blower, has automatic 
dampers and is completely 
automatic. The heavy gauge 
steel cabinet is finished in a 
Mountain Spring green with 
Traditional Gold front panel. It is available in 2, $ % 
hp sizes. The matching oilfired heating unit is available ™ 
three sizes: 100,000, 125,000 and 150,000 Btu input. 

Also in the Golden Line is a low boy winter aircond’ 
tioner, either gas- or oil-fired, in four sizes, 90,000 « 
150,000 Btu input, and Jess than four feet high. 

Made by: Mueller-Climatrol, Milwaukee, Wis. 

Circle E18 on coupon, page | 36 
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where’s my fuel? 


Degree-day or calendar day delivery scheduling, when done the 
Burroughs Sensimatic way, ends calls like these. Keeps customers 
happy through a simple, sure, automatic delivery. 


nter alr’ 
rs 100th 























Customers get their fuel before they need it. Your trucks make 
maximum fuel delivery per stop. Daily routes can be planned 
for lowest cost. Expensive emergency calls virtually end. 


And office work is streamlined, too, because Sensimatic auto- 
matically does most of your accounting and billing. For example, 
it prepares customers’ statements and delivery records at the 
same time, quickly shows location of customer delivery sched- 
ules, automatically computes and prints next delivery day, 
accumulates total fuel delivered by each driver. No need to 
rehandle figures or prepare duplicate records. 





Our representative will show you how well degree-day 
or calendar day accounting the Sensimatic way will work 
for you. Or, write Burroughs Corporation, Detroit 32, Mich. 


“Burroughs” and “Sensimatic” are trademarks 


x 
Burroughs Burroughs Sensimatic 
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. . . « New Products 


Eckhart's new Korth Shell Head Burners 





tion system and is shipped complete with refrigerant charge 









provide for external air Adjustment and factory-wired operating and protective controls, Fo, 
; : outdoor installations, the air-cooled Flow-Pac is weather 

EXTERNAL air adjustment is provided for in two new Eck- protected. 

hart Korth Shell Head oilburner models, sr-sH-3 in sizes Made by: Acme Industries, Inc., Jackson, Mich 

3.0-4.50 gph, and Model T-3sH-10 in Circle E20 on coupon, page 136 





sizes 4.0-7.0 gph. The Korth Shell Ay, 


Heads have one-piece, cast housing, 





: | von fi Model 75 ''Turbo-Vac" Vacuum-Blower 
heavy cast-iron pedestal and GE or | gama : d| ae ° 
,. C newest and largest in Kent Line 


Ohio Ye hp flange type motors with 


thermal overload. LARGEST UNIT in the Kent vacuum and blower line of 







Made by: Eckhart Mfg. Co., Inc., “Turbo-Vac” cleaners is the new Model 75 with a tank 
Union, N. J. capacity of 1-2/3 bushels or 10 gallons. Tank is easily 
Circle E19 on coupon, page 136 removed even when filled because of foot-operated “Auto 

Lift” which places it in convenient lift-out position. Heayy 

Compact new Acme liquid Chillers gauge steel tank is plastisol-lined to prevent rusting, By 
suited to multi-unit Installation pass type, 1 hp motor has intake volume of 135 cfm 






Made by: Kent Co., Inc., Rome, N. Y. 
Circle E21 on coupon, page 136 






TWO new packaged water chillers, one water-cooled and 
the other air-cooled, have been introduced by Acme In- 
dustries, under its Flow-Pac trade- | 
mark for either airconditioning or | 
industrial liquid cooling applica’ | 
tions. Because of their compact- 
ness, multiple-unit installations are 
possible to supply the exact capac- 
ity needed. 







Addition of seven new Airconditioners 
to Permaglas Line brings Total to 47 







ADDITION of seven new models gives the Permaglas line 
of air-cooled and water-cooled airconditioning equipment 
a total of 47 basic cooling units. Three of the new models 
are self-contained airconditioners in sizes of 134, 2 and 3V/ 

Capacities of the units range hp. Normally for attic or basement window installation, 
from 1% through 5 hp. Each unit has hermetic refrigera- they are adaptable also to wall mounting. 


















Give Your Customers 
the Famous Filtering Efficiency 
































of Wool Felt—GENUINE GF CARTRIDGES | 
One look at a General Filters Replacement Cartridge tells OL 
you here is more than cotton waste or impregnated paper. hand 
Here is the finest WOOL FELT — plus fine mesh screen prod 
iw * FAMOUS ‘center core (with patented treatment!) that positively pre- tha 
y 1s ORIGIN a" FOR vents lint from escaping into oil lines. This specially treated ’ 
FINER core eliminates danger of oil bypassing, and provides finer 
WOOL HF FILTRATION 


filtration by making inner surfaces of the felt more dense. 
Here also is practical “step-back’” cartridge design for 
more usable filtering area—and cleaner, better burning oils. 


“STEP-BACK” 
DESIGN 






Shops featuring famous GF cartridges need stock and sell 
only one line . . . because Generals fit practically every 
filter housing made! Regardless what filter you've been 
selling, make sure of renewing filtering efficiency every 
season (and making a handsome profit) by installing @ 
genuine GF cartridge replacement! 









GENERAL FILTERS, INC. 
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Cote St. Paul Terminal Modernized 


15 MARLOW VERTICAL SELF-PRIMERS USED 
TO HANDLE WIDE VARIETY OF PRODUCTS 


Imperial Oil Limited, at its Cote 
St. Paul Terminal, Montreal, Canada, 
handles a wide variety of petroleum 
products. Included in these are naph- 
tha, aviation gasoline, kerosene, 





3 Marlow Vertical self-priming centrifugal 
<—. both truck loading racks and barrel 

at Imperial Oil Limited Plant in 
Montreal, Canada. 


stove oil, furnace, diesel and fuel 
oil. A loading rack with 12 load- 
ing arms is used for loading tank 
trucks, and barrel filling is done as 
well. Imperial Oil Limited modern- 
ized their facilities at this plant re- 
cently and installed 15 Marlow verti- 
cal, self-priming, centrifugal pumps to 
handle the various products. The 
Marlow pumps have proved to be ef- 
ficient and economical. 

This is one of hundreds of Ca- 
nadian installations where Marlow 
pumps are working well while ex- 
posed to all kinds of weather condi- 
tions. Marlow pumps are used in 
Bulk Plants and on Tank Trucks for 
long-lasting, trouble-free, fuel han- 
dling. Many user experiences are cov- 


ered in Bulletin PM-06, available on 


request. Write to Marlow Pumps, 
Midland Park, N. J. In Canada con- 
tact Pumps & Softeners, Limited, 


London. Canada. 


DIVISION OF 


BELL & GOSSETT CO. 


Midland Park, N. J. 
Morton Grove, Illinois Longview, Texas 
In Canada: PUMPS & SOFTENERS LTD., LONDON, ONTARIO 
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Point Out All 


Three Benefits 





Lower Fuel Bills 


Lightweight B&W IFB are engineered to 
insulate. They keep the heat where it belongs, in 
the firebox. That means increased efficiency. 


Better Combustion 


B&W IFB heat up faster than ordinary 
firebrick, then confine the heat to the firebox. 
This results in higher firebox temperatures, 
more complete combustion. 








Cleaner, Quieter Operation 


It's only logical that with better combustion, 

soot and odors will be materially reduced. B&W 
IFB also have excellent acoustic properties, 

thus assure quieter operation. 


Bigger oil sales mean higher profits for you. And 
one good way to get more oil accounts in your 
neighborhood is to sell oil burner fireboxes lined 
with B&W Insulating Firebrick. e Your customers 
will quickly appreciate—and tell their friends— 
about the 15% to 25% savings in fuel bills made 
possible by B&W Insulating Firebrick. These light- 
weight refractories have millions of tiny insulating 
air cells that bounce the heat back into the firebox. 
That means lower fuel bills, more complete com- 
bustion, clean and odorless heat. ¢ So build your 
reputation in your community by 
selling fireboxes made of B&W IFB 


on all conversion jobs. 


A Valuable Guide 
for Every Installer 


Send today for this Handbook! 











THE BABCOCK & WILCOX CO. 


Re fractorves Dir Stour 
Works: Augusta, Ga. 


General Offices: 161 East 42nd St., New York 17,N.Y. 












. . « « New Products 





The other four new units are each composed of ty, 
units: a remotely installed, air-cooled condenser coil ani 
an evaporator installed in the duct system. Evaporators 
are designed for use with either upward, downward oy 
horizontal air flow. Permaglas units are completely factory 
assembled and delivered with all the connections necessary 
to make normal installations. 

Made by: Permaglas Division, A. O. Smith Corp, 
Kankakee, Ill. 

Circle E23 on coupon below 


Thatcher introduces two new sealed 
Circuit, single-unit Airconditioners 


SINGLE-UNIT, sealed circuit central airconditioners added 
to the Thatcher line include an economy 2 hp model and 
a deluxe, high capacity 3 hp 
unit, both intended for resi- 
dential, commercial and light 
manufacturing use and suit- 
able to almost any kind of in- 
stallation. 





ed 


Goal yyy ong 


bee oa 


The units feature factory testing and assembly, extr 
large surface and airways for air noise reduction, ASRE 
rating, four-row condensers and hermetically sealed re 
frigeration components. 


Made by: Thatcher Furnace Co., Garwood, N. J. 


Circle E24 on coupon below 











READER SERVICE COUPON 


FUELOIL & OIL HEAT READER SERVICE 
2 West 45th St., New York 36 
REPLY CARD MAY ISSUE 
Mail Now—Coupon Expires July 31, 1957 





Circle numbers of new product items on which you 
want more information: 


NEW PRODUCTS 

El €2 €3 E4 E5 €& €7 €6 €E9 El0 
Ell £12 E13 E14 E15 E16 E17 E18 E19 E20 
E21 E22 €23 E24 





ADVERTISEMENTS—Give page number and name 
of advertiser about whose products you want more 
information. 


Page ..... Advetteer .i..>.. 0s... 2 





Weer’ CGMS 55% oo cicvsdis-o 6 6 ocarcsies eee Jeneunremees 


a, eee rer Position ....-+++*: 


SO dake Sekar ceed bees Vevedneecele eens ons iae 
Check Classification of principal dollar volume: 

C Fuelofi Dealer (] Parts and Equipment Jobber () Manufacturer 
(0) Manufacturer Employee ({] Manufacturers Rep. [ 

Dealer () Other 
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Another Walker Engineering Triumph! 


Nw! SHUR-FLO 
Draft Inducer-Regulator 


Corrects Troubles Caused 
by Insufficient Draft! 


Completely Engineered Combination Unit Sells 
for Much Less Than What You'd Expect To Pay! 


Here’s a new product that will correct any difficulty caused 
by insufficient draft...and correct it at a cost so low 
it’s almost unbelievable! 

The new Walker SHUR-FLO draft inducer-regulator com- 
bination both inspirates and regulates. After draft has 
been established by inducer fan, the sensitive automatic 
Walker regulator holds draft at maximum combustion 
efficiency. SHUR-FLO keeps chimney dry, stops pulsation 
and smoking, eliminates soot and odors. 


Big Aid to Contractors and Installers 
With the Walker SHUR-FLO, contractors and installers 
can eliminate draft troubles in both old and new housing 
with a single installation. The product is particularly 
effective in modern homes where the trend is toward 
lower chimney heights. Installation is simple, fast and 
requires only elementary wiring provisions in most cases. 


my Tests Prove High Efficiency 
The Walker SHUR-FLO has been exhaustively tested by 
Look to Walker the largest and most prominent industrial research organ- 


FOR A COMPLETE LINE OF ization* in the world. Their findings show that this new 
DRAFT CONTROL PRODUCTS 2 § combination unit operates at highest efficiency under even 


: ; he most adverse conditions. » 
Walker, with over 30 years of draft control experi- ~ “sae 
ence, produces automatic regulators for a complete The SHUR-FLO unit is constructed of heavy gauge gal- 


, vanized steel. The motor is a heavy-duty, fractional H 
range of installations... from small space heaters : Pes ; , 


: : * ‘ that consumes little current. Motor is specially built for 
aa to the " : : : prey : 

leh largest heating plants in factories and multi draft inducer service and is mounted so that it is shielded 
ou ple housing projects. Be sure to inquire about the 


Waker Royal Purple Model, the enly automate J £m, chimney heat, Moor reuies litle, maintenance 
draft control that’s absolutely impregnable to soot, 8 


; iter rosion-resistant material 
carbon, co 3 as : ‘ 
ie ind rrosion, dust. Another Walker first in 9 For the full facts on this revolutionary unit, see your 
e industry! 


supplier or mail coupon below. “Rbianatiaiaaiinntach, 


GET THE FACTS NOW — MAIL COUPON AT ONCE! 


; Walker Manufacturing & Sales Corp. 
Type 34B gy 1750 Penn St. St. Joseph, Mo. Jf 
I Information please! Send me details on items I 
I checked. 


i CJ Walker SHUR-FLO Draft C] Industrial draft regulators for 4 
i Inducer Regulator schools, office buildings, ff 
apartments, stores and manufac- § 
turing plants. i 
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| [] Walker Royal Purple Model 


iF Automatic Draft Regulators 
a for small installations (space Venturi-Top chimney cap for i 
I heaters, circulators, water heaters, chimney trouble with back- 

rl trailer stoves, etc.) draft. 6 | 


‘ Your favorite supplier's name please (write in) § 

Eastern Exposition of Oil Heat and Cooling, i : rece i 
Hotel Statier, Boston, Mass., June 4, 5, 6 and 7. 3 City State i 
ET 
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VS, de MANUFACTURERS 
Me ACTIVITIES 


E. C. Myers named President 
of Sid Harvey Purchasing 


NAMED president of Sid Harvey Sup- 
ply Inc., a purchasing company wholly 
owned by the Associated Sid Harvey 
Companies, is Ellwood C. Meyers. 
The new company, which will pur- 
chase in bulk all new replacement 





parts stocked by the 47 Sid Harvey 
stores, will have its headquarters in 
Valley Stream, N. Y. 

Other officers are Sid Harvey, presi- 
dent of Sid Harvey Inc., who is chair- 
man of the board of the new company; 
Stephen R. Harvey, vice-president; 
Dorthea E. Lutz, secretary, and Edna 
E. Loeffler, treasurer. 

Directors of the new corporation 
are Sid Harvey, William C. Archer, 
Mathias P. Bernard, Walter L. Ber- 
nard, Stephen R. Harvey, Joseph R. 
Ziminski. 


MURRAY Says: 









SILENT-FLAME: One-Piece Casting, ) 
Precision-Machined, Finest Compo- 
nents—You Can’t Buy a Better Burner 
at ANY Price! 





sft 








TOP QUALITY—PRICED COMPETITIVELY! 


<4 Model TB 
.75 to 3.0 Gph 
One-Piece Cast 
Aluminum Housing 


Quality 
Bronze 
Sump 
Pump: 








for YOU! 


Priced Burner specific 
Your Unit! 





- MANUFACTURERS! 
Model YBN* 


is Engineered 


*Your Brand Name. Call Us Now 
— we'll engineer this st Low- 
ally to Marry 


Model 
G 200 














Reps and Distributors — Some Exclusive Territories 


Available — Contact Us Today! 
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John Goodwillie, James Lund 


vice-presidents of Dole Valve 


APPOINTED vice-presidents of The Dole 
Valve Co., Chicago, Ill., are John J 
Goodwillie, former assistant vice. 
president in charge of sales, and James 
K. Lund, an assistant vice-president in 
the engineering and research depart 
ments. 

Newly-appointed assistant vice. 
presidents are John A. Kovas, former. 
ly in charge of new product sales re. 
search; S. G, Eskin, formerly engaged 
in research and development projects, 
and Elmer A. Skowbo, who had been 


manager of the Detroit office. 


Lebanon, Pa., Plant closed 
by Kewanee Boiler Division 


OPERATIONS in the Lebanon, Pa., plant 
of the Kewanee Boiler Division, 
American-Standard, will be discon 
tinued May 29, E. M. Palmer, division 
president, has announced. Residential 
boilers previously made at the plant 
will be produced at the Kewanee, Ill., 
plant. 

Customers formerly serviced from 
Lebanon will receive deliveries from 
Eastern warehouse facilities. The 
Lebanon plant, leased from the Navy 
since 1950, is to be used as a medical 
supply depot in the Civil Defense 
Program. 





Winner of the first of four Zenith 
Transistor radios given away by the 
Federal Boiler Co. during the recent 
Heating & Air Conditioning show in 
Chicago was H. Wolf, Berlin, Ger 
many, heating exporter and importer. 
Above, Wolf, left, receives his prize 
from James Legg of Federal. Other 
winners were Irving Withall, Withal 
Plumbing, Chicago; H. T. Shank, H 
B. Shank €& Sons, Ft. Wayne; Robert 
Abernethy, Black Plumbing and Heat: 
ing Co., Kingsport, Tenn. 
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You Can Save Time and Money 
With This New Complete 

td Comprehensive Third 

mn F000 Edition 500 


Part- HEATING BOILER 
ROILERS of TRADE NAMES 


CON BOILER REFERENCE Book 


vers, Service Men, Heating Contrac- 
all Heating men will find it a vast 
servoir of help— 


Dole 
hn J. 
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Now Off The Press—Immediate Delivery! 


his new Third Edition contains much more data than the second 
~ which was published many years ago. The size is 8% 
4~ very handy and convenient, it contains more than 200 
ty carries ratings on domestic heating boilers up to 3,000 
Jeet of steam and equivalent Hot Water. 

i ratings are taken from the Manufacturer’s own statements 
tilications and technical information. 

uting Contractors and all persons engaged in installation of 
p ling Dealers, Salesmen, Estimators and Service men, 
highly endorsed the accuracy of information and stated how 
Bee, they derived from the contents of Beacon Boiler Refer- 


pg are certain, will also find it very valuable, helpful 


a holding the price down to $4.00 a copy, in spite of mounting 
» Daper, publishing and other costs. 


Your ry Today! Please Mail Remittance 
With Your Order. $4.00. 


LOIL & OILHEAT 
2 West 45 St., New York 36, N. Y. 








 & Oitheat 
45 St, New York 36, N. Y. 
lease ship nnn... copies of BEACON BOILER REFERENCE 
*K @ $4.00 each................. 
State iss. iso. ose cee ae 
* our check for this order 
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LEAN UP 


WITH GOOD TOOLS 


—Get ‘em at SID HARVEY’S 


HARVEY FURNACE 
VACUUM CLEANER 
With a powerful motor gives 
you the suction you need. 
DOUBLE PROTECTION 


Two inside dust bags give you 
better filtering action and 
complete protection against 
nasty blow-outs. 


Complete with Attachments 


Harvey Jr............... $ 99.50 
Harvey De-luxe..... 111.65 





ATTACHMENTS & SPARE PARTS 


For other cleaners including G.E., PREMIER, KENT, 
DOYLE, TORNADO and SUPER SUCTION, fully described 
in SID HARVEY'S catalog — Ask for it. 


FURNACE & 


DUCT BRUSHES 


Stubborn soot and scale is 
removed quickly when you use 
the proper brush. Sid Harvey’s 
has ’em all. 

















SOOT GUNS & 
SOOT DESTROYERS 
Clean out soot from places that 
Vacuum Cleaners or Brushes can’t 
reach. 


av YARNEN VAC. 


VALLEN STREAM WEW WORK 


Sanvey imenovll 


‘oT pestRoY! 


“See gas pinta 5! 
Om exprosi¥® 
10 use 





AVAILABLE AT ALL 47 SID HARVEY STORES 
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; h n 
only FAV E R-Tl T E auick Couplings 


can make all these claims 





Superior quality 
—precision machined 













Uniform wall thickness 


—no weak see 


Extra heavy reinforcing rim 














Larger diameter cam ears 
for longer service life 










































Extra ‘ 
Hi-Strength Stainless ¥ 
forged Steel pins 
handles —greater 
—greater safety and 
economy longer 
service 










Uniform heavy wall thickness 
—no weak spots 

















Recess retains gasket 
in coupler and assures 
proper placement 


Superior quality 
—precision machined 
—accurate tolerances 


EVER -TITE COUPLING CO. INC., 254 WEST 54th STREET, NEW YORK 19 
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VIKING All-Weather PUMPS 


SINGLE OR TWIN TYPE 


Wah aale eal —totalolallecvel {lol l-Meol al olelel diate] 





When you install Viking all- 
weather, positive displacement 
pumps, you have FAST self- 
priming and smooth delivery. 
Choice of single or twin units for 
pumping one or more liquids 
with one unit. You can cut costs 


by installing these units outdoors, 
without protection. Integral re- 
lief valves on pump heads enable 
you to close discharge lines. 
Choice of mechanical seals or 
conventional packing. Twin units 
have individual clutches. 


For complete information, send today for 
Catalogs Bee and Gee. 


VIKING PUMP COMPANY 


Cedar Falls, lowa, U.S.A. in Canada, it's “"ROTO-KING" pumps 
See our Catalog in Sweets 














. Manutacturers Ivities 


Amer.-Standard cooling Unit 
finance Plan for mass Appeal 


A NEW, low-cost cooling unit anj ; 
new time-payment plan were int, 
duced by American-Standard Aj 
Conditioning Division at a Series of 
distributor sales meetings in Atlant 


Washington, D. C., Chicago, inf 


Pittsburgh. 


The new cooling unit, the Mods 
AcP, air-cooled package type centrif 
airconditioner, can be completely jn. 
stalled with grilles, registers, and pre 
fabricated fiberglass duct system for 
little as $25 per month on Americay. 
Standard’s Air Conditioning Division 
Home Comfort Payment Plan, Avail 
able in 2 and 3% hp. sizes and rated 
at 22,000 and 36,000 Btuh respectiv:: 
ly, the ACP units are equipped with 
twin compressors. 

To assist the dealer in his promy 
tion of the new unit, the Air Cond: 
tioning Division has designed a dealer 
direct mail advertising 
backed by a national advertising sched 
ule in consumer magazines. 


program, 


The meetings were attended by 177 
men representing 85 distributors from! 
the East Coast and Mid-West area: 
The Air Conditioning Division was 
represented by T. W. McNeill, pres’ 
dent; W. H. Baker, vice-president, 
sales; H. E. Rossell, sales manager: 
W. W. Woodroof, cooling sales man 
ager; W. P. Sheehan, advertising and 
sales promotion manager; district 
managers and district representative: 

At a luncheon session, McNeill div 
cussed the vast potential for warm 
air heating and airconditioning dealer 
in the modernization market say!tf 
that, despite the tight money situation 
there is no problem in obtaining a” 
ple funds for both major home 
provement and_ privately finance! 
mortgages and that these fields ol 
the best profit possibilities for the # 
conditioning dealer. 


York-Shipley will acquire 
other Companies for Growth 


EXPANSION PLANS of York: Shipley 
Inc., York, Pa., include the acqy* 
tion of companies both within as? 
outside the heating industry, a 
ing to President S. H. Shipley. 
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Mack cabs are a lesson in compact, functional design. The 
extra space yOu pick up with a Mack B Model cab goes 


fight into increased payloads. — 


% 


Mack trucks earn more... get more done... because 

































PART FOR PART, MACK TRUCKS ARE THE BEST BUILT 


Take the Mack B Model Cab! 


Its a compact, handsome unit that’s packed with 
advanced features for safety, economy, driving ease 
an¢ million-mile durability. 


* Drivers like the roomy comfort, the draft-free ventila- 
tion, the smoothly operating controls and unsurpassed 
visibility. 

*Mechanics like the engine accessibility and the wide, 
wide working area when the hood is up .. . the quickly 
removable door panels, instrument panels and fenders 


++. and the easily accessible fuse board in the glove 
compartment. 


*You will like the rugged strength that underlines their 
safety... the greater payloads ... the stamina that 
tolls back upkeep costs and the handsome lines that add 
Prestige to any fleet. 


And the same uncompromising superiority is built 
Into every Mack component: engines, transmissions, 

, frames and rear ends. Part for part, no other 
ttuck is built like a Mack, stands up like a Mack, 
orhas the low-upkeep, high-performance, higher earn- 
Ig power of a Mack. Mack Trucks, Inc., Plainfield, 
‘New Jersey, In Canada: Mack Trucks of Canada, Ltd. 











UNITIZED construc- 
tion—an important 
Mack exclusive 


Mack B Model cabs 
need less attention, ride 
more bps { keep their 
rugged good looks long- 
er than any other make 
. .. thanks in large part 
to Mack’s unitized cab- 
and-front-end construc- 
tion. 


Cab, fenders, running 
boards, hood, and radi- 
a ator shell are mounted 

pis as a single unit that 
rides on four rubber cushions in a diamond pattern. 


Results? All components remain in line, unaffected by 
frame flexing. Components never “fight”? one another. 
Rattling, buzzing and squeaking are eliminated. And the 
whole cab can be removed as a single unit, in one fast 
hoisting operation, to expose the engine and chassis for 
faster powerplant removal or sheet metal repair. 





4696 


MACK 
first name for 
TRUCKS 
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‘We desire to acquire several resi- 
dential oil and gas equipment or com- 
ponent manufacturers in areas where 
we are not well represented, partic- 
ularly in the middle west,” Shipley 
said. ““Also it is our aim to add an air- 
conditioning manufacturing company. 
Outside the heating industry, we are 
interested in any company which will 
give us a diversification of products.” 

E. L. Shaffer, assistant to the presi- 
dent, has been placed in charge of the 
project of looking for and analyzing 
such companies. 









Participants in testimonial honorin 
August Schramm, president of Renick 
& Mahoney, Inc., for his 30 years 
service to the organization, held in 
New York March 8, were, |, tor, 
Arthur Schramm, vice-president; Mrs, Inst 
Arthur Schramm, August Schramm, 
Mrs. August Schramm and Johannes 
Kuhland, senior salesman with 5 
years service. 





Se ee oS SCC 











August Schramm is honored 
on 30th Year with Company 


A TESTIMONIAL honoring August 
Schramm, president of Renick @ Me 
honey, Inc., New York, N. Y., on the a 
anniversary of his 30 years with the # — 
firm was given on March 8. Also hon 
ored was Johannes Kuhland, senior 
salesman, who has been with the com 
pany for 25 years. 

Renick & Mahoney, Inc., a leading 
oil equipment distributor serving the 
oil industry for more than 30 years, 
recently was appointed the exclusive Aa 











distributor for Hewitt-Robins petro 
leum industry hose products in the 
Heat-Resisting Save time and money by fabricating your New York-New Jersey area. 7 
: oil burner combustion chambers from 
Sheared to Size sheared-to-size Ingersoll heat-resisting Penn issues 1957 Catalogs 
stainless steel. of heating-cooling Controls 
ee This special steel is correct in analysis GE 
Advantages of Heat ; ; NEW CATALOGS for heating and cooling ) 
atti ho eet Relisting to withstand high temperatures . . . con- vita S pias 2 
Steel Combustion Chambers ‘ . ‘ : airconditioning controls have been 4 
sistently uniform in quality . . . and has is Inc an 
|  @No breakage in shipment : ‘ ss nounced by Penn Controls, 1, Bi) 4 
' or handling exceptional forming characteristics. t, books 
ie : ; ; Goshen, Ind. Featured in bot SH) pe 
| . @lighter weight lowers Ingersoll will custom shear it to your ; ame site sat ‘ 
“freight costs : : ‘ is the Penn “Rimset” thermosti §) 
| fb Qvicker heating— specified blank sizes, or multiples thereof available for heating only, cooling Mi) % 
re enemy (depending on size). And Ingersoll’s <a . ‘in. | bn 
@Cleaner heat— A sate only or combination heating-coo!m, W 
better temperature control flexible facilities are geared to handle ag 
sail haa dae lie ith pene Shown for the first time in the 
sth “a ee ae ee ing catalog is the Series 680 sack 
eee controls with automatic recycling a” 


Ingersoll does not fabricate combustion chambers low volta ge prote ction. 





Write, 4 hi Bulletin 1508 for heating a 

we 2 = letin 1487 for cooling are availa 

or phone n e ° STEEL DIVISION f -p C 1 tae Goshen, 
for details Borg-Warner Corporation rom Fenn Controls, 7 


(a=| ae l[ 


New Castle, Indiana Ind. 


May 
1957 
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theldeal Unit 


forevery Job... 
LARGE orSMALL 


Whe Finest Furer © 
INSTR Ce 
*X 
KSEROO 








Here's the one filter unit that satisfies both cus- 
tomer and dealer requirements. Designed by 
heating engineers to prevent clogging of burner 
nozzles and provide trouble-free service of oil 
heating systems. Continuous, complete filtration 
traps all dust, dirt, sludge, rust and other im- 
purities. 

One model with 90 g.p.h. capacity handles most 
filtering jobs. Only one unit to stock—solves in- 
ventory problems. 

Simple to install with minimum of fittings. Easy 
to service with replaceable Federal C-77 cart- 
ridge which fits all leading filters. Low initial 
cost makes it easy to sell. 

Mention Federal Filter on every call to give your 
customers trouble-free heat for less money. Con- 
tact your distributor or write to Dept. O-4. 


NORWOOD PRODUCTS CO. 


(DIVISION OF A. R. WOOD MF’G. CO.) 


LUVERNE, MINNESOTA 








PUMP OR BURNER 
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SINCE 1908 
COMBUSTION 
am CHAMBERS 


Tough 
... and flawless! 


GEM Combustion Chambers are die formed from hi-grade 

lightweicht insulating materials and then kiln-fired to with- 

sand 2300° F temperatures . . . that’s why they're “tough” 

and give years of “flawless” performance. GEM’s construc- 

guarantees high combustion efficiency and excellent 
with high or low pressure burners. 

The universal design of GEM Chambers enables fast and 
‘asy installations in any boiler or furnace. The scientific 
“float packaging” used assures maximum protection from 
breakage. Enjoy GEM's many advantages on your jobs— 
Write Today! 


designs to meet furnace and boiler manufac- 











prompt free estimates. 











turers 
invi tions are our specialty. Inquiries are 





GE CLAY FORMING CO. 
Reo Sebring, Ohio ©* Phone: 8-6141 


Mig’s. of RADIANTS © BACKWALLS © STOVE LINERS 
COMBUSTION CHAMBERS * INSULATING BRICK ¢ ELEMENTS 











5 NOW there are 14 


Hopgriie 


+ ++ a size and type Humidifier for every furnace installation. 

















SERIES 555 
Fits any straight side 
warm air furnace. 












Corrosion resis- 
tant, stainless steel 
vapor pan 4” x 15’. Com- 
pletely assembled for quick and 
easy installation. 










































New copper overflow on Model 555C. 





New sensitive 

thermostats as- 

sure balanced 
humidity. 









































SERIES 577 
Stainless steel. Ad- 
justable to sloping or 
straight bonnet furnaces. 
Pre-assembly cuts labor time and 
installing costs. 


WRITE FOR CATALOG FO-5 






























For residential use. 
Comes pre-wired and 
completely assembled 
in three sizes: 66,600 
BTUH, 78,600 BTUH, 
98,200 BTUH net—gas 
or oil fired. 















Send for form 
No. M-556 
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DEGREE DAY SYSTEMS . wooosiDE 77 wy y 


04362 
The BURNER SERVICE Co. 
4390 ENNY AVENUE 
HAWKINS, N. J. 
BE 5-5245 
$< 


NAME 









Collect 





ADDRESS 






INVOICE To 
TROUBLE REPORTED. 


CAUSE OF TROUBLE 


FoisneD 
A.M. 





?.M. 
TOTAL TIME 







Cleaned Smoke Pipe") Oiled Circulator 
Chimney Base 


0) Oiled Bio 
Controls [") Otled Motors ies 


a) 
PARTS and MATERIALS, . 


| 


cost or | 
PARTS j 








MEN TOTAL OF HOURS LABOR @ 


THIS IS YOUR PAY THIS 
INVOICE 


AMOUNT 
OWNER ( Acent © Tenant 


This apparatus is now working ati 
USTOMER ‘§ 
SIGNATURE X 
RECD. 
Parment 5 


COST OF 
LABOR 















SAVE 

MONEY 

INCREASE 

EFFICIENCY 

Make service billing 

and service charges 

as easily understood 

- as fuel oil meter tickets. 
SEND FOR FREE SAMPLE 


DEGREE DAY SYSTEMS 
WOODSIDE 77, N. Y. 




























Superior Filtering for all 
Oil Burning Equipment! 


Kam cx 


PaeeEL OL FILTERS 


There's a Klemm Fuel 

Filter for every standard 

burner using No. 1 and 

2 fuel oil. Your choice... 

metal or glass bowl. 

“Millions Since 1932." 

1. Practically no flow 
resistance—true 
depth filtration. 

. Simplified construc- 
tion for simplified 
service...no tools 
required. 

. Eliminates nozzle and 
line clogging for 
increased burner 
efficiency. 

4.All parts...Hi- 

Chrome and Brushed 

Zine. 










FF-430 U/L FF-430G 


ny 





[*) 





PK-150 U/L 














chemistone 
Contr ed porosity element assures 


spark Q 
minute. Traps water 


crystal-clean fuel oil every 
removes dust, 


rust and scale 


Klemm PRODUCTS 


Division of 
KLEMM AUTOMOTIVE PRODUCTS COMPANY 
1722 Worth Damen Avenue » Chicago 47, Illinois 
EXPORT: Guiterman Co., Inc., New York 4 
CANADA: Elgee, Ltd., Toronto 
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Breaking ground for the research center with a silvered spade is L. N. Hunter 





senior vice-president of National-U. S. Radiator Corp., who will be director of 

the new center. Flanking Hunter are John W. James, president of the American 

Society of Heating and Air Conditioning Engineers, and Theodore B. Focke 
company president. 





National-U. S. Radiator builds 
$1-Million Research Center 


MILLION DOLLAR “Research Park En- 
gineering Center” is being built in 
suburban Johnstown, Pa., by National- 
U. S. Radiator Corp., heating and air- 
conditioning manufacturers, in antici- 
pation of the great increase in use of 
airconditioning as well as better heat- 
ing that has been forecast. 

The Center, to be completed by 
early 1958, will be headquarters for 
development teams and top research 
engineers from every segment of the 
heating and airconditioning fields. 
With the most up-to-date and com- 
pletely equipped research and devel- 
opment laboratories at their disposal, 
the groups will investigate avenues of 
possible improvement in comfortable, 


Million dollar “Research Park Engineering Center’ of National-U. S. Radiator 
Corp. in suburban Johnstown, Pa., will feature flexible design with mov 
interior walls, glass-paneled exterior ones. 


May 


1957 


healthful heating and airconditioning 
systems for residential and commercial 
use. 

The building uses the most flexible 
of designs with interior walls literally 
movable. Outside walls on all sides 
are to be made up of individual win 
dow-panel units. 

At groundbreaking ceremonies held 
February 13, the first spadeful of earth 
was turned with a silvered shovel by 
L. N. Hunter, senior vice-president, 
who will be director of the Center. 
The ceremony followed a luncheon at’ 
tended by business and community 
leaders from Johnstown, Pittsburgh, 
Altoona and Cleveland. John W. 
James, president of the American Sv 
ciety of Heating and Air Conditiow 
ing Engineers, gave the principal ad’ 
dress. 
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WHY 
and HOW! 


Illustrates instruments 
and gages...diagrams 


fo use 


their installation 


and on-the-job use... 


charts valuable 


performance data. 


For the efficient 


measurement of com- 
bustion « draft * pressure 
flow * vacuum ° CO? * smoke « 
velocity « static pressure « 
pressure differential « 


temperature « and others. 9 copy of thy if 




























FW. DWYER MFG. CO. 


P.O.BOX 373-G MICHIGAN CITY, INDIANA 





CONTROL Catalog 


.. tells where 


72-page GAGE and 
EW 








30-50-70 
Gallons Storage 


@ A size to meet every home 
requirement. Uses pressure burn- 
er,number 2 oil, and sells at popu- 
lar prices. Every feature for vol- 
ume sales. 

@ Alsomade ina booster mod- 
el with large pipe connections for 
use with an extra storage tank. This 
model is also suitable as a booster 
for 180 degree water. 


9 BSD 
O20°AMLON 


110 S. Dickinson St. @ Madison 4, Wis. 















ualuakle book 
today! 











Here's An Expert— 


THE COMMERCIAL INDUSTRIAL 
OILBURNING BOOK 


Computing boiler load 


Selecting burner size 


Combustion volume 


Boiler types 





Firebox construction 


Water cube boilers 


& seReES OF ARTICLES REPENTED 
-_ 


Sustolle oft eg 












Selection of burner 


ONLY $2.00 A COPY! And other valuable information 











Contains a series of articles of particular value to 
you, including 12 features by Kalman Steiner on 
the “Design of the Industrial Installation.” 





ORDER YOUR COPIES TODAY! 






2 West 45th Street 
New York 36, N. Y. 


hicloil } 
- 








fueloil & oil heat 















































iIRCO 
COMBUSTION 
CHAMBERS 


Add new design and new material 
to the thousand-year-old ceramic 
process—you get IRCO Mirro- 
Glo 


chambers. Preferred because they 


insulating-type refractory 
are pressed true to shape, easy to 
install, improve combustion, and 


are competitively priced anywhere 








in the United States. 


Standard Chambers—Book Tile—Baffles. 
Distributors in principal cities. 


Insulating Refractories Company 
SAN RAFAEL CALIF. 





RENICK & MAHONEY, inc 





EQUIPMENT THAT CUTS COSTS 













. 


WHEATON 


Spring Balance 


*%y 


LOADING 
ASSEMBLY 
These flexible, economical Whea- 
ton loaders feature shockless 


loading, long wear, and easy 
maintenance. 


Consult us now about your plant or truck 
equipment problems, or write for catalog. 


RENICK & MAHONEY, INC. 
380 Second Ave. (at 22nd St.) 
New York 10, N. Y. 


Complete Equipment for the Oil Trade 
SE RES Ea 


SERVICE 
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Northwest has ’Em all 
(Begins on page 78) 


ing gas equipment he would obtain 
more advantageous rates. Increasing 
electric heat sales finally disclosed that 
the anti-gas moves by the electric heat 
allies did not all bounce toward fueloil. 

To summarize the off-the-record re- 
ports, this is the impression received: 

1. Natural gas has made less prog- 
ress than had been anticipated. 

2. Very few existing fueloil accounts 
have been lost to gas. 

3. New home building has been 
slowed-down by financial restrictions, 
limiting the potential for gas jobs. 

4. Oil distributors have not been 
lulled into a false impression that gas 
will not become serious competition. 
They are not only aware that natural 
gas will become more competitive after 
distribution facilities are improved, 
but they know more gas is to be 
brought in from Canada. 

5. Two hikes in fueloil prices, posted 
within a few weeks, did not contribute 
to the oilheating dealers’ cause during 
a time when gas was getting started 
as a heating fuel. 

6. Because of a lack of demand for 
gas for domestic heating, the gas dis- 
tributors found it necessary to offer 
low rates for commercial heating, on 
an interruptible basis, Oil companies 
do not enjoy holding the bag. There 
are reports that some fueloil dealers are 
not agreeing to supply any oil on a 
standby basis unless the user agrees to 
purchase a specified percentage of 
what their annual requirements would 
be if no gas were installed, and that 
deliveries must be accepted at specified 
intervals. (Not determined by the 
availability of gas.) This does not help 
the sale of commercial gas installations. 

7. Fueloil distributors seem to be ap- 
proaching 100% in a decision to pro- 
vide burner service and sell and in- 
stall oilburning equipment. 

9. The rapid growth of electric heat- 
ing is admittedly becoming more seri- 
ous, but until an adequate supply of 
year-round power is assured, oilheat- 
ing men will not be worried. Inter- 
ruptible electric power is not consid- 
ered a real menace. 

10. Strong active associations have 
provided the necessary team work. 





Sparky on Airconditioner, 
(Begins on page 70) 


the system, and against motor over 
loads caused by excessive high-sid, 
pressure. 

The other pressure control ig af 
fected by the suction-side or low-side 
pressure of the compressor, and stops 
the compressor motor when the low. 
side pressure becomes too low fo, 
proper operation. It may stop the com 
pressor when the low side pressure 
drops below 10 or 20 Ibs. It prevents 
the development of a vacuum in a sys 
tem which has expansion valve trouble 
or which has lost some of its refriger 
ant. Developing a vacuum might caug 
air and moisture to enter the refriger 
ating system through the leaks from 
which the refrigerant escaped earlier, 
Insufficient low-side pressure contains 
a threat to the compressor motor—in 
cases of compressors having motors 
cooled by refrigerant gas entering the 
compressor-motor units. Insufficient 
low-side pressure would be accom 
panied by insufficient flow of refriger 
ant to cool the motors. In these cases, 








ACCURATE 
DEGREE DAY 
INFORMATION 


Automatically Computed 


The Johnson fuel demand meter 
dicates the net effect of sun—W 
and temperature on fuel oil cot 
sumption. Smooth out your degre 
day deliveries! 


WRITE: 


Johnson Degree Day Systems 


329 S. PITCHER ST. KALAMAZOO, MICH. 


| 





May 


1957 
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Morysville U-2 for 33, % 
or I ton chassis 






BEST BODY - BEST BUY 


¢14 and 16 ga. Body Steel (14 ga. Full-length Hinges with Brass Pins 
throughout for models rated 1 ton @Solidly Framed Doors and Panels 


up—19 ga. doors) ® Recessed, Spring-loaded Latches 
12 ga. Diamond Floor Plate with Individual Locks or Master 
@Heavy U-Channel Understructure Locking Device 

@Electric Welded throughout ® Fendix Undercoating (No Extra 


‘Telescoping Roof and Hinged Gate Charge) 
IMMEDIATE DELIVERY ¢ Distributors in Principal Cities 
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** Instrument check- 
ups open the doors 
to profitable equip- i 
ment sales.” : 


FYRITE 


) 189977 QUALITY INSTRUMENTS 
ti gy that Pay for Themselves 


The FYRITE Service Kit provides a complete set of accurate, 
quality-built combustion-testing instruments at the lowest cost. 
It includes the FYRITE CO 2 Indicator which is unsurpassed for 
fast, accurate flue gas analysis; and also contains the popular 
DRAFTRITE Draft Gauge and the 950° FE. 

mercury Stack Thermometer, all packed in 
a sturdy steel instrument chest. 


The chest is equipped with brackets for the mercury 
thermometer, and the TEMPOINT 200°-1000° F. Dial 
Thermometer shown at the right which may be sub- 
stituted for the mercury thermometer at slight extra cost. 


Ask your Jobber or Write for Bulletin 730 
BACHARACH INDUSTRIAL INSTRUMENT CO. 
200 N. BRADDOCK AVENUE—PITTSBURGH 8, PENNA. 





























OIL BURNER SERVICEMEN: 


ou fase 





‘tea, 









ELECTRODES 
GASKETS 
FUEL UNIT PARTS 
SERVICE TOOLS 
SHAFT SEALS 
ACCESSORIES 


HYDROVALVE’S precision 

| manufactured service parts 
guarantee top 
performance, quick 
installation and elimination 
of costly call-backs. 


HYDROVALVE’S 
engineering leadership 
_ also brings you time-saving 
tools to speed service calls 
save you money. 


For your FREE 

HYDROVALVE Catalog of 

tngineered replacement 

parts, shown actual size, 
today to: 



























HYDROVALVE CO. 


313 Utica Ave., Brooklyn 3, N. Y., BUckminster 4-1330 





CUT BOILER 
CLEANING 
COSTS... 


Clean-up 


with KENT! 


Takes a Kent to make soot scoot! 
And — in the big Kent line — 


you'll find vacuum cleaners for 








PRICE THIS ONE! 


any job you run into — every It’s the Kent Viking. No 
model packed with quality Kent pce Sag wn patna or 
features to help you cut messy my vsouner “a Neen 
clean-up time — remove soot — + A + i tool 
increase boiler efficiency. Clean KENT DOUBLE SUCTION 
with Kent — it really pays! (not illus.) 


Double fans for double 

wer. Fully enclosed dust- 

Extra 27 Gal. Dirt 

Tank. Just the vacuum 

MAIL cleaner you aes for heavy 
TODAY! duty boiler cleaning. 


B KENT 


The Kent Co., Inc., 434 Canal S$t., Rome, N.Y. 


| want to eliminate costly soot in my customers’ boilers. 
Send complete details on Kent equipment. 
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Ask your Counter-man for these THERMOLOK th 
SEE THE NEW THERMOLOK 


























Protects All 
Thermostat 
Settings 
Every church, gym, apt., indus- 
trial plant, etc., has been seek- 
ing this foolproof lock—not a 
chance to change the thermo- 
stat setting unless one has the 
special “Yale” type key. Easy 
to install—Just slip it on and 
turn key. 

Sold through your local jobber 


THERMOLOK MFG. CO. INC., 1099 Tulip Ave., Franklin Square, L.I., N.Y. 


use AQUALOK ano 


Lock Your 


Aquastat this Summer 


© Stop those nuisance 
Summer service calls 


@ Made to fit old 
& new Aquastats 


© One key fits both bs 
Aqualok and Thermolok — 























the motors are protected against over- 
heating by stopping them when the 
low-side pressure becomes lower than 
it should be. 

The pressure controls made for re- 
frigeration systems come in two types: 
(1) the type which provides automatic 
cut-in, which closes its circuit again 
automatically when the proper pres- 
sure is again established in the system, 
and (2) the type which, once open, re- 
mains open and keeps the compressor 
motor idle—until it has been re-set 
manually. 

The second, manually re-set type is 
extremely popular for typical auto- 
matic, unattended airconditioning in- 
stallations. By keeping the equipment 
idle after it has been stopped because 
of improper pressures, it gives notice 
of the misbehavior and invites repairs 
or adjustments to end the trouble. 

In a future issue of FUELOIL & OIL 
Heat, Sparky will give full details of 
the service difficulties he encountered 
the first year he serviced the 35 air- 
conditioning installations installed by 
the oil company he works for. He will 


add to his triumphs by outlining how 
in a few instances he helped other com- 
panies by adding to refrigeration sys 
tems some ideas of his own—advance- 
ments over the best ideas that could be 
dreamed up by men who had worked 
at refrigeration for years, 

After reading the preceding article, 
Sparky announced, “These generali- 
ties on the subject of airconditioning 
are all right. Every oilburner service- 
man starting to service refrigeration 
equipment should be told what you 
say in this article. 

“But these burner servicemen 
should be told one more thing: Read 
every word of the installation and 
service instructions provided by the 
manufacturer of the particular sum- 
mer airconditioning equipment. Then 
follow these instructions to the letter. 
For different refrigerants and different 
types of compressor equipment, and 
for different types of condensers, you 
have to set controls differently. You 
have to make different adjustments. 
You have to aim for different pressure- 
gage readings. You have to aim for dif- 





ferent temperature readings, 

“Before working on refrigeration 
equipment, learn all about it by read: 
ing -the manufacturer’s instructions 
Follow the instructions. If you get into 
unusual trouble, ask the manufactur: 
er for help. You should be installing 
only equipment made by a good, 
reputable manufacturer, who will give 
you help when you really need it. But 
don’t bother to ask for help, if you 
botched a job by installing or servic’ 
ing it in an ignorant fashion.” 

So 

Patrick F. Caputo, president of the 
Oil Heat Institute of Long Island, has 
been appointed to the newly-created 
post of distributor and dealer chair 
man for Nassau and Suffolk Cour 
ties, Oil Information Committee. He 
will act as liaison between primary 
suppliers and indepedent oil dealers 
and jobbers and will integrate the 
various OIC public education programs 
He is president of Rite Fuel Oil Corp. 
Hicksville, N. Y., and president of 
OHIL!. 

















SOOTMASTER 


V No Outside Bag 

V No Dust Bag to Empty 

V Disposable Filter for easy 
emptying of container 


Iuterested 7 Want more details? 
MASTER-CRAFT SUPPLY CO., 
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Contact your jobber or write us today. 
INC., Dept. FO, W. HAVERSTRAW, N. 


Distributed in Canada by: imperial Refractories, Ltd., Waterloo, Ontario 


Furmace Cleaner 


with Disposable Filter . . . 
CLEANS EASIER, SAFER, FASTER! 


V Leak-proof Dust Filters 

V Double Filter Protection 
VCompact - Light in Weight 
V Easy to Handle 
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/ give Expert Service 
and | use... 


APTHORP TRUE ALIGNMENT 


NOZZLES 





—— BOTH ARE PERFECT 

but one may be BETTER 

for a PARTICULAR BURNER 
than the other 











HOLLOW SPRAY SOLID SPRAY 


Every burner has a certain air pattern that is governed 
by the design of its particular head. Either an Apthorp 
Hollow Spray or Solid Spray Nozzle will mate best with 
this air pattern. By use of the right type, CO, will in- 
crease from 2% to 4%. 


"My Customers appreciate the DIFFERENCE!" 





For details, write to: 


BOSTON MACHINE ©! Heating Supplies Div. 
WORKS COMPANY 


LYNN, MASSACHUSETTS 

























Back Cover 


Front Panel 





LOWEST-PRICED QUALITY BASEBOARD | 
PER SQUARE FOOT OF RADIATION! 


PANEL LINE 


HANDSOMELY STYLED 


COPPER BASEBOARD RADIATION 


FREE STANDING OR RECESSED 


SINGLE TIER 
(See ratings below) 









APPROVED 1-B-R HOT WATER RATINGS 


Av. Water Temp. 
BTU/Hr/Lin. Ft. 
BTU/Hr/Lin. Ft. 


Hoff 


NEW MONEY-SAVING 
DEVELOPMENT 


. . « QUALITY ENGINEERED 


Copper Tube Aluminum Fin 


DOUBLE TIER 
(Ratings below X 1.40) 


Damper and Front 
Cover Brackets 


Fin Tube Hanger 
160 170 180 190 200 210 220 Gals. per hr. 
1 


480 530 590 640 700 750 800 
510 560 630 690 750 800 860 5 


‘Hey Darhoy’ mi 


680 BTU/HR/LIN. FT. 
at 180° WATER TEMP. 


MAKERS OF SQUARE-LINE 
RADIATION & CONVECTORS 





MANUFACTURING CO. 


BETHANY, CONN MEMBER 1I-B-R 


WRITE FOR LITERATURE AND INSTALLATION O 











A MOST USEFUL 


TOOL 


SY IN MAINTAINING A 
SUCCESSFUL BUSINESS 






SAMPLE SHEETS UPON REQUEST 


THE BRADFORD PRICE BOOK 


QUINCY 69, MASS. 
Serving the Plumbing & Heating Trades, over a '/3 of a century 











YOU KNOW YOU SAVE WITH OLSON THROTTLE 
CONTROL INSTALLED ON YOUR FUEL OIL TRUCKS 


No hand throttle adjustment necessary. Saves time. Some users 
increased gallons per minute setting because with OLSON 
THROTTLE CONTROL speed is increased only while nozzle is open. 
oil sold per day, less R. P. M. per gallon sold. Saves gas, oil, 

and also wear, 
You don’t increase your automobile engine speed with clutch 
— why increase your truck pumping speed with nozzle 


Idling speed of engine is maintained with pump engaged and 
closed. Engine speed, when nozzle is opened, is auto- 
matically increased to your pre-determined setting. 
OLSON TROTTLE CONTROL is easily installed. Give size of dis- 
je line when ordering. 
50 F.0.B. Raynham, Mass. Thirty Day Money Back Guarantee. 





(L808 THROTTLE CONTROL, BROADWAY, RAYNHAM, MASSACHUSETTS 
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WITHOUT 





DOWN TIME and with UNIT in SERVICE! 





Users’ Reports Tell How OYLTITE-Stik 


"|. to make instant repairs on base- 
ment storage tanks... . 


saver.’ 


can help you 


".. . to seal small holes of oil storage 
tanks, created through condensation.” 
An Illinois Contractor 


a great time 


A New York Oil Distributor 


|. . on seams of large oil tanks where 
weld was not perfect." 
A Wisconsin Fuel Company 


"|. . we punched a hole in the tank 
with an ice pick, then filled the tank 
and plugged the hole with the oil 
running out; it has held for months." 

A Maryland Contractor 


" .. has done such a good job we do 
not want a service man to be with- 
out one.” 

A Pennsylvania Heating Company 


". ., to repair leaks in domestic tanks 
inaccessible for repair by other meth- 
ods . . . most satisfactory.” 

A Canadian Contractor 


OYLTITE-Stik is one of the best time-savers and trouble-stoppers you can find. 
®@ See your suppliers for OYLTITE-Stik or write 
direct on company letterhead for free sample. 


fE 


LAKE CHEMICAL CO. 


3086 W. Carroll Ave., Chicago 12, Ill. 
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. . » « Manufacturers’ Activities 


Advertising’s best Buy 
(Begins on page 75) 


papers originating in the 300 largest 
cities account for 48 million of the 
total circulation. In other words, one- 
third of the newspapers have nearly 
90% of the circulation. 

These larger newspapers have a 
much lower cost-per-thousand than 
the remaining newspapers. 

In markets with more than one 
paper, each newspaper has its own 
specific characteristics which result 





largely from the editorial slant, and 
these variations in editorial direction 
will determine the basic audience for 
the newspaper. 

These characteristics must be re- 
searched carefully before the selection 
of newspapers for a media plan. 

An important decision in news- 
paper advertising concerns the size of 
the advertisements. The first factor in 
this decision should be the amount of 
space needed to adequately display 
and sell the product, and the next im- 
portant consideration is readership. 





gut gg \) STRONG 
q AD 
PROGRAM 








— A Sinclair | 
Fuel Oil Distributorship 


DEALS YOU 4 ACES 


& A Sinclair Fuel Oil Distributorship puts you in a pre- 
ferred position in the industry. Sinclair Fuel Oil is a 
preferred product because it’s a superior product—thanks 
to continuous research and improvement at Sinclair’s 
huge laboratories in Harvey, Illinois. 


ne 


) Ss 


A strong ad program promotes Sinclair Fuel Oils for 
Sinclair Distributors. Ads hit prospects at the local level. 


2 


oe No worry about supply! Sinclair’s tremendous produc- 
tion and storage facilities mean a steady, dependable 
source of supply. 


yw An informative sales training program strengthens the 
hand of Sinclair Distributors. 


You can have a more profitable business with Sinclair 
Fuel Oils containing RD-119®. Write to: Sinclair Refin- 
ing Company, 600 Fifth Avenue, New York 20, N. Y. 
Do it now. 


SINCLAIR FUEL OILS with RD-119° 
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Readership studies indicate that pas 
senger car advertisements, for exam, 
ple, sized less than 300 lines can be 
expected to receive an average of 8% 
male readership. Whereas, advertising 
measuring 1,500 lines can expect ty 
receive 27% readership. But, while 
very small advertisements may deliver 
more readers per dollar, they don't 
permit the advertiser to utilize fully 
the medium’s basic function of deliy. 
ering a full and convincing advertis 
ing message to the prospect. 

Very often, however, the size of the 
advertisement can be scaled down in 
the smaller city newspapers. There are 
two reasons for this, one being the 
higher cost-per-thousand for thee 
papers, the second reason is that there 
is generally less advertising, and fewer 
pages of editorial material hence, les 
competition for the reader's attention, 

Another step in the planning of 
newspaper advertising is the frequency 
of insertion. Basically, frequency de- 
pends upon these five considerations: 

1) The level of awareness that the 
advertiser seeks to maintain. 

2) The need to reach families at | TH 
the time they enter into the market $— 
for your product. 

3) Intensity required during peak 
opportunity periods—that is for sea 








PA Sas o 





} 
| 
| 
| 
| 


sonal promotions. | Ml 
4) Size of space—must be sufficient 

to present the sales message. | | 
5) The budget. rs 


As a final point on newspaper ad § 
vertising, I’d like to mention the ue | 
of color. Using a second color in news 
paper is often skipped over or rt Hf & | 
jected as a possibility because of the 
extra cost involved. But I'd like ME 
point out that if properly used, the 
second color can be a very valu 
asset. For example, a number of split: 
run studies were conducted on two 
color advertisements by the Milwaw . 
kee Journal. These studies showed that 
readership of the two-color ads w# ' 
48% higher than for black and white 
advertisements. This 48% gain ® 
readership is offset by only 32% ext" 
premium charged for the second ad 
So, you can sometimes advertise wi" 
greater efficiency if you make the 
vestment for two-color advertisement 

These are a few broad evaluation 
of the four basic media. The end fe 
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KEK-CLEANED ‘BOILERS: Sai 


LAST LONGER 
GIVE EVEN HEAT 
alse: 





WITH LESS FUEL 
~~ 


STEAM . AVOID 
FASTER AIR LOCK 























TONGUE & GROOVE 
JOINTS 
LITE-CAST : 
HI 
COMBUSTION CHAMBERS I MteETtt 
QUICK HEAT Wo) emai: » 
MONOGRAM has... FLOOR & WALLS 
137 Standard Designs and ° 
sizes of LITE-CAST Insulating | PRE-CAST FLOOR 
Refractory Combustion Cham- * 
bers for ALL Boilers and AIR SPACE 
Furnaces. BENEATH FLOOR 





-75 TO 12 GALLONS PER HOUR 











LAB OR AWOGR Y 
MADISON, NEW PERSEY 








MONOGRAM PRODUCTS CO., INC. 


731 NORTH 35th STREET, PHILADELPHIA 4, PA 








RAJAH TERMINALS 





FOR OIL BURNER SPARK PLUG 
IGNITION CONNECTIONS 
Made in Two Styles 
CRIMP TYPE and SOLDERLESS 


== 





Code Ne. C/T #11 


| THE RAJAH CO., 35 Verona Ave., Newark, N. J. 


Code Ne. $-SOS #11 






NEW YORK TECH 


America’s Foremost School . . . Famous for teaching 


OIL BURNER 
INSTALLATION AND SERVICING 
Also Courses im: REFRIGERATION & AIR CONDITIONING 


Remember NEW YORK TECH whether you have 


MEN TO TRAIN, or 
NEED TRAINED SERVICEMEN 


cait or weiteNEW YORK TECHNICAL INSTITUTE sv. 1910 


A Division of N.Y. Institute of Technology 
A non-profit educational institution 


500 Pacific St., Brooklyn, N. Y. @ MA 5-6220 














| MEL-GAUGES & WHISTLE ALARMS 


| & Mel-Sausage Tank Gauge with Whistle Alarm 


| * Mel-Whistle Alarms for NEW Tanks (No Adjust- 
ments Required) 


| 
| Now! A Complete Line of 


1 & Mel-Quick SNAP-ON Whistle Alarms for Old Tanks 
(No Pipe Grooving Required) 


% Mel-Fuel Oil Tank Gauges 


MEL-GAUGE CO., EAST HAVEN, CONN. 





XC} 2S | 
The PERFECT CLEANER and CONDITIONER 


for BOILERS and 
HEATING SYSTEMS 


Saves 10% to 30% in fuel costs. 
Easy to use. Safe — harmless — 
efficient. Non corrosive to Iron, Steel, 
Brass and Copper. One jar services 
from 1200 to 1900 square feet of 
standing radiation. 

Territories open for Distributors and 
Dealers. Complete information 

sent on request. 


Manufactured and sold in New England for over 30 years 























‘Use “CRESCENT PARTS” Service 


Serving St. Losis Trade Area 
"FACTORY REBUILT" Repair Exchange con- 


service on all popular makes at regular 
manufacturers list prices and trade discounts. 








NATIONAL 








Wholesalers! you cea 
depend on NATIONAL for 
Acceptability 
Experience 
QUALITY 
SERVICE 










REBUILTS 
ARE 








cmos (Crescent Parts and LET NATIONAL 
“\tetpotie- Honeywell . O1L—GAS—STOKER SOLVE YOUR 

a. Equipment Co., Inc. SERIE TRANSFORMER 

ss ea MAIN OFFICE ROSARIO EXCHANGE PROBLEMS 
Moet @ Pert, | 825-831 S. Boyle Ave. 

Pons St. Louis 10, Mo. & Accessories 

——— BRANCH Heating Spectaities NATIONAL REBUILDERS 
“ewld + Genera) 1140 St. Louis Ave. 1027 GRAND ST., BROOKLYN 11, N. Y. 
aia East St. Louis, Ill. 
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“MORE FURNACE 


Phone: INdependence 3-5127 


WM. W. MEYER & SONS, INC. 


Skokie, Ilinois 


8260 Elmwood Ave. 


sult of sound media selection, how- 
ever, will be a program tailored to fit 
the requirements of each specific pro- 
motion effort. The broad considera- 
tions that I’ve reviewed will vary con- 
siderably within each medium and 
from market to market. For example, 
any of you who have investigated the 
purchase of TV advertising in New 
York City will recognize that the price 
of this medium for all advertisers with 
limited marketing objectives is almost 
always completely prohibitive. In the 
case of newspaper advertising in New 









=» Versatile! 


we Attractively 


KING ENGINEERING CORP. 
Ann Arbor, Mich. 


MANUFACTURERS OF GAUGING EQUIPMENT FOR OVER 30 YEARS 


{o> ame EO) ° 















is built into the truck 


features. 


CLEANING PROFITS! 
THE GENERAL “SPACE SAVER” 


FURNACE CLEANER 


Fer continuous, profitable operation in all kinds of weather — add; 
30 to 60 more wae days to your working schedule. The entire system 

ody — lets you get in off the street for jobs yoy 
couldn't take before because of space problems. 


Heavy duty construction — powerful cleaning action. 40 H.P. 4 cylinder 
water-cooled engine. Inlet velocity of 8500 RPM ... 72 relpaceable bags 
. . . 56 cu. ft. hopper capacity . . 

. air distribution baffle, and many other items and work-saving 


WRITE, WIRE OR PHONE TODAY for complete details, or for 
information on the GENERAL "'GIANT'' FURNACE CLEANER 








. hinged cleanout . . . filter box inlet 






















York, a great deal of care must be de- 
voted to the valuation of the market 
prospects versus the circulation or 
audience of the eight or ten most im- 
portant papers. While the Daily 
News, with the largest circulation and 
most expensive line rate in the coun- 
try, will not do the job for one adver- 
tiser it will, on the other hand, be the 
most effective newspaper buy for an- 
other. 

Outdoor advertising in New York 
City is far less important than it is in 
the market of Los Angeles where eight 





million people are continually travel 
ing back and forth in automobiles, In 
some large metropolitan areas a single 
newspaper can do the job. In others 
and I can name Baltimore and Was 
ington from personal experience, tw 
newspapers should be purchased in or 
der to get full coverage of the market 
Each individual co-op program has 
to be worked out very carefully 
make sure that every dollar is invested 
in the medium that will provide maxi 
mum efficiency in presenting your ad 
vertising messages most effectively. 
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|| Order 
|| NOW 
| from your 
Jobber! 


SJ TET VETER 





38 AUSTIN 





Dealers! Contractors! Get Ready for 


| Specify Famous WORCESTER 
| BRUSHES and SCRAPERS 


for cleaning tubes and flues of 


© BOILERS © FURNACES © CHIMNE!S 


Mr. Wholesaler: Write for Free Catalog! 






Be sure your service- 
— men have an adequate 

‘\ supply of the proper 
brushes to do a fast, 
effective cleaning job! 





WORCESTER BRUSH AND SCRAPER (0: 


Division of 


MASON-WORCESTER BRUSH ©°. 


ST. | WORCESTER 1, MASS. 
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OIL BURNER IGNITION 
TRANSFORMERS FOR ALL 


TIMKEN BURNERS 


Manufactured exclusively for 
us and guaranteed by 


JEFFERSON ELECTRIC CO. 


Mounting Brackets included at no extra cost 





| Model 012 














ORDER DIRECT 
ume neo | Nemiege” 

a fe lL 
INFORMATION.  “!beral Dealer 

Discounts 











SERVICE and SUPPLY CO. 
914 W. Wisconsin Ave. 
Appleton, Wisconsin 





























CHAIN YOUR CUSTOMERS 


TO YOUR OIL BUSINESS !! 
WITH 


**“SUPERVENTS’’ 


The Only SIX-IN-ONE QUICK-VENTS 
In the Land! 


cost less—do more 

save you time and money 

keep your customers warm 

roll in profits for you 

are sold to oilburner trade ONLY! 

They are "'KEPT IN THE TRADE''! 

They perform better than you or your customers expect, and 
make that new or old steam job a real, perfect job! 


Literature on Request: 
OSTER LABORATORIES Ellenville, N. Y. 
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FIRE BOX 
fueloil & otlheat 


WANT ADS 


Advertisements are payable in advance 75c a line; 
minimum charge of $4.50 for 6 lines or less. 


No Advertising Agency Commissions. No discounts. 


NOTICE — Those writing to Box Numbers, address: c/o 
PUELOIL & OIL HEAT, 2 West 45th St., New York 36. 








\" FACTOR CALCULATOR, Handy, compact slide-rule. Eliminates cumber- 


wme charts, Speedy. Accurate. Single setting gives both K-factor and degree 
dy of usable oil, Only $5.50. Degree Day Systems, Dept. FO. 3930 58th 
Suet, Woodside 77, New York. 


MAXIMUM-MINIMUM thermometer. Get the daily high and low temperature 
ft your area. This information necessary to secure mean temperature for degree 
dy = —_— Price $7.95. Degree Day Systems, Dept. FO, Woodside 
1, New Yor! 

























MIROLEUM PRICE CARDS. Don’t stop to figure—just read. Eliminate costly 
tot, Card shows amounts from 1 to 999 gallons, and bridged from 1000 
© 9000 gallons. Will Pay you to send for our circular. Degree Day Systems, 
Dept. FO, Woodside 77, New York. 


ALL WEATHER METER TICKETS imprinted with your name, address and 
tephone, 1000 sets (3 part) only $17.50. Allow 10 days in busy heating 
suon, Advise make and model of truck meter. Degree Day Systems, Dept. 
10, Woodside 77, New York. 


PRINTED FORMS available for immediate shipment, Heating and oil burner 
materials form, burner service record cards, service order forms, inspection in- 

tion form, survey sheet and others, Send for samples, no obligation. Write 
Dept. FO, Degree Day Systems, Woodside 77, N. Y. 


REBUILD your Delco COA into latest Delco COA3 control. Detailed step-by- 
itp instructions make job easy. We supply complete —_ kit to assure per- 
fect results, Send $10.00 for both instructions and complete parts kit. Kits only 
11.70 each. Sample Helix for RA117 etc., $1.00. Catalog free write Bert 
Co., North Bellmore, N. Y. Phone SUnset 1-3543. 


TURN YOUR SURPLUS INVENTORY of stoker, oil burner or gas controls 
0 cash, Mail list and price to Box 885. 


NAME PLATES & NUMBERED VALVE TAGS. Now available your free 1957 
wulog showing most complete line of identification plates and tags for Oil 
net Trade. Easy to affix. Low cost. Engineer and Code approved. Free 
amples. Write Secon Name Plate Company, Dept F-57, 431 West Rock Ave., 
New Haven 15, Conn, 


HCALS—Service, nameplate or truck lettering and trademark decals made to 
whe Easy to apply, uniform, distinctive, economical for small or large 
tite for catalog, Mathews Co., 827 S, Harvey, Oak Park, Ill. 


, 
SNTROL REBUILDERS SPECIAL. Send $1 for sample helix that fits R-117-3, 

nite free catalog that shows special quantity prices on hundreds of 
vat of Parts for Minneapolis-Honeywell, Penn, Mercoid, etc. Our sixth 
~ Service with the industries most complete line of control replacement 
tore, N helix for Mercoid JMI $1.00. Write Bert Cowan, North Bell- 
m » ¥. Phone SUnset 1-3543. 


Mengde, ablished Feri! fuel oil and oil burner sales and service busines. 
. ry Pp. /, ’ ons yearly. ge waterfront storage 
“cty, including a. Direct sale only, no brokers. Write Box 1356. 


VANTED 

Ihtner ce, SEPRESENTATIVE, Northern N. J. area, experienced rotary oil 
ues and installation to contact heating contractors and consulting engi- 
New Yor 2 New ey PPly H. Lieblich & Co., Inc., 36 West 66th Street, 


METRIC STEAM SYSTEM newly developed and patented, and the 
Recessary for its installation, is now ready for ceslaaal distribution. 
a Years of successful field testing, showing consistent fuel economy, 
‘tate OW available for qualified heating sales engineers or progres- 
fompanies, who will be licensed by the manufacturer for your area. 
‘heed to Oil Burner Parts, Inc., 1345 W. Clearfield Street, Phila- 

















ANUFACTURERS REPRESENTATIVES TO SELL COMPLETE 
S to oil trade. State Territory wanted. Write Box 1369. 





SIMPLE DEGREE DAY SYSTEM for fueloil dealers who cannot spare time to 
record daily temperature variations, Specially calibrated chart (not a calculator) 


shows correct delivery interval and exact date of next delivery. Eliminates run- 
outs and special trips; builds good will. Chart, plus 200 customers record cards 
with date reminder and full instructions only $7.50. Start system now. Baasch 
Fuel Delivery Predictor, P.O. Box 14, Floral Park, New York. 


U.S. PATENT 2,717,633 air-cone, in almost any burner, exerts the final and 
most pres influence on combustion, drives the flame upon the surfaces to be 
heated, lowers stack loss and provides up to one third more usable heat. 20 
models of assembled burners available from present manufacturers or will issue 
patent license for use by others. Have mar for small brand name boilers 
or boiler units less burners, Can supply boiler and furnace makers through 
present or their own burner makers. Also a pat. pdg. rewrn line eliminator to 
anyone who can handle. Airflame, 646 McAlister, Waukegan, Ill 


POSITION WANTED. 35 years experience in installation of plumbing, heating 
and domestic oil burners. Thorough knowledge on most domestic oil burners 
and boilers. Will travel anywhere for concern or act as trouble shooter, Sober, 
51 years of age. Will furnish references. James W. Ryder, 3 Valley View 
Rd., Stony Point, New York. 


FOR SALE. Due to illness. Profitable established retail Coal and Oil and 
heating equipment business, Springfield, Mass. area. Sale to include all 
Real Estate, Buildings, Bulk and Storage Plant, Equipment and Inventory. 
Approx. $100,000. Principals only. No finance. Box 1371. 


WANTED TO BUY. Domestic Tank Wagon fuel oil accounts in the Buffalo 
area and Western New York. Reply P. O. Box 5, Station G, Buffalo, New York. 


DISPATCHER, Oil Burner Service, N.Y.C. area. 5 and 6 oil burners. 
Have initiative. Know preparation bills. Good opportunity. Established Con- 
tracting Firm. Box 1372. 


WANTED SALES MANAGEMENT. 10 years experience selling residential 
heating and cooling to consumer, dealer, wholesaler and builder level, for 
national manufacturer. Resumé or personal interview on request. Metropolitan 
New York area. Write Box 1372. 


SALESMANAGER under 40. 13 years experience in heating and air con- 

ditioning field with national brand lines. Desire to locate in Florida. Past 

experience consists of setting up new dealers, setting up distributors and working 

= . building trade. Can handle distributor or jobber operation. Write 
x 1374. 


SALES SERVICE INSTALLATION. Seasoned executive, 28 years experience 
all branches. Available for managerial post with a progressive concern. Nearby 
Metropolitan New York City preferred. No. 2 License, Write Box 1375. 


NEW HIGH-LOW FUEL OIL SYSTEM now available to manufacturer seek- 
ing diversification. Strong U. S. Patent—other Pats. Pending. Great savings in 
fuel realized while providing far more heat, precision control, eliminates 
wear on equipment, All component parts for system now procurable. System 
applicable to all existing installations. Royalty or outright. Mr. Wm, B. Irwin, 
1034 Tiffany Street, Bronx 59, New York. 















THE 
PROFITABLE 





anit cam, 
BOILER 


@ Factory wired and assembled 
@ Serviced in a matter of minutes 
@ Guaranteed § years 
@ Write for complete 
and prices 


NEW YORKER co:mar 


STEEL BOILER CO., INC. PENNA 


ASME CONSTRUC 


literature TED AND STAMPED 


























for QUALITY... 





cro oe 
Ace Wire Brush Co. ........ 154 
Adelta Manufacturing Co., Inc. 41 
American Petroleum Institute . . 87 
Applied Mechanics Company ... 145 
Atlantic Refining Company .... 88 
Auburn Spark Plug Co., Inc. ... 100 
Auto-Flo Corporation ........ 126 
Automatic Humidifier Company . 143 
— 
B-I-F Industries, Inc. .......... 98 
Babcock & Wilcox Company ... 136 
Bacharach Industrial Instrument 
Ane Serene 147 


Bell & Gossett Company 
Inside Back Cover 
Bethlehem eed & 


NL! 6F Sena 9 
een ee ee 145 
Boston Machine Works Co. .... 149 
Bradford Price Book, The ..... 149 


Brodie Company, Ralph N. 
Inside Front Cover 
Burroughs Corporation 133 


fae 
Carlin Company, The ........ 23 
Century Enginetring Company .. 116 
Chevrolet Motor Division ...... 86 
ee 98 Equipment 
CER Ee 102 


Cleveland. Steel Products Company 50 
Coastal Oil Company 45 


Commercial Filter Corp. ...... 34 
Crescent Parts & Equipment 
VMN gpd Gt E occ» aie 0b e 151 
Cromwell Printery, Inc. ...... 124 
Crowley Company, M. J. ..... 151 
= 
Degree Day Systems... 66 2s 144 
mater Distributing Co. .... 120 
Delavan Manufacturing Company 17 
Gas Furnace Company . 101 
Dielectric Products ........... 42 
Dunkirk Radiator Corp. ...... 30 
Dwyer Manufacturing Co., F. W.. 145 
eo oe 
Eldridge Advertising Service 26 


for those with an eye 


GZ» 


for Plumbing & Heating industry ®™» 


“OFF THE SHELF SERVICE” 


OUR SPECIALTY — INDUSTRIAL BRUSHES 
FOR HAND OR POWER USE 


All Your Brushes From Qne Dependable Source 
OUR FULLY ILLUSTRATED CATALOGUE ON REQUEST 


ACE WIRE BRUSH CO 


Flue 


146 Fulton St. 


ra Electric Manufacturing 


Ever. Tite Coupling Company ... 


== ys 
Fitzgibbons Boiler Co., Inc. . 
Fueloil & Oil Heat 
Ax 


Gabriel Boiler Company 
Gem Clay Forming Co., 


General Controls Company .... 


General Electric Company .. 
General Filters Corporation 
General Refractories Co. 


Goodall Rubber Company, Inc. .. 


Gray Metal Products, Inc. 
Guardian Products Corp. 
Gulf Oil Corporation 


ec ae 


Harvey, Inc., Sid 
Hayward Oil Burner Corp. 
Heil Company, The 
Henry Furnace Company 


Herco Oil Burner Company ... 
Hoff Manufacturing Company . . 


Homeward Products, Inc. 


Hotstream Heater Co., The... 


Hydrovalve Company 
Hy-Test 303 Corp. 


ae 
Ingersoll-Rand Company 
Ingersoll Sreel Division 
Insulating Refractories Co. 
Iron-Hide Sales Co. 


ee 


Jefferson Electric Company .... 


Johnson Company, S. T. 


Johnson Degree Day Systems .. 


eS. aes 
Kam Water Heater 
Manufacturing Co, 
Kenite Laboratory 
Kent Company, Inc., The 
King En gmc Corp. 
Klemm 
Kraiss]! Company 
Kruger Sentry Gauge Co. 





IRON-HIDE 


BAFFLES SAVE FUEL 


We also 


in all sizes 


Easy to install, too, with the aid 


of our IRON-HIDE adjustable 
baffle support. 


See your jobber. 


IRON-HIDE REFRACTORIES, Inc. 


Dock Street, Matawan, New Jersey 





a Brooklyn 1, N, Y. 


oe ee eeee 


Eeere 
utomotive Products Co. 144 


manufacture 
COMBUSTION 
CHAMBERS 


and shapes. 




































HAY WARD 


Rotary Atomizing Burners 
34, to 12 Gph 


Boiler-Burner Units 
400 to 730 Sq. Ft. EDR Steam 


Pressure Atomizing Burners 
34, to 10 Gph 


Boiler-Burner Units 
200 to 2000 Sq. Ft. EDR Steam 
Write for franchise information: 


HAYWARD OIL BURNER Copp, 
86 Kirkland Street, Cambridge, Mess, 


Factories in Brooklyn, 
N. Y. and Taunton, Mass, 
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Lake Chemical Company ...... 149 
Lau Blower Company ........- 47 
Liquidometer Corp., The ..... 110 
Lycoming Division, Spencer 

PROBING: os ocak 5 KS We others 15 

Ben, ee 

RIA CEOS oii 5, aoe eis s oho 141 
PARORHOT MACH 2 89 36 VOIR Se 99 
Majestic Company, The ....... 122 
RARCIOW PIMOS oo oss 00 cs 135 
Master-Craft Supply Co. ...... 148 


McDonnell & Miller, Inc. . Back a 


© Sea ey Pee 1 
Mietoned ORM: FOC: << o.s2>.05-0% 34 
Meyer & Sons, Inc., Wm. W. ... 152 
Miller Products Company, The .. 145 
Minneapolis-Honeywell 

eee ft 6 ne ae Sa 49, 115 
Monarch Manufacturing Works, 

OS NER SR es 113 
Monogram Products Co, ...... 151 
Morysville Body Works ....... 147 
Mt. Hawley Manufacturing Co. .. 143 

pe, < ae 
National Rebuilders ......... 151 
Neptune Meter Company ....20, 21 
New York Technical Institute .. 151 
New Yorker Steel Boiler Co. 153 
Norwood Products Company ... 143 
Nu-Way Corporation, The .... 128 
fe 
OPW Corporation .......... (ag 
Oil Heat Institute of America .. 29 
Oil Heat Institute of New 

OE RR ee ree 43 
Olsen Manufacturing Company, 

ite Slay ig ae Re OE Be ae 56 
Olson Throttle Control ....... 149 
Oster Laboratories ........... 153 

es: oe 

Parke-Hill Chemical Corp. . 109 
Paragon Oil Burner Corp. ..... 96 
ET ER TEM aS | 
Petroleum Aa gaa Division .. 13 
Petonwier GOED... cies cece 97 
Philadelphia Valve lies ©, acs & 107 
Preferred Utilities Manufacturing 

aie Rag os At) MR da 95 
Premier Company ........... 132 


Pullman Vacuum Cleaner Comp, . 
Purolator Products, Inc. .,. 


a 
Rajah Company, The 
Radiant Uulities Comp. x5 
Rayfield-Staffco Burner Co, 
Renick & Mahoney, Inc. 
Roper Corp., Geo. D. 


er 
Scully Signal Company . 
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Service and Supply Co. veteses 15 
Shell Oil Company .......|.. gf 
94 


Siemon Manufacturing Co. athe 
a Flame Manufacturing i 
nc 
Sinclair ‘Refining Company. a 
Smith Corp., A. O. vies 
Socony Mobil Oil Co., Inc. seks 
Sun Ray Burner Manufacturing 
CORDS. a5 000? a 5 Se 
Sundstrand Machine Tool Co, ., 
Synchronous Flame, Inc. ....., 1 
ee 
Taco Heaters, Inc. ead 
Tankit Company ; i 
—— Manufacturing C Go, 


Te & Company. H. a 
nee | 


50 


Underwood Corporation ...... 125 


ae 
Viking Pump Company ie 
—W— 
ij Manufacturing & acs! 


Waterhim Boilers, ‘Inc. 


Af 


Weatherall Engineers, Inc. .... i 


Webster Electric Company . 


Webster Engineering Co., The.. 105 


Westinghouse rig’ Corp 


White-Rodgers Companv ....-+ j 


37, Ps 39, df 


Whitty Company, Inc., The . iM 


Wing Manufacturing Co., L. Ly Hi 

Worcester Brush & Scraper Co. . 1% 
al eee. 

York Heat Division .... 





STOP 


FUEL TANK LEAKS 


with 





SEALS LEAKS FAST - EASY - INSTANTL 


Powerful magnetic action patch perma- 
nently and securely holds oil resistant 
diaphragm seal securely to tonk — stops 
leoks instantly 


tHe TANKIT co. inc. 


May 
1957 


DPDLDWE PATCH 


. sini Magee: 





TAM 
vy WUTESSURES_ AND 
VIBRATIONS 


gevsAslt 


174 Goldsmith Aven 
Newark 8: som 


REQUIRES NO TOOLS TO INSTALL 
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Accounting Machines D15 
Accounts Receivable D15 
D15 


Airconditioning 


Central cooling Unit 

Combination heating-cooling 
Unit 

Room Unit 


Blenders, Fueloil D16 


D16 


Boiler Accessories 


Automatic door closer 
Boiler amplifier 
Fittings 

Insulation 

Jackets 

Protective anodes 
Trim 

Water feeders 

Other 


Boilers, Commercial D16 


Boilers, Domestic D17 


Coal (to 2,000 sq. ft. steam) 
Gas (to 2,000 sq. ft. steam) 
Oil (to 2,000 sq. ft. steam) 


Boiler-Burner Units D4 


Hot water, atomizing vertical 
rotary burner 

Hot water, gun burner (high 
pres.)* 

Hot water, 
pres.)* 

Hot water, vaporizing 

Hot water, wall flame vertical 
rotary burner 

Steam, atomizing vertical rotary 
burner 

Steam generator 

Steam, gun burner (high pres.)* 

Steam, gun burner (low pres.)* 

Steam, vaporizing burner 

Steam, wall flame vertical rotary 
burner 


gun burner (low 


*Refers to burner type, not 
boiler. 


Bulk Plant Eng. D17 
Bulk Plant Eqpt. DI17 
Burner Parts D18 


‘Air cones and diffusers 
Combustion heads 
Electrodes, ignition 

Fuses 

Ignition assemblies 

Ignition terminals 

Insulators, ignition 
Radio-interference eliminators 


Cable D18 
High tension 

Armored, three-wire 

eeperes, five-wire 


Fittings 
Terminals 


Calculators, heat Loss 
D18 


Chimney D18 
Liners 

Cleaning tools 

Extensions 

Hoods 


Prefabricated chimneys 


Caps 
Stack heat Exchanger 


D2 


Begins on 
page 
Compounds & 
Chemicals D18 


Boiler sealing 

Boiler water treatment 
Fueloil deodorant 
Fueloil treatment 
Furnace cement 
Grease removing 
Hand cleaning 

Heat exchanger cleaning 
Oil absorbent 

Pipe joint, oil 

Pipe joint, steam 
Rust preventing 

Soot destroyer 

Water indicator 


D20 


Controls 


Air flow switch 

Air pressure 

Combination fan and limit 

Damper regulating 

Draft 

Electric valve 

Humidity 

Limit, air temperature 

Limit, steam pressure 

Limit, water temperature 

Low water 

Oilburner primary 

Panel heating 

Pneumatic valve 

Pressure gauge 

Relays, plain 

Room temperature 

Safety, combustion 

Systems, individual room 
temperature 

Systems, large building heating 

Systems, power plant boiler 

Temperature modulating 

Thermometers, airconditioning 
system 

Thermometers, heating boilers 

Thermometers, hot water storage 
tanks 

Thermometers, warm air furnaces 

Thermostatic lock boxes 

Thermostats, locking devices 

Time switches 

Variable speed, fan 

Water flow switch 

Water level and feeder 

Weather compensated 

Couplings D23 

Flexible, shaft 

Pipe 


Ducts and Fittings D23 


Aluminum 

Asbestos 

Coated fabric 

Dampers 

Fiber 

Fittings 

Furnace pipe, round 
Hangers 

Prefabricated, galvanized 
Screws 

Smokepipe 

D24 


Fans and Blowers 
Attic cooling 

Draft booster 

Duct 

Induced draft 
Oilburner, air impellers 
Warm air heating 


Fertilizer, liquid D25 


INDEX TO CLASSIFICATIONS 


Begins on 
page 
D25 


Filters, Strainers 


Air, cleanable 

Air, electrostatic 

Air, non-renewable 
Air, renewable 

Feed or boiler water 
Nozzle 

Oil, cartridge 

Oil, kits with tank valve 
Oil, metal mesh 

Oil, metal slot 

Oil, throw-away 
Strainers, #5 or #6 Oil 
Strainers, bulk plant 


Fire fighting Eqpt. D26 


Fittings D26 
Boiler 

Duct 

Fill and vent 

Hose 

Pipe 

Tank 

Tubing, compression 

Tubing, flare 

Tubing, sweat 


D27 


Furnaces 


Commercial 
Domestic gas (to 200,000 Btu) 
Domestic oil (to 200,000 Btu) 


Furnace Accessories D29 


Automatic door closer 
Bearings 

Belts 

Blowers 

Humidifiers, pan type 
Humidifiers, portable 
Humidifiers, spray type 
Jackets 

Pillow blocks 

Pulleys 


Furnace-Burner Units D6 


Ceiling suspended 

Forced air, atomizing vertical 
rotary burner 

Forced air, gun burner (high 
pres.) 

Forced air, gun burner (high 


=), with built-in water 

eater 

Forced air, gun burners (low 
pres. ) 


Forced air, vaporizing burner 

Forced air, wall flame vertical 
rotary burner 

Gravity, gun burner (high pres.) 

Gravity, gun burner (low pres.) 

Gravity, vaporizing burner 

Pipeless, oilfired 

Portable 


Gauges D29 


Altitude 

Draft 

Filter 

Glass, water 

Liquid level, direct reading 
Liquid level, distant reading 
Pressure, air, steam 

Pressure, oil 

Recording 

Sticks, tank cor ges | . 
Tank, low level, switch equipped 
Temperature 

Vacuum 
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Grilles, Registers D30 
Automatic register 
Baseboard 
Dampers 
Diffusers, ceiling type 
Diffusers, floor type 
Diffusers, wall type 
Floor 
Perimeter 
Splitters 
Wall 
Instruments D3] 


Advertising thermometers 
Air velocity 

Air volume 

COg Indicating, portable 
COz Indicating, stationary 
COze Recording 
Combustion test sets, portable 
Degree-day recorder 
Dial thermometers 
Draft indicating 

Draft recording 

Flow indicating 

Flow recording 
High-low thermometers 
Humidity indicating 
Humidity recording 
Manometers 

Pocket thermometers 
Pressure, indicating 
Pressure, recording 
Pyrometers 

Room thermometers 
Temperature, indicating 
Temperature, recording 
Vacuum, indicating 
Vacuum, recording 
Volt-Ammeters 


D32 


Insulation 


Boiler 

Duct 

Firebox, high temperature 
House, bats 

House, blanket 

House, blown 

House, reflective 

Pipe 

Sound 

Tank 

Wall-board, rigid 
Wall-board, semi-rigid 
D33 


Mirrors 
Flame inspection 


Motors, Electric 33 


Damper 

Hot water circulator 
Oilburner 

Warm air blower 
Nozzles D3 
Atomizing, heavy oil 
Atomizing, light oil 
Atomizing, water 

Extractors 

Oil delivery 

Service kits 


Oil Delivery 


Automatic delivery systems 
Emergency valves 
Flexible shaft drives 
Hose 

Hose line couplings 

Hose nozzles 

Hose reels, hand 


D3 










Horiz 
Horiz 

dri 
Hori 

dri 
Steam 
Vapor 


U 
Pipe 


Brass 


FeegFse 


2c 
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D30 


D3] 


TS 


le 
ary 


ortable 


D32 


ure 


D33 


D33 


D3 


stems 
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Oil Delivery (cont. ) D34 
Hose reels, power 
ints, swing 
. tank truck 
loading rack equipment 
Manifold valves 
Meter 


§ 
Motor control at nozzle 
Power take-offs 

Quick couplings 
Separators, water 

Throttle control 

Ticket printers 

Tight connections 

Truck axles 

Truck chassis 

Truck tanks 


(ilburners, 
Commercial* 

Atomizing vertical rotary 

Combination oil-gas burners 

High pressure, gun 

Horizontal rotary cup 

low pressure, gun 


*Over 6 gph. 


Dil 


Oilburners, 
Domestic* 

Atomizing vertical rotary 

High pressure, gun 

Horizontal rotary cup 

low pressure, gun 

Pot, vaporizing 

Shell, vaporizing 

Wall flame vertical rotary 


D9 





*Up to 6 gph. 


Oilburners, 
Residual * 


Combination oil-gas burners 

Horizontal rotary cup, air-driven 

Horizontal rotary cup, motor- 
driven 

Horizontal rotary cup, steam- 
driven 

Steam or air atomizing 

Vaporizing (gas generator) 


D12 


*Using No. 5 or 6 oil. 


Pipe and Fittings 
Aluminum 

rass 

Castiron 

Copper abe. flexible 
opper tube, rigid 
Covering “ 
Insulation 

Sint compound 

Plast p 


c 
Steel 
Wrought iron 


D35 


Preheaters, Oil 
ectric 

fi fed 

en (under the water line) 
yp. ontaminating type 

Pipeline resistance fy 


» Digh pressure 
Steam, low pressure 


a Forms 


D36 


D36 
ba Set payment envelopes 


Nias 
needy cards 
ets 
Dt ob notice cards 
Fuel order forse a” 
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Printed Forms (cont.) 


D36 


Oilburner instruction cards 
Oilburner service order forms 
Oilburner service record cards 
Oilburner service tickets 
Price charts 

Statements 

Tank capacity charts 

Ticket holders 


Pumps 


Boiler feed 
Bulkplant 
Condensate 

Fuel unit 

Fuel unit booster 
Fuel unit tester 
Oil circulating unit 
Oil, lift 

Oil, wall 
Oilburner 

Sets, heavy oil 
Tank truck 
Vacuum 

Water circulating 


D37 


D38 


Radiators 


Baseboard 

Coils, copper 
Convectors, copper 
Convectors, iron 
Extended surface, copper 
Extended surface, iron 
Standing, cast-iron 
Heating-cooling 


Radios, two-way D39 
Ranges, Oilfired D13 


Commercial, mechanical oilburner 
Commercial, pot burner 
Domestic, mechanical oilburner 
Domestic, pot burner 

Domestic, shell burner 


D39 


Refractories 
Castable 


Cement 

Chamber back-fill 

Firebrick 

Firebrick, insulating 

Firebrick, plastic 

Firebox baffles 

Precast combustion chambers 

Stainless steel combustion 
chambers 


Service Truck Bodies 


D40 
Signals D40 
Liquid, low level 
Smoke 
Tank fill 
Space Heaters, 
Oilfired D13 


Circulating, pot burner, forced 
circulation 

Circulating, pot burner, gravity 
circulation 

Circulating, shell burner, forced 
circulation 

Circulating, shell burner, gravity 
circulation 

Floor furnaces 

Radiant, pot burner 

Radiant, shell burner 

Wall furnaces 


D40 


Switches 


Manual 
Overload 
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Switches (cont.) D40 


Pressure or vacuum actuated 
Temperature 
Time 


Tanks 


Basement, steel, oil storage 

Bulk plant 

Expansion 

Hot water storage 

Range burner, oil 

Repair kits 

Space heater, oil 

Stone Liner 

Tank cleaning equipment 

Truck 

Underground, concrete, oil 
storage 

Underground, steel, oil storage 

Water heating 


Tank Stands, Racks D42 


Fueloil storage, basement 
Hot water, storage 


D41 


Tools, Pipe D42 


Air hammer 

Benders 

Copper tubing tools, bend 
Copper tubing tools, cut 
Copper tubing tools, flare 
Copper tubing tools, ream 
Cutters 

Masonry drills 

Power stands 

Reamers 

Stocks and dies 
Threading machine 

Vises and stands 
Wrenches 


Tools, Portable 
Electric 
Drills 


Electric hammer 
Saws 


D43 


Tools, Powder- 
Actuated 


Tools, Sheet Metal 


Band saws 
Brakes 

Hand shears 
Lockformers 
Portable brakes 
Portable shears 
Power shears 
Punches 


D43 
D43 


D43 


Transformers 


Control 
Ignition 


Traps DAd 


Boiler return 
Lifting 
Non-return 
Steam 


Truck Bodies 
Truck bodies 


Truck cranes 


D44 


Tubing D44 


Aluminum 
Benders 

Brass 

Coils 

Copper 
Hangers 
Metal flexible 
Plastic 

Steel 
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Unit Heaters D44. 


Direct oilfired 
Hot water 
Steam 


D45 


Vacuum Cleaners 


Boiler and furnace 
Cleaning brushes 
Hose 

Tools and accessories 


D45 


Valves 

Air relief 

Angle 

Blow-off 

Boiler feed 

Emergency, truck 

Exhaust 

Flow control 

Fueloil 

Globe 

Humidifier 

Magnetic 

Manifold (radiant heating) 

Manifold, truck 

Mixing 

Motor-operated 

Needle 

Oil, anti-hum 

Oil, anti-syphon 

Oil, check 

Oil, float 

Oil, foot 

Oil, fusible 

Oil, metering 

Oil, non-metering 

Oil, pressure-regulating 

Oil, safety cut-off 

Oil, solenoid 

Oil, 3-way tank 

Plug 

Pop, safety 

Radiator, adjustable orifice 

Radiator, air (above 3 lbs.) 

Radiator, air (below 3 lbs.) 

Radiator, control electric 

Radiator, control pneumatic 

Radiator, control self-actuated 

Radiator, manual modulating 

Radiator, manual on-off 

Radiator, vacuum 

Relief 

Saddle valve 

Safety 

Safety, hot water tanks, pressure 
relief 

Safety, hot water tanks, 
temperature 

Safety, hot water tanks, vacuum 

Slow closing 

Tank 

Tank, bottom outlet 

Tempering 

Thermostatic 

Vacuum breaking 

Vent 


Water Heaters D14, D49 


Direct, oilfired, side arm 

Indirect tank, built-in 

Indirect tank, external 

Indirect tank, external for warm 
air furnace 

Indirect tankless, built-in 

Indirect tankless, external 

Steam mixer water heater 

Storage, direct, atomizing vertical 
rotary burner 

Storage, direct, pot burner 

Storage, direct, pressure burner 

Storage, direct, range burner 

Storage, direct, wall flame rotary 
burner. 


D3 


MANUFACTURERS OF OILBURNERS AND UNITS 


(Part 1. Listed by types of equipment) 


Boiler-Burner Units 


Hot water, atomizing vertical rotary 
Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 
Clayton Mfg. Co., El Monte, Calif. 


Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

General Heating Products Co., Philadel- 
phia, Pa. 


Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Petro, Cleveland, O. 

Republic Products Co., Philadelphia, Pa. 

Waltham Oil Burner Co., Inc., E. Boston, 
Mass. 


Hot water, high pressure burner 


Airflame, Inc., Waukegan, II. 

Airtemp Div., Dayton 1, Ohio. 

Aldrich Co., Wyoming, IIl. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Ames Iron Works, Inc., Oswego, N. Y. 

Anchor Div., New Albany, Ind. 

— Stove & Range Co., New Albany, 
nd. 

— Steel Boiler Co., Philadelphia 46, 
a. 

Auburn Burner Co., Edgerton, Ohio 

Axeman-Anderson Co., Williamsport, Pa. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio. 

Bethlehem Fdry. & Machine Co., Bethle- 
hem, Pa. 

Bock Corp., Madison 4, Wisc. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Brown Fintube Co., Elyria, Ohio. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Mfg. Co., Indianapolis, Ind. 

Burkhart Engineering Associates, Inc., Bos- 
ton 15, Mass. 

Burnham Corp., Irvington, N. Y. 

Burn-Rite Products Co., Yonkers, N. Y. 

Century Eng. Corp., Cedar Rapids, Iowa. 

Clayton Mfg. Co., El Monte, Calif. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Coal-O-Matic Co., Trucksville, Pa. 

Columbia Boiler Co. of Pottstown, Potts- 
town, Pa. 

Combustioneer Div., Springfield, Ohio. 

Crane Co., Chicago, Ill. 

Crest Mfg. Co., Newton, Mass. 

Crown Petroleum Corp., Hartford, Conn. 

Cyclotherm Div., Oswego, N. Y. 

Delco Appliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co., York, Pa. 

Dewey-Shephard Boiler Co., Indianapolis 2, 
Ind. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Eastern Boiler Co., Hartford, Conn. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
N.. J. 

Esso Standard Oil Co., New York 19, N. Y. 

Eureka Williams Corp., Bloomington, Ill. 

Fairchester Oil Co., Inc., Port Chester, N. Y. 

Federal Boiler Co., Inc., Midland Park, N. J. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y. 


Flame-Master Co., Inc., Chicago, Ill. 

Fluid Heat Div., Baltimore 24, Md. 

— Boiler & Fabrication Co., Portland 

, Ore. 

General Automatic Prods. Corp., Baltimore 
13, Md. 

General Htg. Prods. Co., Philadelphia, Pa. 

General Machine Co., Inc., Emmaus, Pa. 


D4 


Gentleman Janitor Mfg. Co., Scranton 11, 


Pa. 

Gerstein & Cooper Co., Boston, Mass. 

Gibraltar Corp. of America, Inc., Brooklyn, 
, eB 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Greene Mfg. Co., A., Philadelphia, Pa. 

Green Colonial Furnace Co., Des Moines, Ia. 

Hanson-Gates Mfg. Co., Inc., Reading, Mass. 

Hapman-Dutton Co., Kalamazoo, Mich. 

Hart Heat Div., Peoria, Ill. 

Harvey-Whipple, Inc., Springfield, Mass. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y¥. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Heil Co., The, Milwaukee 1, Wisc. 

Herco Oil Burner Corp., Lancaster, Pa. 

Hershey Motorstoker, Inc., Manheim, Pa. 

International Boiler Works Co., The, E. 
Stroudsburg, Pa. 

International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio. 

Johnson Co., S. T., Oakland 8, Calif. 

Johnston Bros., Inc., Fennysburg, Mich. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kewanee-Ross Corp., Kewanee, Ill. 

King Boiler & Furnace Co., Shade Gap, Pa. 

Kinsley Burner & Machine Co., Providence, 
a @ 

Kohler Co., Kohler. Wisc. 

Koven Bros., Inc., L, O., Jersey City, N. J. 

Kresno-Stamm Mfg. Co., Inc., Palisades 
Park, N. J. 

LaSalle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Manville Boiler Co., Inc., Hackettstown, 
1 ae 

Marietta Metal Prods. Corp., Marietta, Pa. 

McPherson Furnace & Eqpt. Co., Seattle, 
Wash. 

Metromatic Oil Burner Co., Everett, Mass. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Morheat Corp., Lansing 12, Mich. 

Mortemp Div., Mechanical Products Mfg. 
Co., Seattle. Wash. 

Mt. Hawley Mfg. Co., Peoria 4, TIl. 

Mueller Climatrol, Milwaukee 15, Wisc. 

National Airoil Burner Co., Philadelphia 34, 
Pa. 

National Home Eqpt. Co., New York 7, N. Y. 

Nat’l-U. S. Radiator Corp., Johnstown, Pa. 

National Steel Construction Co., Ince., of 
Indiana, Logansport, Ind. 

New Yorker Steel Boiler Co., Inc., Colmar, 
Pa. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Ontario Iron Works, Pulaski. N. Y. 

Orr & Sembower, Inc., Reading, Pa. 

Paragon Oil Burner Corp., Mineola, N. Y. 

Pacific Steel Boiler Div., Johnstown, Pa. 

Patco Mfg. Co., Philadelphia, Pa. 

Pate Co., The, Darby, Pa. 

Peerless Heater Co., Boyertown, Pa. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Percoflash Mfg. Corp., Madison, N. J. 

Petro, Cleveland, O. 

Portmar Boiler Co., Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York 
O3;.N. 2. 

ee Burner Corp., Newark 4, 


Quiet May Div., Lancaster, Pa. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Red Wing Oil Burner Co., Medford, Mass. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Remco, Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 

Richmond Plumbing Fixtures Div., Me 
tuchen, N. J. 

Robot Auto-Heat Corp., The, Middletown, 
Conn. 

Russo, Inc., Thomas D., Boston 31, Mass. 

Shepard Heater Co., Inc., Terre Haute, Ind. 

Schwab Safe Co., Lafayette, Ind. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Smith Corp., A. O., Milwaukee 1, Wisc. 

Smith Co., Inc., H. B., Westfield, Mass. 

Spencer Heater, Lycoming Div., Williams- 
port, Pa. 
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Spi-Rol-Fin Corp., Peguannock, N, pe 


Standard Automatic Oil Burner Co,, Newark 
4,°N, J. 

Steel Prods., Inc., W. Haven, Conn, 

Stewart Oil Burner Co., Hanover, Pa. 

Stewart Warner Corp., Lebanon, Ing 

Stout & Sons, David, St. Louis 17, Mo, 

Surface Combustion Corp., Toledo 1, Ohig 

Thatcher Furnace Co., Garwood, N,jJ, _ 

Titusville Iron Works, Titusville, Pa, 

Toridheet Div., Cleveland, Ohio, 

Triad Prods. Corp., Chicago 40, Il, 

Tru-Heet Co., Trenton, N. J. 

Utica Radiator Corp., Utica, N. y. 

V&E Prods., Inc., Sckuylkill Haven, Pa, 

Viking Mfg. Corp., Cleveland 14, Ohio 

Waltham Oil Burner Co., E. Boston, Mass, 

Waterfilm Boilers, Inc., Jersey City, N. J 

beg Home Eqpt. Co., Inc., Ft. Wayne 4, 
nd. 

Weatherall Eng., Inc., Providence, R, I. 

Weil-McLain Co., Michigan City, Ind, 

Werner Fndry. & Machine Co., Lansdale 
Pa. 

Wiegan Co., E. L., Pittsburgh 8, Pa, 

Will-Burt Co., Orrville, Ohio. 

Williams Automatic, Inc., White Plains, 
MN. X- 

Wm. Bros. Boiler & Mfg. Co., Minneapolis, 
Minn. 

Winston Co., Inc., Newark 8, N. J. 

Winston Co. of Mass., Boston, Mass. 

Wood Co., John, Conshohocken, Pa, 

York-Shipley, Inc., York, Pa. 


Hot water, low pressure burner 
Acme Welding Div.. West Hartford, Conn. 
Airflame, Inc., Waukegan, Ill. 
American Rad. & Standard San. Corp., Pitts 
burgh, Pa. 
Boiler Eng. & Supply Co., Inc., Phoenix 
ville, Pa. 
Brown Products Corp., A., Forest Hills, 
N.Y, 
Burkhart Engineering Associates, Inc., Bos- 
ton 15, Mass. 
Carrier Corp., Syracuse, N. Y. 
Century Engineering Corp., Cedar Rapids, 
Iowa 
Cleaver-Brooks Co., Milwaukee 12, Wise. 
Combustioneer Div., Springfield, Ohio. 
Dallas Engineers, Inc., Trucksville, Pa, 
Eckhart Mfg. Co., Inc., Union, N. J. 
Eureka Williams Corp., Bloomington, Ill. 
Flame-Master Co., Inc., Chicago, Il. 
General Electric Co., Bloomfield, N. J. 
Gentleman Janitor Mfg. Co., Scranton 11, 


Pa. 
General Heating Products, Philadelphia, Pa 
Gibraltar Corp. of America, Brooklyn 1 


N. Y. 
Herco Oil Burner Corp., Lancaster, Pa. 
Johnston Bros., Inc., Ferrysburg, Mich. 
Kewanee-Ross Corp., Kewanee, Ill. 
Manville Boiler Co., Hackettstown, N. A 
McPherson Furnace & Eqpt. Co., Seattle 
ba Seattle, Wash 
Mortemp Div., Seattle, Wash. 
Nat’l-U. S. Radiator Corp., Johnstown, Pt 
Preferred Utilities Mfg. Corp., New 
NX; 
Republic Products Co., Philadelphia, Pa. 
Scott-Newcomb, Inc., St. Louis 19, Mo. 
Standard Automatic Oil Burner Co., News 
4, N. J. F 
Stewart Warner Corp., Lebanon, Ind. 
Titusville Iron Yorks, Titusville, Pa. y 
Utica Structural Steel, Inc., Utica, N. * 
Viking Mfg. Corp., Cleveland, Ohio. - 
Wayne Home Eapt. Co., Inc., Fort 
4, Ind. 5, Wise 
Wisconsin Burners, Inc., Madison » 


Hot water, vaporizing - 
Atlantic Steel Boiler Co., Philadelphia 


Pa, 4, 
Brandenburg Industries, Inc., Baltimor? 
Md 


Breese Burners, Inc., Sante Fe, N. M. 
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_, . Boiler-burner Units 


grown Fintube Co., Elyria, Ohio. 
columbus Combustion Co., Inc., Columbus, 


0. 
ney Shepard Boiler Co., Indianapolis 2, 


d. 
vane Flame Oil Burner Co., Huntington 
park, Calif. 
rlame-Master Co., Inc., Chicago, Ill. 
Gibraltar Corp of America, Inc., Brooklyn 


N. Y. 
cae Mfg. Co., Inc., Petaluma, Calif. 
yetromatic Oil Burner Co., Everett, Mass. 
yichigan Burner Co., Detroit 28, Mich. 
Portmar Boiler Co., Inc., Brooklyn 15, N. Y. 


Hot water, wall flame vertical rotary 


fluid Heat Div., Baltimore 24, Md. 

Gibraltar Corp. of America, Inc., Brooklyn 
11, N. Y. 

Yanville Boiler Co., Hackettstown, N. J. 
portmar Boiler Co., Inc., Brooklyn 15, N. Y. 
Saife Co., Oakmont, Pa. 

Titusville Iron Works, Titusville, Pa. 
Toridheet Div., Cleveland, Ohio. 

V&E Prods., Inc., Schuylkill Haven, Pa. 
Viking Oil Co., Milwaukee, Wisc. 

Wood Co., John, Conshohocken, Pa. 


Steam, atomizing vertical rotary 
Gabriel Boiler & Fabrication Co., Portland 


9, Ore. 
General Heating Products Co., Philadelphia, 
Pa, 


Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 
Hayward Oil Burner Corp., Cambridge, 


Mass. 
Iron Fireman Mfg. Co., Cleveland, Ohio. 
Manville Boiler Co., Inc., Hackettstown, 


N. J. 

Republic Products Co., Philadelphia, Pa. 
Waltham Oil Burner Co., Inc., E. Boston, 
Mass. 


Steam, horizontal rotary 
Hapman-Dutton Co., Kalamazoo, Mich. 


Steam generator 


Ames Iron Works, Inc., Oswego, N. Y. 
Atlantic Steel Boiler Co., Philadelphia 46, 


Pa, 

Boller Eng. & Supply Co., Ine., Phoenix- 
ville, Pa, 

Burkhart Eng. Assoc., Inc., Boston 15, Mass. 
— Corp., Boiler Div., Irvington, 
Brown Fintube Co., Elyria, Ohio. 

Clayton Mfg. Co., El Monte, Calif. 
Cleaver-Brooks Co., Milwaukee, Wisc. 
Columbia Boiler Co., Pottstown, Pa. 
Cyelotherm Div., Oswego, N. Y. 
eney-Shepard Boiler Co., Indianapolis, 


Dillon Steam Boiler Works, D. M., Fitch- 
burg, Mass, 
— Boiler Works, Los Angeles, Calif. 
ton Fuel Eng. Co., Rockford, Ill. 

~ City Iron Works, Erie, Pa. 

Nebbons Boiler Co., Inc., New York 17, 


Pulton Boiler Works, Inc., Ful 
, # ton, N. Y. 
Gabriel Boiler Co., Portland 9, Ore. 
Hapman-Dutton Co., Kalamazoo, Mich. 
- “ghey Baltimore 2, Md. 
jonal er Work * 
_ orks Co., The, East 


ben Fa. 
Ohio Manufacturing Co., Cleveland, 


Johnston Bros., Inc., Ferrysburg, Mich. 
he E., Williamsport, Pa. 
iler & Engineering Co., St. Louis, 


= Mfg. Co., P. M., Cedar Rapids, 


way its Co., Los Angeles 21, Calif. 
t Bef The James, Springfield, Ohio. 
— ller & Mfg. Co., Chattanooga 1, 


ven Kane Ottelat, Inc., Bridgeport, Pa. 
ten, urner Mfg. Co., Inc., Easthamp- 


warast Corp., Lansing 12, Mich. 

Nether ere, ~— ae Angeles 63, Calif. 

Ontario rol, Minneapolis, Minn. 
Iron Works, Pulaski, N.Y. 


Orr & Sembower, Inc., Reading, Pa. 

Parker Boiler Mfg. Co., Inc., Sid E., Los 
Angeles 11, Calif. 

Preferred Utilities Mfg. Corp., New York 
23; N.Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Riley Stoker Corp., Worcester, Mass. 

Sellers Eng., Chicago, Ill. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Stewart Oil Burner Co., Hanover, Pa. 

Springfield Boiler Co., Springfield, Ill. 

Stout & Sons, David, St. Louis 17, Mo. 

Superior Combustion Industries, Inc., New 
York, N: ¥: 

Titusville Iron Works, Inc., Titusville, Pa. 

Vapor Heating Corp., Chicago, Ill. 

Weatherall Engr., Inc., Providence, R. I. 

Wickes Boiler Co., Saginaw, Mich. 

Wm. Bros. Boiler & Mfg. Co., Minneapolis, 
Minn. 

York-Shipley, Ine., York, Pa. 


Steam, high pressure burner 


Acme Heat & Power, Inc., Brooklyn 6, N. Y. 

Airtemp Div., Dayton 1, Ohio. 

Aldrich Co., Wyoming, Ill. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Ames Iron Works, Inc., Oswego, N. Y. 

Anchor Div., New Albany, Ind. 

Anchor Stove & Range Co., New Albany, 
Ind. 

Atlantic Steel Boiler Co., Philadelphia 46, 
Pa. 

Auburn Burner Co., Edgerton, Ohio 

Axeman-Anderson Co., Williamsport, Pa. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio. 

Berkley Mfg. Co., Philadelphia, Pa. 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Billow Corp., Chicago 6, Ill. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Brown Fintube Co., Elyria, Ohio. 

Brown Products Corp., A., Forest Hills, 
N.Y. 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., Philadelphia 
23, Pa. 

Bryant Mfg, Co., Indianapolis 7, Ind. 

Burkhart Engineering Associates, Inc., Bos- 
ton 15, Mass. 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Clayton Mfg. Co., El Monte, Calif. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Coal-O-Maiic Co., Trucksville, Pa. 

Columbia Boiler Co. of Pottstown, Potts- 
town, Pa. 

Combustioneer Div., Springfield, Ohio 

Crane Co., Chicago 40, Til. 

Crest Mfg. Co., Newton, Mass. 

Cyclotherm Div., Oswego, N. Y. 

Delco Appliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co., York, Pa. 

Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
ws, 

Erie City Iron Works, Erie, Pa. 

Esso Standard Oil Co., New York 19, N. Y. 

Eureka Williams Corp., Bloomington, Il. 

Fairchester Oil Co., Inc., Port Chester, N. Y. 


Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 
Federal Boiler Co., Inc., Midland Park, 


N. J. 
Fitzgibbons Boiler Co., Inc., New York 17, 
N. ¥. 


Flame Master Co., Inc., Chicago, Ill. 

Fluid Heat Div., Baltimore 24, Md. 

Fulton Boiler Works, Inc., Fulton, N. Y. 

General Automatic Products Corp., Balti- 
more 13, Md. 

General Heating Prods. Co., Philadelphia, 
Pa. 

General Machine Co., Inc., Emmaus, Pa. 

Gentleman Janitor Mfg. Co., Scranton 11, 


Pa. 
Gilbert & Barker Mfg. Co., West Springfield, 
Mass. 
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Green Colonial Furnace Co., Des Moines, Ia. 

Greene Mfg. Co., A., Philadelphia, Pa. 

Hapman-Dutton Co., Kalamazoo, Mich. 

Hart Heat Div., Peoria, Ill. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Hayward Oil Burner Corp., Cambridge, 
Mass. 

Heil Co., The, Milwaukee 1, Wisc. 

Hershey Motorstoker, Inc., Manheim, Pa. 

International Boiler Works Co., The, E. 
Stroudsburg, Pa. 

International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio. 

Johnson Co., S. T., Oakland 8, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kewanee-Ross Div., Kewanee, Il. 

King Boiler & Furnace Co., Shade Gap, Pa. 

Kohler Co., Kohler, Wisc. 

ie & Bros., Inc., L. O., Jersey City, 


Kresno-Stamm Mfg. Co., Palisades Park, 
iN. wo 


Leahy Mfg. Co., Los Angeles 21, Calif. 

Leffel & Co., The James, Springfield, Ohio. 

Lookout Boiler & Mfg. Co., Chattanooga, 
Tenn. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Manville Boiler Co., Inc., Hackettstown, 
3: Y. 

Marietta Metal Prods. Corp., Marietta, Pa. 

May Oil Burner Corp., Baltimore 30, Md. 

Morheat Corp., Lansing 12, Mich. 

Mortemp Div., Seattle, Wash. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

National Airoil Burner Co., Philadelphia 
34, Pa. 

National Home Egqpt. Co., New York 7, 
Bade 

Nat’l-U. S. Radiator Corp., Johnstown, Pa. 

New Yorker Steel Boiler Co., Inc., Colmar, 


Pa. 

Norge Heat Div., Kalamazoo, Mich. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Ontario Iron Works, Pulaski, N. Y. 

Orr & Sembower, Inc., Reading, Pa. 

Pacific Steel Boiler Div., Johnstown, Pa. 

Paragon Oil Burner Corp., Mineola, N. Y. 

Peabody Eng. Corp., New York 36, N. Y. 

Peerless Heater Co., Boyertown, Pa. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Percoflash, Mfg. Co., Madison, N. J. 

Petro, Cleveland, O. 

Portmar Boiler Co., Inc., Brooklyn 15, N. Y. 

Preferred Utilities Corp., New York 23, 
1 eS 

a weenie Burner Corp., Newark 4, 


Ray Oil Burner Co., San Francisco 12, Calif. 

Red Wing Oil Burner Co., Medford, Mass. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Remco, Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 

Richmond Plumbing Fixtures Div., Me 
tuchen, N. J. 

Russo, Inc., Thomas D., Boston 31, Mass. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Schwab Safe Co., Lafayette, Ind. 

Selectrol Eng. Co., Brooklyn 23, N. Y. 

Shepard Heater Co., Inc., Terre Haute, Ind. 

Sherb, Inc., Warner J., New York 17, N. Y. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Sinclair Refining Co., New York, N. Y. 

Smith Co., Inc., H. B., Westfield, Mass. 

Standard Automatic Oil Burner Co., Newark 


4, N. J. 
Steel Prods., Inc., W. Haven, Conn. 
Stewart Oil Burner Co., Hanover, Pa. 
Stewart Warner Corp., Lebanon, Ind. 
Stout & Sons, David, St. Louis 17, Mo. 
Stutzman Oil Burner Co., Clifton Heights, 
Pa. 
Surface Combustion Corp., Toledo 1, Ohio. 
Thatcher Furnace Co., Garwood, N. J. 
Titusville Iron Works Div., Titusville, Pa. 
Toridheet Div., Cleveland, Ohio. 
Triad Prods. Corp., Chicago 40, Ill. 
Tru-Heet Co., Trenton, N. J. 
Utica Radiator Corp., Utica, N. Y. 
V&E Prods., Inc., Schuylkill Haven, Pa. 
Viking Mfg. Corp., Cleveland 14, Ohio 
Wayne Home Egpt. Co., Inc., Fort Wayne 
4, Ind. 
Weatherall Eng., Inc., Providence, R. I. 
Wilgus Mfg. Co., Los Angeles 21, Calif. 
a Automatic Inc., White Plains, 


D5 


Winston Co. of Mass., Boston, Mass. 
Wood Co., John, Conshohocken, Pa. 
York-Shipley, Inc., York, Pa. 


Steam, low pressure burner 


Acme Welding Div., West Hartford, Conn. 
Atlantic Steel Boiler Co., Philadelphia 46, 


Pa. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Burkhart Engineering Associates, Inc., Bos- 
ton 15, Mass. 

Carrier Corp., Syracuse, N, Y. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Combustioneer Div., Springfield, Ohio. 

Dallas Engineers, Inc., Trucksville, Pa. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Electric Furnace Man, Inc., Emmaus, Pa. 

Eureka Williams Corp., Bloomington, II. 

Flame Master Co., Inc., Chicago, IIl. 

General Electric Co., Bloomfield, N. J. 

General Heating Products Co., Philadelphia, 
Pa. 

Gentleman Janitor Mfg. Co., Scranton 11, 
Pa. 

Gibraltar Corp, of America, Inc., Brooklyn 
5 ke. ot 

Johnston Bros., Inc., Ferrysburg, Mich. 

Kewanee-Ross Corp., Kewanee, III. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Mortemp Div., Seattle, Wash. 

Nat’l-U. S. Radiator Corp., The, Johnstown, 
Pa. 

Norse Boiler Co., New Market, N. J. 

Republic Products Co., Philadelphia, Pa. 

Schors Oil Burner Co., Los Angeles 1, Calif. 

Scott-Newcomb, Inc., St. Louis, Mo. 

Standard Automatic Oil Burner Co., Newark 
4, N. J. 

Stewart Warner Corp., Lebanon, Ind. 

Titusville Iron Works, Titusville, Pa. 

Utica Structural Steel, Inc., Utica, N. Y. 

Viking Mfg. Corp., Cleveland, Ohio. 

Wayne Home Egpt. Co., Ft. Wayne, Ind. 

Wickes Boiler Co., Saginaw, Mich. 

Wisconsin Burners, Inc., Madison 5, Wisc. 

York-Shipley, Inc., York, Pa. 


Steam, vaporizing 
Atlantic Steel Boiler Co., Philadelphia 46, 


Pa. 
Breese Burners, Inc., Sante Fe. N. M. 
Boiler Eng. & Supply Co., Phoenixville, Pa. 
Browne Fintube Co., Elyria, Ohio. 
Clayton Mfg. Co., El Monte, Calif. 
Erie City Iron Works, Erie, Pa. 
Flame-Master Co., Inc., Chicago, Ill. 
Gibraltar Corp. of America, Inc., Brooklyn, 
Mee Ms 
Michigan Burner Co., Detroit 28, Mich. 
Titusville Iron Works, Titusville, Pa. 
Wilgus Mfg. Co., Los Angeles 21, Calif. 


Steam, wall flame vertical rotary 
Fluid Heat Div., Baltimore 24, Md. 
Gibraltar Corp. of America, Inc., Brooklyn 
ae a 
Marietta Metal Prods. Corp., Marietta, Pa. 
Manville Boiler Co., Inc., Hackettstown, 
Mid. 
Norse Boiler Co., Inc., New Market, N. J. 
Scaife Company, Oakmont, Pa. 
Toridheet Div., Cleveland 2, Ohio. 
V&E Prods., Inc., Schuylkill Haven, Pa. 
Wood Co., John, Conshohocken, Pa. 


Furnace Burner Units 


Ceiling, Suspended 
Air Conditioning Eng. Co., Cambridge 41, 
Mass. 
Airflame, Inc., Waukegan, III. 
Airtemp Div., Dayton, O. 
American Furnace Co., St. Louis 10, Mo. 
oe Ideal-Aire Corp., Garden City, 
Anchor Div., New Albany, Ind. 
art Stove & Range Co., New Albany, 


Armstrong Furnace Co., Columbus 8, Ohio. 
Auburn Burner Co., Edgerton, Ohio 
Auburn Fdry., Inc., Auburn, Ind. 
Auto-Therm Mfg. Co., Detroit, Mich. 
Avery Farm Machinery Co., Peoria, Ill. 


Dé 


. . » « Furnace-burner Units 


Bard Mfg. Co., Bryan, Ohio. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Berger Furnace Corp., Belle Vernon, Pa. 

Besser Metal Prods. Corp., Charlotte, N. C. 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Bonair Products, Inc., Darby, Pa. 

Bryant Div., Carrier Corp., Indianapolis 4, 
Ind. 

Campbell Heating Co., Des Moines 17, Iowa 

Carrier Corp., Syracuse, N. Y. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Columbia Burner Co., The, Toledo, Ohio 

Conco Engineering Works, Mendota, II]. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago, Ill. 

Dalzen Mfg. Co., St. Clair, Mich. 

Delco Appliance Div., Rochester 1, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 

Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 

Dravo Corp., Pittsburgh 22, Pa. 

Electric Furnace Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inc., Rutherford, 


IN; is 

Electro-Watt Industries, Inc., Salem, Ore. 

Esso Standard Oil Co., New York 19, N. Y. 

Eureka Williams Corp., Bloomington, III. 

Ex Cel Co., Dowagiac, Mich. 

Farquhar Co., The, Wilmington, O. 

Fluid Heat Div., Baltimore, Md. 

Front Rank Mfg. Co., St. Louis 4, Mo. 

General Automatic Prods. Corp., Baltimore, 
Md. 

General Electric Co., Bloomfield, N. J. 

General Heating Products Co., Philadelphia, 
Pa. 

Gentleman Janitor Mfg. Co., Scranton 11, 
Pa. 

Gibraltar Corp. of America, Inc., Brooklyn 
8 OD ae ee 

Gilbert & Barker Mfg. Co., West Springfield, 
Mass. 

Gross Aire Mfg. Co., Inc., St. Louis 14, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hasko Utilities Co., New York, N. Y. 

Heat Controller, Inc., Jackson, Mich. 

Heating Specialties, Inc., Baltimore, Md. 

Heil Co., The, Milwaukee, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Hess Co., Cicero, Ill. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

ingessolt Conditioned Air Div., Kalamazoo, 


International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Johnson Heater Corp., Chelsea, Mass. 

Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Kaustine Furnace & Tank Co., Perry, N. Y. 

Kleer Kleen Mfg. Co., Hayward, Calif. 

Ko-Z-Aire Prods., Inc., Red Oak, Iowa 

Kresno-Stamm Mfg. Co., Palisades Park, 
Nid. 


La Salle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Lennox Industries, Inc., Marshalltown, Ia. 

Leeson Air Conditioning Corp., Detroit 27, 
Mich, 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Majestic Co., Inc., The, Huntington, Ind. 

Mammoth Furnace Co., St. Paul, Minn. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Mayflower Air-Conditioners, Inc., St. Paul 
6, Minn. 

Mechanical Products Co., Seattle 4, Wash. 

Metrol Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Metromatic Mfg. Co., Inc., Everett, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

McPherson Furnace & Eqpt. Co., Seattle, 
Wash. 

Montag, Inc., Portland, Ore. 

Morrison Steel Products, Inc., Buffalo, N. Y.. 

Mortemp Div., Seattle, Wash. 

Mueller Climatrol, Milwaukee 15, Wisc. 

National-U. S, Radiator Corp., Johnstown, 
Pa 


National Heater Co., Inc., St. Paul 4, Minn. 
Niagara Furnace Div., Cleveland 13, Ohio 
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Norge Heat Div., Kalamazoo, Mich, 
Norman Prods. Co., Columbus, Ohio 







Northwest Fdry. & Furnace Co, Cor 
2, Ore. ©» Portland an 

Norwalk Airconditioning Corp,, Ane 
Norwalk, Conn. The, & Ind 





Olsen Mfg. Co., The C. A., Elyria, Ohio Arms 
Olson & Co., Arthur A., Canfield, Ohio 
Overhead Heaters, Inc., Detroit 26, Mich, Aubu! 


Pacific Oil Co., Fall River, Mass. Autor 
Paragon Oil Burner Corp., Mineola, nN, y 4" 
Patten Co., J. V., Sycamore, Ill, * Bpard 
Peerless Furnace & Fdry., Inc., Indianap- Barto 
olis, Ind. Beave 
Perfection Industries, Cleveland 10, Ohio 22k 
Petro, Cleveland 11, Ohio Berge 
Prat-Daniel Corp., So. Norwalk, Conn. Berkl 
Prentiss Waber Prods. Co., Wisconsin Rap- Besse: 
ids, Wisc. N. | 
Daiet “automate Burner Corp., Newark 4 = 
ae a. 
Quiet May Div., Lancaster, Pa, Billov 


Radiant-Aire Corp., Michigan City, Ind, Bonai 
Radiant Utilities Corp., Brooklyn, N, y, Brand 
Red Triangle Heater Co., Wausau, Wise, Md. 
Reif-Rexoil, Inc., Buffalo 3, N. Y, Brand 
Remco Inc., Baltimore, Md. Branf 
Republic Products Co., Philadelphia, Pa, ton, 
Richmond Plumbing Fixtures Diy,, Me & 2row 


tuchen, N. J. Bryan 
Rossoe Mfg. Co., Inc., Seattle 9, Wash. 3, | 
Round Oak Co., Inc. of Indiana, Dowagiac, & 5rvat 
Mich. Bryan 
The Rybolt Heater Co., Ashland, Ohio Ind. 
Sandberg Mfg. Co., Portland 10, Ore. Bryan 
Scaife Co., Oakmont, Pa. Burca 
Shana Mfg. Co., Inc., Chicago 1, Ill. Burte 
Silent Glow Oil Burner Corp., Hartford, & camp 
Conn. Carrie 
Standard Automatic Oil Burner Co., Newark & (Cary | 
4, N. J. Centu: 
Stewart Warner Corp., Lebanon, Ind. Certifi 


Sunbeam Air Conditioner Div., Elyria, 0. @ Chand 
Sunderman Mfg, Co., Sioux Falls, §. D. Chicas 
Superior Furnace & Mfg. Co., Plymouth, @ Chimr 


Mich. Coal-C 
Surface Combustion Corp., Toledo, Ohio Colem 
Synchromatic Corp., Watertown, Wise. Colum 
Thatcher Furnace Co., Garwood, N, J. Comb 


Thermo-Products, Inc., North Judson, Ind. & Conco 
Tjernlund Mfg. Co., St. Paul 14, Minn, Conn, 
Typhoon Air Conditioning Co., Brooklyn, Con! 

i fe $ Conne 
Universal Prods. Corp., Auburn, Ind. Consol 
Utica Structural Steel, Inc., Utica, N. Y. Ind, 
Viking Mfg. Corp., Cleveland 14, Ohio Cox M 
Volcano Burner Corp:, New York 61, N. Y. & Crane 
Waltham Oil Burner Co., Inc., E. Boston, & Dalzar 


Mass. Deleo 
Waterman-Waterbury Co., Minneapolls, & Delta 
Minn. DeSote 
Wayne Home Egpt. Co., Inc., Ft. Wayne 4. I Domes 
Ind. Dornb 
Weatherall Eng. Inc., Providence, R. 1 8 Ol 


Williamson Co., The, Cincinnati 9, Ohio Dowag 
Wisconsin Burners, Inc., Madison 5, Wise & Miet 


Wood Co., John, Conshohocken, Pa. Dravo 
York-Shipley, Inc., York, Pa. Eclipse 
Electri 

Eleetre 

Floor Furnaces Eleetre 


(See listing on page D 13 under Space Heat- = 
ers, Oilfired, Floor Furnaces) _, Enico 


ss urek¢ 
Forced Air, Atomizing Vertical Rotary Ex Cel 
Iron Fireman Mfg. Co., Cleveland, Ohio Exeels 


P 

Manville Boiler Co., Inc., Hackettstow!, fe: 
N, J. 

Olson & Co., Arthur A., Canfield, Ohio ~ 


Perfection Industries, Cleveland 10, Ohio Palreh 


Scaife Co., Oakmont, Pa. Pirewe 
Floral 
Fluid 
Forced Air, High Pressure Burnet Pront ; 
Acme Heat & Power, Inc., Brooklyn 6, N.Y ener 
Acme Heating Div., W. Hartford aa 12} 
Aire Director Mfg. Co., Seattle 9, W Genera 
Airflame, Inc., Waukegan, IIl. Pa, 
Airtemp Div., Dayton 1, Ohio . Cenerg 
Airwasher Corp., Eaton Rapids, Mic Sentle 
Altherm, Inc., New York 21, N. ¥. Mich Gilbert 
American Boiler & Fdry. Co., Milan," Be Mags 
American Fdry. & Furnace C0., Gillen 
ton, Ill. Green | 
American Furnace, St. Louis, nett city. me reene 
American Ideal-Aire Corp., Gat" ert 
N.S. N 
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smerican Rad. & Std. Sanitary Corp. Air 
* Conditioning Div., New York 18, N. Y. 
anchor Div., New Albany, Ind. 

anchor Stove & Range Co., New Albany, 


A. 2 Furnace Co., Columbus 8, Ohio 
syburn Burner Co., Edgerton, Ohio 

juburn Fdry., Inc., Auburn, Ind. 

sutomatic Firing Corp., St. Louis, Mo. 
jutoTherm Mfg. Co., Detroit, Mich. 

gard Mfg. Co., Bryan, Ohio 

parton Products, Inc., Wheaton, IIl. 

weaver Mtg. Co., Portland 4, Ore. 

peck Eng. Combustion Co., St. Louis 6, Mo. 
gerger Furnace Co., Belle Vernon, Pa. 
perkley Mfg. Co., Philadelphia, Pa. 

pesser Metal Products Corp., Charlotte, 


N. C. 
Bethlehem Fdry. & Machine Co., Bethlehem, 


Pa. 

Billow Corp., Chicago 6, Ill. 

ponair Prods., Inc., Darby, Pa. 

Brandenburg Industries, Inc., Baltimore 9, 
Md. 

Brandes Co., Madison 4, Wisc. 

Branford Tank & Heating Prods., Inc., Shel- 
ton, Conn. 

Brown Fintube Co., Elyria, Ohio 

Bryant Air Conditioning Corp., Philadelphia 
2%, Pa. 

Bryant Corp., C. L., Cleveland 3, Ohio 

Bryant Div., Carrier Corp., Indianapolis, 
Ind, 

Bryant Mfg. Co., Indianapolis 7, Ind. 

Burcar Mfg. Co., Stamford, Conn. 

burtchaell Heating Co., Portland 2, Ore. 


Campbell Heating Co., Des Moines 17, Iowa 

Carrier Corp., Syracuse, N. Y. 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Iowa 

Certified Furnace Co., St. Paul 4, Minn. 

Chandler Co., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Chimney Furnace Corp., Rockville, Md. 

Coal-O-Matic Co., Trucksville, Pa. 

Coleman Co., Inc., Wichita 1, Kan. 

Columbia Burner Co., The, Toledo, Ohio 

Combustioneer Div., Springfield, Ohio 

Conco Eng. Works, Mendota, Ill. 

_ State Furnace Co., Inc., Bridgeport, 
nn, 

Connelley Co., St. Louis 3, Mo. 

= Industries, Inc., 
nd, 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago, Ill. 

Dalzan Mfg. Co., St. Clair, Mich. 

Delco Appliance Div., Rochester, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 

— Furnace & Fdry. Co., Cleveland 
, Ohio 

a Steel Furnace Co., Dowagiac, 


Dravo Corp., Pittsburgh 22, Pa. 

Eclipse Fuel Eng. Co., Rockford, Il. 

Hectric Furnace-Man, Inc., Emmaus, Pa. 
Eectro-Watt Industries, Inc., Salem, Ore. 
Dectro- Watt, Inc., Seattle 1, Wash. 

cP Burner Mfg. Co., Inc., Rutherford, 


= Prods., Detroit 35, Mich. 

- Standard Oil Co., New York 19, N. Y. 
ne Williams Corp., Bloomington, III. 
ae Co., Dowagiac, Mich. 

pr Steel Furnace Co., Chicago, Ill. 

: Heat Machine Co., Detroit 11, Mich. 
Hi Co., The, Wilmington, Ohio 

eg ew Oil Burner Co., Huntington 


Lafayette, 


putchester Oil Co., Inc., Port Chester, N. Y. 
el Co., Inc., The, Buffalo 25, N. Y. 
City Heater Co., Monroe, Mich. 
= t Div., Baltimore 24, Md. 
all nk Mfg. Co., St. Louis 4, Mo. 

a Me tomatic Prods. Corp., Baltimore 


3 
= 


al Heating Prods. Co., Philadelphia, 


General Machine Co., Inc., Emmaus, Pa. 
“entleman Janitor Mfg. Co., Scranton 2, Pa. 
Barker Mfg. Co., W. Springfield, 


cnt, J. L., Detroit 28, Mich. 
Arggeed sr Des Moines, Ia. 

» CO., A, adelphia, Pa. 

Gross Aire Meg, Co., St. Louis 14, Mo. 
ce Co., Indianapolis, Ind. 








S GUIDE & INDUSTRY DIRECTORY 


Hart Heat Div., Peoria, IIl. 

Hayward Oil Burner Corp., 
Mass. 

Heat Controller, Inc., Jackson, Mich. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Mershey Motorstokor, Inc., Manheim, Pa. 

Hess Co., Cicero, Ill. 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

net Conditioned Air Div., Kalamazoo, 


(Mich, 

International Heater Co., Utica, N. Y. 

International Oil Burner Co., St. Louis 10, 
Mo. 

International Sales Co., San Francisco, 
Calif. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating & Air Conditioning Div., 
Surface Combustion Corp., Columbus, O. 

Jettronaire, Inc., Pittsburgh 10, Pa. 

Johnson Heater Corp., Chelsea, Mass. 

Johnson Co., S. T., Oakland 8, Calif. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Kaustine Furnace & Tank Co., Inc., Perry, 
W.. ¥. 

Keith Furnace Co., Des Moines, Iowa 

Kinsley Burner & Machine Co., Providence, 
ee, Es 

Ko-Z-Aire Prods., Inc., Red Oak, Iowa 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 

Laco Oil Burner Co., Inc., Griswold, Iowa 

LaSalle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Leeson Air Conditioning Corp., Detroit 27, 
Mich. 

Lennox Industries, Inc., Marshalltown, Ia. 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Little Burner Co., Inc., San Rafael, Calif. 

Livingston, Inc., Marshall, Mich. 

Luxaire Corp., Tacoma, Wash. 

Luty Furnace Mfg. Co., Detroit 21, Mich. 

Lynch Co., Inec., The, Portland 11, Ore. 

Ma Girl Foundry & Furnace Co., Blooming- 
ton, Ill. 

McKee Air Conditioning Co., Minneapolis 
12, Minn. 

McPherson Furnace & Supply Co., Portland 
12, Ore. 

Madsen Service, Minneapolis, Minn. 

Majestic Co., Inc., The, Huntington, Ind. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Mammoth Furnace Co., The, St. Paul, Minn. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Maxon Premix Burner Co., Muncie, Ind. 

Mayflower Air-Conditioners, Inc., St. Paul 
6, Minn. 

McPherson Furnace & Eqpt. Co., Seattle, 
Wash. 

Mechanical Prod. Mfg. Co., Seattle 4, Wash. 

Metro Oil Burner Mfg. Co., Easthampton, 
Mass. 

Metromatic Oil Burner Co., Everett, Conn. 

Metromatic Mfg. Co., Inc., Medford, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Montag, Inc., Portland 17, Ore. 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Mortemp Div., Seattle, Wash. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Mulkey Co., J. F., Detroit 10, Mich. 

National-U. S. Radiator Corp., Johnstown, 


Pa. 
National Airoil Burner Co., Philadelphia 34, 
Pa. 
National Heater Co., Inc., St. Paul 4, Minn. 
Niagara Furnace Div., Cleveland 13, Ohio 
Norge Heat Div., Kalamazoo, Mich. 
Northwest Fdry. & Furnace Co., Portland 
2, Ore. 
Norwalk Air Conditioning Corp., The, So. 
Norwalk, Conn. 


O’Halloran Industries, Detroit 4, Mich. 

Oil-Elec-Tric Co., St. Paul 4, Minn. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Olson & Co., Arthur A., Canfield, Ohio 

Omaha Stove Repair Works, Inc., Omaha, 
Nebr. 

Overhead Heaters, Inc., Detroit 26, Mich, 

Pacific Oil Co., Fall River, Mass. 

Paragon Oil Burner Corp., Mineola, N. Y. 


Cambridge, 


. . « - Furnace-burner Units 





Patten Co., J. V., Sycamore, Ill. 

Peabody Eng. Corp., New York 36, N. Y. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Penn Boiler & Burner Mfg. Co., Lancaster, 
Pa. 

Perfection Industries, Cleveland 10, Ohio 

Petro, Cleveland 11, Ohio 

Prat-Daniel Corp., So. Norwalk, Conn. 

Premier Furnace Co., Dowagiac, Mich. 

Quick Furnace Co., Des Moines, Iowa 

a Burner Corp., Newark 4, 


Quiet May Div., Lancaster, Pa. 

Quincy Stove Mfg. Co., The, Quincy, IIl. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiant Utilities Corp., Brooklyn 14, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Remco, Inc., Baltimore, Md. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Republic Products Co., Philadelphia, Pa. 

Rheem Mfg. Co., Chicago 29, Ill. 

Richmond Plumbing Fixtures Div., Me- 
tuchen, N. J. 

Roberts-Gordon Appliance Corp., Buffalo 6, 


YD P 

Robot Auto-Heat Corp., The, Middletown, 
Conn. 

Rossoe Mfg. Co., Inc., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Russo, Inc., Thomas D., Boston 31, Mass. 

Rybolt Heating Co., Ashland, Ohio 

Sandberg Mfg. Co., Portland 10, Ore. 

Scaife Co., Oakmont, Pa. 

Schors Oil Burner Co., Los Angeles 1, Calif. 

Schwab Safe Co., Lafayette, Ind. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Shana Mfg. Co., Inc., Chicago 1, Ill. 

Silent Glow Oil Burner Corp., Hartford, 
Conn. 

Sinclair Refining Co., New York, N. Y. 

Smith Corp., A. O., Milwaukee 1, Wisc. 

Souther Iron Co., E. E., St. Louis 20, Mo. 

Standard Automatic Oil Burner ‘Co., Newark 
4,'N:'d. 

Standard Heating Eqpt. Co., Waterloo, Ia. 

Steel City Furnace Corp., Springdale, Pa. 

Steel Prods., Inc., W. Haven, Conn. 

Stewart Oil Burner Co., Hanover, Pa. 

Stewart Warner Corp., Lebanon, Ind. 

Stout & Sons, David, St. Louis 17, Mo. 

Stutzman Oil Burner Co., Clifton Heights, 
N. J. 

Sunbeam Air Conditioner Div., Elyria, O. 

Surface Combustion Corp., Toledo 1, Ohio 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Syncromatic Corp., Watertown, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Thermo-Prods., Inc., North Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Toridheet Div., Cleveland 2, Ohio 

Tru-Heet Co., Trenton, N. J. 

XXth Century Heating & Ventilating Co., 
Akron 1, Ohio 

U. S. Rad. Corp., Detroit 26, Mich. 

Universal Prods. Corp., Auburn, Ind. 

Viking Mfg. Corp., Cleveland 14, Ohio 

Viking Oil Co., Milwaukee, Wisc. 

Volcano Burner Corp., New York 61, N. Y. 

Waltham Oil Burner Co., Inc., E. Boston, 
Mass. 

Waterman-Waterbury Co., The, Minneap- 
olis 13, Minn. 

er Home Eqpt. Co., Inc., Ft. Wayne 4, 
Ind. 

Weatherall Eng. Inc., Providence, R. I. 

West Coast Quiet Heet, Inc., Portland, Ore. 

Williams Automatic, Inc., White Plains, 
N. Y. 

Williamson Co., The, Cincinnati 9, Ohio 

Wisconsin Burners, Inc., Madison 5, Wisc. 

Wood Co., John, Conshohocken, Pa. 

XXth Century Htng. & Ventilating Co., 
Akron, Ohio 

York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


Forced Air, High Pressure Burner with 
Built-in Water Heater 


Crane Co., Chicago, IIll. 
Flame-Master Co., Inc., Chicago, Ill. 
International Heater Co., Utica, N. Y. 











. . . « Furnace-burner Units 

Manville Boiler Co., Hackettstown, 
. (a 

Metromatie Mfg. Co., Inc., Medford, Mass. 

Nat’! Airoil Burner Co., Philadelphia 34, Pa. 

Paragon Oil Burner Corp., Mineola, N. Y. 

Richmond Plumbing Fixtures Div., Me- 
tuchen, N. J. 

Robot Auto Heat Corp., Middletown, Conn. 


Inc., 


Forced Air, Low Pressure Burner 


Acme Welding Div., West Hartford, Conn. 

Airwasher Corp., Eaton Rapids, Mich. 

American Ideal-Aire Corp., Garden City, 
Mm. . 

Auburn Foundry, Inc., Auburn, Ind. 

Auto-Therm Mfg. Co., Detroit, Mich. 

Bonair Prods., Inc., Darby, Pa. 

Brown FinTube Co., Elyria, Ohio 

Burtchaell Heating Co., Portland, Ore. 

Chicago Steel Furnace, Chicago, Ill. 

Cleaver-Brooks Co., Milwaukee, Wisc. 

Columbia Burner Co., The, Toledo, Ohio 

Cox Mfg. Co., Ridgeville, Ind. 

Dallas Engineers, Inc., Trucksville, Pa. 

Dowagiac Steel Furnace Co., Dowagiac, 
Mich. P 

Dravo Corp., Pittsburgh, Pa. 

Eureka Williams Corp., Bloomington, Ill. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Flame Master Co., Inc., Chicago, Ill. 

General Electric Co., Bloomfield, N. J. 

Gentleman Janitor Mfg. Co., Scranton 11, 
Pa. 

Gibraltar Corp. of America, Inc., Brooklyn 
ite YZ, 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Henry Furnace Co., The, Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Hess Co., Chicago, Ill. 

Johnson Heater Corp., Chelsea, Mass. 

Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 

Kleer Kleen Mfg. Co., Hayward, Calif. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Hackettstown, N. J. 

Mechanical Products Mfg. Co., Seattle, 
Wash. 

Mortemp Div., Seattle, Wash. 

O'Halloran Industries, Detroit 4, Mich. 

Olsen Mfg. Co., The, C. A., Elyria, Ohio 

Richmond Radiator Co., Metuchen, N. J. 

Rossoe Mfg. Co., Seattle, Wash. 

Rybolt Heater Co., The, Ashland, Ohio 

Sandberg Mfg. Co., Portland 10, Ore. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Smith Corp., A. O., Milwaukee, Wisc. 

Standard Automatic Oil Burner Co., Newark 
4: NJ. 

Stewart Warner Corp., Lebanon, Ind. 

Waterman-Waterbury Co., The, Minneap- 
olis, Minn. 

being Home Egqpt. Co., Inc., Ft. Wayne, 
Ind. 

Weatherall Eng. Inc., Providence 4, R. I. 


Forced Air, Vaporizing 


Allied Htg. & Air Conditioning Co., Lawn- 
dale, Calif. 

American Boiler & Fdry. Co., Milan, Mich. 

American Furnace Co., St. Louis 10, Mo. 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Div. of Nat. Union 
Elec. Corp., Columbus 8, Ohio 

Bauer Oil Burner, Inc., Wilmington, Del. 

Beyer Oil Burner Co., Rosamond, Calif. 

— Industries, Inc., Baltimore 9, 


Brown FinTube Co., Elyria, Ohio 
Cary Mfg. Co., Waupaca, Wisc. 
Chandler Co., Cedar Rapids, Iowa 
Columbus Combustion Co., Columbus, O. 
Conn. State Furnace Co., Bridgeport, Conn. 
Domestic Mfg. Co., Seattle, Wash. 
Duo-Therm Div., Lansing 3, Mich. 
Electro-Watt Industries, Inc., Salem, Ore. 
Eclipse Fuel Eng. Co., Rockford, Ill. 
Firewel Co., Inc., The, Buffalo 25, N. Y. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Heat Controller, Inc., Jackson, Mich. 
Henry Furnace Co., Medina, Ohio 
Hess Co., The, Chicago 50, Ill. 
— Oil Burner Co., St. Louis 10, 
oO. 


D8 


Jungers Stove & Range Co., Grafton, Wisc. 
Kleer Kleen Mfg. Co., Hayward, Calif. 
Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 
Kresky Mfg. Co., Petaluma, Calif. 
Laco Oil Burner Co., Inc., Griswold, Iowa 
Little Burner Co., Inc., San Rafael, Calif. 
Metromatic Mfg. Co., Inc., Medford, Mass. 
Meyer Furnace Co., Peoria 2, Ill. 
Morrison Steel Prods. Inc., Buffalo 7, N. Y. 
Northwest Metal Prods. Inc., Seattle, Wash. 
Olsen Mfg. Co., The C. A., Elyria, Ohio 
Patten Co., J. V., Sycamore, Ill. 
Perfection Industries, Cleveland 10, Ohio 
Quincy Stove Mfg. Co., The, Quincy, Ill. 
Reliance Prods. Corp., Portland 4, Ore. 
Richmond Rad. Co., New York 17, N. Y. 
Rybolt Heating Co., Ashland, Ohio 
Scott-Newcomb, Inc., St. Louis 19, Mo. 
Silent Sioux Corp., Orange City, Iowa 
Steel City Furnace Corp., Springdale, Pa. 
Surface Combustion Corp., Toledo, Ohio 
Thatcher Furnace Co., Garwood, N. J. 
Therm Gas Generator Co., Seattle, Wash. 
Thermo Prods., Inc., N. Judson, Ind. 


Forced Air, Horizontal Rotary Burner 


Combustion Service Eng., W. Allis, Wisc. 
Manville Boiler Co., Inc., Hackettstown, 
a 


Forced Air, Wall Flame Vertical Rotary 


American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

Fluid Heat Div., Baltimore 24, Md. 

Manville Boiler Co., Inc., Hackettstown, 


Na. 
Pacific Oil Co., Fall River, Mass. 
Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland 2, Ohio 
Wood Co., John, Conshohocken, Pa. 


Gravity, High Pressure Burner 


Airflame, Inc., Waukegan, IIl. 

Airwasher Corp., Eaton Rapids, Mich. 

American Furnace Co., St. Louis, Mo. 

American Rad. & Std. Sanitary Corp., Air 
Conditioning Div., New York 18, N. Y. 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Columbus 8, Ohio 

Berger Furnace Corp., Belle Vernon, Pa. 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Billow Corp., Chicago 6, Ill. 

Bonair Prods., Inc., Darby, Pa. 

Brandes Co., Madison, Wisc. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Heater Div., Cleveland, Ohio 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Ia. 

Certified Furnace Co., St. Paul 4, Minn. 

Chandler Co., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago, Ill. 

Combustioneer Div., Springfield, Ohio 

Conco Engineering Works, Mendota, III. 

Crane Co., Chicago, Ill. 

Dalzen Mfg. Co., St. Clair, Mich. 

Delta Htg. Corp., Trenton 8, N. J. 

Dowagiac Steel Furnace Co., Dowagiac, 
Mich. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Electro-Watt Industries, Inc., Salem, Ore. 

Ex Cel Co., Dowagiac, Mich. 

Fano-Flame Oil Burner Co., 
Park, Calif. 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Floral City Heater Co., Monroe, Mich. 

Fluid Heat Div., Baltimore 24, Md. 

Forest City Foundries Co., The, Cleveland 
13, Ohio 

Green Colonial Furnace Co., Des Moines, Ia. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart Heat Div., Peoria, Ill. 

Henry Furnace Co., Medina, Ohio 

Heating Specialties, Inc., Baltimore, Md. 

Home Furnace Co., Holland, Mich. 

Illinois Iron & Bolt Co., Carpersville, Ill. 

International Heater Co., Utica, N. ¥. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Jackson & Church Co., Saginaw, Mich. 

Kalamazoo Furnace & Appl. Mfg. Co., Kala- 
mazoo, Mich. 


Huntington 





Kaustine Furnace & Tank Co., } 
N.Y ne¢,, Perry, 


Keith Furnace Co., Des Moines, Iowa 

Ko-Z-Aire Prods., Inc., Red Oak, Iowa 

a Mfg. iso ae Angeles 21, Calit 
eson Air Conditioning Corp., 

Mich. oe 
Lennox Industries, Inc., Marshalltown h 
Little Burner Co., H. C., San Rafael, Cali 
Majestic Co., Inc., The, Huntington, Ing, 
Major Oil Burner Co., Philadelphia 22, p, 
Mammoth Furnace Co., St. Paul, Minn, 
Mechanical Products Mfg. Co., Seattle ¢ 

Wash. 

Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Montag Stove & Furnace Works, Portlang 

17, Ore. 

Mueller Climatrol, Milwaukee 15, Wise, 
Nat'l.-U. S. Radiator Corp., Johnstown, Py 
National Airoil Burner Co., Philadelphia 4 

Pa. 
Niagara Furnace Div., Cleveland 13, Ohio 
Norge Heat Div., Kalamazoo, Mich. 
O’Halloran Industries, Detroit 4, Mich, 
Olsen Mfg. Co., The C. A., Elyria, Ohio 
Patten Co., J. V., Sycamore, IIl. 
Peerless Furnace & Fdry, Inc., Indianap- 

olis, Ind. 

Perfection Industries, Div., Cleveland 4, 0, 
Premier Furnace Co., Dowagiac, Mich, 
Quiet May Div., Lancaster, Pa, 
Quincy Stove Mfg. Co., The, Quincy, Ill. 
Radiant-Aire Corp., Michigan City, Ind, 
Round Oak Co., Dowagiac, Mich. 
Rybolt Heater Co., Ashland, Ohio 
Sandberg Mfg. Co., Portland 10, Ore, 
Shana Mfg. Co., Inc., Chicago 1, Ill. 
Silent Automatic Prods., Jackson, Mich. 
Souther Iron Co., E. E., St. Louis 20, Mo. 
Steel City Furnace Corp., Springdale, Pa. 
Stewart Oil Burner Co., Hanover, Pa. 
Sunbeam Air Conditioner Div., Elyria, 0. 
Superior Furnace & Mfg. Co., Plymouth, 

Mich. 

Synchromatic Corp., Watertown, Wisc. 
Thatcher Furnace Co., Garwood, N. J. 
ba a i Air Conditioning Co., Brooklyn, 


Viking Mfg. Corp., Cleveland 14, Ohio 

Volcano Burner Corp., New York 61, N. ¥. 

Waterman-Waterbury Co., The, Minneap 
olis 13, Minn. 

Williams Automatic, Inc., White Plains, 
N.Y; 

Williamson Co., The, Cincinnati 9, Ohio 

Wood Co., John, Conshohocken, Pa. 

XXth Century Htg. & Ventilating (, 
Akron, Ohio 


Gravity, Low Pressure Burner 


Airwasher Corp., Eaton Rapids, Mich. 

Bonair Products, Inc., Darby, Pa. 

Dowagiac Steel Furnace Co., Dowagiat 
Mich. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Hall-Neal Furnace Co., Indianapolis, Ind 

Henry Furnace Co., The, Medina, Ohio 

Hess Co., The, Chicago, Il. 

Kalamazoo Furnace & Appl. Mfg. Co., Kali 
mazoo, Mich. ‘ 

Mechanical Products Mfg. Co., Seattle 
Wash. 

O'Halloran Industries, Detroit, Mich. 

Olsen Mfg. Co., The, C. A., Elyria, Ohio 

Rybolt Heater Co.. The, Ashland, Ohio 

Typhoon Air Conditioning Co., Brook 


fe a ; 
Waterman-Waterbury Co., Minneapolis 


Minn. 


Gravity, Vaporizing Burner 


Allied Htg. & Air Conditioning Co., L4¥” 
dale, Calif. 
American Gas Machine Co., Albert Ls, 
Minn. _ 
Armstrong Furnace Co., Div. of Nat, Un 
Elec, Corp., Columbus 8, Ohio it 
Beyer Oil Burner Co., Rosamoné, 
Breese Burners, Inc., — bg : 
Cary Mfg. Co., Waupaca, . 
Cenfury Eng. Corp., Cedar Rapids, Ia. 
Certified Furnace Co., St. Paul 4, 
Chandler Co., Cedar Rapids, Ja. 
Coleman Co., The, Wichita, Kans. 
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us Combustion Co., Columbus, O. 
clu appliance Div., Rochester, N. Y. 


Div., Lansing 3, Mich. 
Dare Watt Industries, Inc., Salem, Ore. 
pirewel Co., Inc., The, Buffalo 25, N. Y. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Furnace Co., Medina, Ohio 
international Oil Burner Co., St. Louis 10, 


fe Stove & Range Co., Grafton, Wisc. 

leer Kleen Mig. Co., Hayward, Calif. 

xresno-stamm Mfg. Co., Palisades Park, 

ae Mfg. Co., Inc., Petaluma, Calif. 

taco Oil Burner Co., Inc., Griswold, Ia. 

Little Burner Co., H. C., Inc., San Rafael, 

if. 

an Furnace Co., Peoria 2, Ill. 

yorrison Steel Products, Inc., Buffalo, N. Y. 

Northwest Mfg. Co., Mitchell, S. D. 

Northwest Metal Prods., Inc., Seattle, Wash. 

olsen Mfg. Co., The C. A., Elyria, Ohio 

Patten Co., J. V., Sycamore, Ill. 

perfection Industries Div., Cleveland 4, O. 

prentiss Wabers Prods. Co., Wisconsin 
Rapids, Wisc. 

quiney Stove Mfg. Co., The, Quincy, Til. 

Reliance Prods. Corp., Portland 14, Ore. 

Rybolt Heating Co., Ashland, Ohio 

sam-Bee Oil Burner Co., So. Bend 14, Ind. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 


Pipeless, Oilfired 


Beyer Oil Burner Co., Rosamond, Calif. 
Delta Htg. Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Gross Aire Mfg. Co., St. Louis 14, Mo. 

Harvey, C. T., Portsmouth, Va. 

Hasko Utilities Co., New York, N. Y. 

Johnson Co., S. T., Oakland 8, Calif. 

la Salle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Metromatic Oil Burner Co., Everett, Conn. 
Montag Stove & Furnace Works, Portland, 
Ore, 


Pacific Oil Co., Fall River, Mass. 
Rybolt Heater Co., The, Ashland, Ohio 
Standard Automatic Oil Burner Co., Newark 


4, N, J. 
Sunbeam Air Conditioner Div., Elyria, Ohio 
Thatcher Furnace Co., Garwood, N. J. 


Portable 
oe Eng. Co., Cambridge 41, 
oF 


Auburn Burner Co., Edgerton, Ohio 

Brown FinTube Co., Elyria, Ohio 

Campbell Heating Co., Des Moines 17, Iowa 

Heat Controller, Inc., Jackson, Mich. 

Johnson Co., S. T., Oakland 8, Calif. 

Jackson & Church Co., Saginaw, Mich. 

— Products Mfg. Co., Seattle 4, 
‘ash, 


Metromatic Oil Burner Co., Everett, Mass. 
Yortemp Div., Seattle, Wash. 
Norge Heat Div., Kalamazoo, Mich. 
Prat-Daniel Corp., S. Norwalk, Conn. 
Wit Automatic Burner Corp., Newark 4, 
Siebring Mfg. Co., George, Ia. 
Silent Glow Oil Corp., Hartford 6, Conn. 
iN Automatic Oil Burner Co., Newark 
Sunderman Mfg. Co., Sioux Falls, S. D. 
Tipo Heating Corp., Chicago, Ill. 
a" Oil Burner Co., Inc., E. Boston, 


Oilburners, Domestic 


Atomizing Vertical Rotary 
Oil Burner & Mfg. Co., Chicago 


Hardinge 
13, Til, 

mand Mtg, Co., Inc., Brooklyn 31, N. Y. 
o Oil Burner Corp., Cambridge, 


ttn Fireman Mtg. Co., Cleveland, Ohio 





. . - « Oilburners, Domestic 


MacLeod Co., Cincinnati 22, Ohio 
O’Halloran Industries, Detroit, Mich. 
Scaife Co., Oakmont, Pa. 


High Pressure, Gun 


Acme Heat & Power, Inc., Brooklyn 6, N. Y. 

Acme Oil Burner Co., Cedar Rapids, Iowa 

Acme Tool & Gauge Co., Providence 4, R. I. 

Aire Director Mfg. Co., Seattle 9, Wash. 

Airflame, Inc., Waukegan, Il. 

Airtemp Div., Dayton 1, Ohio 

Aldrich Co., Wyoming, II. 

Allied Eng. Co., Allston, Mass. 

American Furnace Co., St. Louis 10, Mo. 

American Lava Corp., Chattanooga 5, Tenn. 

American Mohawk Co., Inc., New York 14, 
N.Y. 

American Oil Burners & Htg. Utilities, 
Brooklyn 20, N. Y. 

American Rad. & Std. Sanitary Coep. Plbg. 
& Htg. Div., New York 18, N, Y. 

Anchor Div., New Albany, Ind. 

Anchor Stove & Range Co., New Albany, 
Ind. 

Armstrong Furnace Co., Columbus 8, Ohio 

Arrow Petroleum Co., Chicago, IIl. 

Aston Products, Inc., Hazel Park, Mich. 

Atlas Mfg. Corp., Brooklyn, N. Y. 

Auburn Burner Co., Edgerton, Ohio 

Auto-Heat Corp., Middletown, Conn. 

Automatic Burner Corp., Chicago 12, Ill. 

Automatic Firing Corp., St. Louis, Mo. 

Axeman-Anderson Co., Williamsport, Pa. 

Bard Mfg. Co., Bryan, Ohio 

Barclay, Inc., Robert, Chicago 7, Ill. 

Bascom Co., Inc., Geo. R., Boston 22, Mass. 

Beck Eng. Combustibles Ko., St. Louis 6, 
Mo. 

Beckett Corp., R. W., Elyria, Ohio 

Berger Furnace Corp., Belle Vernon, Pa. 

Berkley Mfg. Co., Philadelphia, Pa. 

Bethlehem Fdry. & Machine Co., Bethlehem, 
Pa. 

Bettendorf Oil Burner Co., Marshalltown, 
Iowa 

Blue Hill Oil Burner Mfg. Co., Inc., Roslin- 
dale, Mass. 

Boque Electric Mfg. Co., Paterson 3, N. J. 

Branford Tank & Heating Prods., Inc., Shel- 
ton, Conn. 

Braun Bros. Oil Co., Winnetka, Ill. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., Peru, Ind. 

Bryant Div., Carrier Corp., Indianapolis, 
Ind. 

Bryant Mfg. Co., Indianapolis 7, Ind. 

Burcar Mfg. Co., Newark, N. J. 

Burnham Corp., Boiler Div., 
1 he 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Caloroil Burner Corp., Hartford, Conn. 

Campbell Machine Co., Minneapolis, Minn. 

Capson Co., Brooklyn, N. Y. 

Carlin Co., Wethersfield, Conn. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Carrier Corp., Syracuse, N. Y. 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Iowa 

Certified Furnace Co., St. Paul 4, Minn. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Chandler Co., Cedar Rapids, Iowa 

Cities Service Oil Co. (Pa.), New York, N. Y. 

Citro Oil Burners Corp., Pompton Lakes, 
N. J 


Irvington, 


Columbia Boiler Co, of Pottstown, Potts- 
town, Pa. 

Combustioneer, Springfield, Ohio 

Conco Eng. Works, Mendota, Ill. 

Concord Oil Corp., Lawrence, N. Y. 

Connecticut Refining Co., W. Haven, Conn. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Consolidated Industries, Inc., 
Ind. 

Crane Co., Chicago, Til. 

Crown Petroleum Corp., Hartford, Conn. 

Curtis Refrigerating Machine Div., St. 
Louis, Mo. 

Cuthrell Machine Works, Norfolk 6, Va. 

‘“‘David’’ Automatic Oil Burners, Camden, 
N. J. 

Davis Eng. Co., Yonkers, N. Y. 


Lafayette, 


WYER'S GUIDE & INDUSTRY DIRECTORY 








Delco Appliance Div., Rochester, N. Y. 

D’Elia Oil Burner Co., Bridgeport 8, Conn. 

Delta Heating Corp., Trenton 8, N. J. 

Des Moines Furnace & Stove Repair Co., 
Des Moines 5, Iowa 

DeSoto Oil Burner Corp., York, Pa. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Diamond Instrument Co., Wakefield, Mass. 

Diamond Iron Works, Inc., Minneapolis 11, 
Minn. 

Diesel Burner Mfg. Co., Moosup, Conn. 

Diesel Oil Burner Corp. of N. Y., Jamaica 5, 
N. Y. 

Domestic Mfg. Co., Seattle, Wash. 

Dornback Furnace & Fdry Co., Cleveland 8, 
Ohio 

Dowagiac Steel Furnace Co., 
Mich. 

Drexel Mfg. Co., Philadelphia, Pa. 

Duff, David & Son, New Bedford, Mass. 


East Coast Co., Boston 9, Mass. 

Eastern Boiler Co., Hartford, Conn. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Eddy Stoker Corp., Chicago, Ill. 

Eds-Wil Burner Corp., Chicago, Ill. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electro-Watt, Inc., Seattle 1, Wash. 

Electro-Watt Industries, Inc., Salem, Ore. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
N. J. 

Engineer Co., The, New York 6, N. Y. 

Enterprise Engine & Machinery Co., San 
Francisco 10, Calif. 

Esso Standard Oil Co., New York 19, N. Y. 

Eureka Williams Corp., Bloomington, II. 

Ewbank Co., Matamoras, Pa. 

Ex Cel Co., Dowagiac, Mich. 

Excelsior Steel Furnace Co., Chicago, Ill. 

Fairchester Oil Co., Inc., Port Chester, N. Y. 

Fairfield Oil Heating Co., Inc., Greenwich, 
Conn. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Fargo Fdry. Co., Inc., Fargo, N. D. 

Faultless Oil Burner Co., St. Albans, L. I., 
N. Y 


Dowagiac, 


Federal Oil Burner Co., Inc., Philadelphia 
4, Pa. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y. 


Flame-Master Co., Chicago, Ill. 

Floral City Heater Co., Monroe, Mich. 

Fluid Heat Div., Baltimore 24, Md. 

Front Rank Mfg. Co., St. Louis 4, Mo. 

General Automatic Prods. Corp., Baltimore 
13, Md. 

General Machine Co., Inc., Emmaus, Pa. 

General Heating Products Co., Philadelphia, 


Pa. 
General Oil Heating Corp., W. New York, 
N. J 


General Utilities Corp., Philadelphia 21, Pa, 

Gentleman Janitor Mfg. Co., Scranton 2, Pa, 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Gillen Co., J. L., Detroit 39, Mich. 

Glo-Heat Co., Philadelphia 40, Pa. 

Gold Star Oil Burner Mfg. Co., Inc., Yonkers 
2, N. ¥. 

Golden Flame Mfg. Co., Camden 3, N. J. 

Goodrich Oil Burner Mfg. Co., Camden 3, 
N. J. 

Gould Oil Burner Co., Boston 20, Mass. 

Green Colonial Furnace Co., Des Moines, Ia. 

Greene Mfg. Co., A., Philadelphia, Pa. 

Greene & Hodgson, Inc., Providence 5, R. I. 

Greenwood Eng. Co., Baltimore 30, Md. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart Heat Div., Peoria, Ill. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Hayward OiJburner Corp., Cambridge, 
Mass. 

Heatcraft Co., Louisville 2, Ky. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heet-Master Prod. Co., Baltimore 18, Md. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Hershey Motorstokor, Inc., Manheim, Pa. 

Hershner Mfg. Co., York, Pa. 

Howell Eng. Corp., Oregon, Il. 

Hubbard Co., Minneapolis, Minn. 

Hy-Lo Burner Co., Inc., Eddington, Pa. 

Hyle Oil Burner Co., Catonsville, Md. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 


D9 
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International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Jenkins Eng. Co., Seattle 1, Wash. 

Jettronaire, Inc., Pittsburgh 10, Pa. 

Johnson Co., S. T., Oakland 8, Calif. 

Kalamazoo Furnace & Appliance Mfg. Co., 
Kalamazoo, Mich. 

Keil’s, Wilmington, Del. 

Keith Furnace Co., Des Moines, Iowa 

Kinsley Burner & Machine Co., Providence, 
mh 3 

Kleen Heet, Inc., Chicago 12, Ill. 

Kol-Master Corp., Oregon, Ill. 

Ko-Z-Aire Prods., Inc., Red Oak, Iowa 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 


Laco Oil Burner Co., Inc., Griswold, Iowa 

Lamson Oil Corp., Providence 5, R. I. 

La Salle Oil Burner Co., Inc., Seattle 3, 
Wash. 

Lennox Industries, Inc., Marshalltown, Ia. 

Lynn Prods. Co., Lynn, Mass. 


MacLeod Co., Cincinnati 22, Ohio 

McPherson Furnace Co., Marshalltown, Ia. 

Madsen Service, Minneapolis 8, Minn. 

Majestic Co., Inc., Huntington, Ind. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Malleable Iron Fittings Co., Branford, Conn. 

Manville Boiler Co., Inc., Hackettstown, 
My. ds 

Mar-Coil Heater Co., Union City, N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Marnis Oil Co., Inc., New York 51, N. Y. 

Master Automatic Oil Burner Co., Kansas 
City 3, Kan. 

McPherson Furnace & Eqpt. Co., Seattle, 
Wash. 

Mechanical Prods. Co., Seattle 4, Wash. 

Merit Oil Heating Corp., Mt. Vernon, N. Y. 

Messer Co., Inc., The, Newark 7, N. J. 

Metalmaster Corp., Newark, N. J. 

Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 

Metromatic Mfg. Co., Inc., Everett, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Middleton & Meads Co., Inc., Baltimore 2, 
Md. 

Montag, Inc., Portland 17, Ore. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mortemp Div., Seattle, Wash. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 

Mueller Climatrol, Milwaukee 15, Wisc. 


National Airoil Burner Co., Philadelphia 34, 


Pa. 
National Home Egqpt. Co., New York 7, 
|. Ae 
National Oil Corp., Richmond, Va. 
Nat’l-U. S. Radiator Corp., Johnstown, Pa. 
New Yorker Steel Boiler Co., Inc., Colmar, 
Pa. 
Niagara Furnace Div., Cleveland 13, Ohio 
Nola Oil Burner Co., New Orleans 5, La. 
Northern New Jersey Oil Co., Newark, N. J. 
Norwalk Air Conditioning Corp., The, So. 
Norwalk, Conn. 
Northwest Fdry. & Furnace Co., Portland 
2, Ore. 
Nu-Way Corp., The, Rock Island, Ill. 
O’Halloran Industries, Detroit 4, Mich. 
Oil-Elec-Tric Co., St. Paul 5, Minn. 
Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 
Oil Gas Generator Burner, Inc., New Castle, 


a. 
Oil Heating Economy Corp., East Boston, 
Mass. 
Olson & Co., Arthur A., Canfield, Ohio 
Omaha Supply Co., Omaha, Nebr. 
Overhead Heaters, Inc., Detroit 26, Mich. 
Pacific Automatic Htg. Co., Seattle, Wash. 
Pacific Steel Boiler Div., Johnstown, Pa. 
Paragon Oil Burner Corp., Mineola, N. Y. 
Park Oil Burner Mfg., Atlantic City, N. J. 
Pate Co., The, Darby, Pa. 
Patten Co., J. V., Sycamore, IIl. 
Peerless Fur. & Fdry., Inc., Indianapolis, 
Ind. 
Penn Boiler & Burner Mfg. Corp., Lancas- 
ter, Pa. 
Percoflash Mfg. Corp., Madison, N. J. 
Perfection Industries Div., Cleveland, Ohio 
Petro, Cleveland 11, Ohio . 
Petrol Oil Burner Corp. of America, Malden 
48, Mass. 
Pilgrim Oil Burner Co., Hartford, Conn. 
Portmar Boiler Co., Brooklyn 15, N. Y. 
Preferred Utilities Mfg. Corp., New York 
23, N. Y. 


DIO 


Premier Furnace Co., Dowagiac, Mich. 
Quiet Automatic Burner Corp., Newark 4, 
N. J 


Quiet Heet Mfg. Corp., Newark 5, N. J. 

Quiet May Div., Lancaster, Pa. 

Rackliffe Oil Co., New Britain, Conn. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiant Utilities Corp., Brooklyn 14, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Rayfield-Staffeco Burner Co., Chicago 8, IIl. 

Red Wing Oil Burner Co., Inc., Medford, 
Mass. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Remco, Inc., Baltimore, Md. 

Republic Products Co., Philadelphia, Pa. 

Roberts-Gordon Appliance Corp., Buffalo 6, 
Ny, 

Ronci Machine Co., Centredale 11, R. I. 

Rossoe Mfg. Co., Inc., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Russo Inc., Thomas D., Boston 31, Mass. 


S-Del Co., The, Berwyn, Pa. 

S. K. Co., Inc., The, Camden, N. J. 

Sandberg Mfg. Co., Portland 10, Ore. 

Scaife Co., Oakmont, Pa. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Schwab Safe Co., Lafayette, Ind. 

Scott-Newcomb, Inc., St. Louis 19, Mo. 

Selectrol Eng. Co., Brooklyn 23, N. Y. 

Siemon Mfg. Co., Grandview, Mo. 

Sigwald Eng. Co., Minneapolis, Minn. 

Silent Flame Mfg. Co., Inc., New York 72, 
N; 

Silent Glow Oil Corp., Hartford 6, Conn. 

Simplex Oil Heating Corp., Philadelphia 11, 
Pa. 

Smith Corp., A. O., Milwaukee 1, Wis. 

Sorenson-Vana Corp., Omaha, Nebr. 

Souther Iron Co., St. Louis 20, Mo. 

Southern Heater Co., Compton, Calif. 

Standard Automatic Oil Burner Co., Newark 
4, N;.J. 

Steel Prods., Inc., West Haven, Conn. 

Sternaman Oil & Supply. Inc., Chicago, Ill. 

Stewart Oil Burner Co., Hanover, Pa. 

Stewart Warner Corp., Lebanon, Ind. 

Stutzman Oil Burner Co., Clifton Heights 
PS, ee 

Sunbeam Air Conditioner Div., Elyria, O. 

Sunbeam Oil Burner Mfg. Corp., Bronx, 
nN; Zs 

Sundstrand Eng. Co., Rockford, IIl. 

Sunland Refining Corp:, Fresno, Calif. 

Sun-Ray Burner Mfg. Corp., Jamaica 35, 
N;.:¥, 

Super Oil Heater Co., Hartford, Conn. 

Swirling Oil Burner Mfg. Corp., Long Island 
City 6, N. Y. 

Synchronous Flame, Inc., Walworth, Wisc. 

Syncromatic Corp., Watertown, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Thermal Research Prods. Co., Sparks, Md. 

Thremo-Prods., Inc., No. Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Toridheet Div., Cleveland, Ohio 

Trenton Htg. Mfg. Co., Trenton, Mich. 

Tru-Heet Co., Trenton, N. J. 

Tubing Appliance Co., Inc., Los Angeles 45, 
Calif. 

Tur-Bin Corp., Baltimore 2, Md. 

Twin Control Burner Mfg. Co., New York 
67, N. Y. 

U. S. Petroleum Co., Clifton, N. J. 

V&E Products, Inc., Schuylkill Haven, Pa. 

Volcano Burner Corp., New York 61, N. Y. 

Waltham Oil Burner Co., Inc., E. Boston, 
Mass. 

Waterfilm Boilers, Inc., Jersey City, N. J. 

Waterman-Waterbury Co., Minneapolis, 
Minn. 

Wayne Home Egpt. Co., Inc., Ft. Wayne 4, 
Ind. $ ‘ 

Weatherall Eng. Inc., Providence, R. I. 

Westchester Home Egqpt. Co., New York, 
N. Y. 


West Coast Quiet Heet, Inc., Portland, Ore. 
White Fuel Corp., So. Boston, Mass. 
Will-Burt Co., The, Orrville, Ohio 

Williams Automatic, Inc., White Plains, 


Williamson Co., The, Cincinnati 9, Ohio 
Winston Co., Inc., Newark, N. J. 

Winston Co. of Mass., Boston, Mass. 
Wisconsin Burners, Inc., Madison 5, Wisc. 
Wood Co., John, Conshohocken, Pa. 
York-Shipley, Inc., York, Pa. iy 





. . « « Oilburners, Domestic 


Horizontal Rotary Cup 


Ace Eng. Co., Chicago, Ill. 

Caloroil Burner Corp., Hartford, Conn 

Eds-Wil Burner Corp., Chicago, 1, * 

Enterprise Engine & Machine 

“ — 10, Calif. TY Co., San 
ano-Flame Oil Burner Co., 

Park, Calif. Huntingtm 
Johnson Co., S. T., Oakland, Calif, 
Lancaster Heat Transfer Co., Inec., Brook 

lyn 1, N. Y. . 
Macleod Co., Cincinnati 22, Ohio 
National Oil Burner Co. of New York Ine. 

Brooklyn 17, N. Y. incon 
O’Halloran Industries, Detroit 4, Mich 
Pacific Oil Co., Fall River, Mass. 
Petro, Cleveland, Ohio 
sige Utilities Mfg. Corp., New York 
Rayfield-Staffco Burner Co., Chicago 8 jy 
Ray Oil Burner Co., San Francisco 12, Cali 
Reif-Rexoil, Inc., Buffalo 3, N. Y, , 
Silent Glow Oil Corp., Hartford 6, Conn, 
Simplex Oil Htg. Corp., Philadelphia 11, Pa 
Sternaman Oil & Supply, Inc., Chicago, Ill 
Todd Shipyards Corp., Elmhurst, N. y, _ 
York-Shipley, Inc., York, Pa. 


Low Pressure, Gun 


Armstrong Furnace Co., Columbus, Ohio 

Automatic Burner Corp., Chicago 12, Ij], 

Bague Electric Mfg. Co., Paterson, N, J, 

Cleaver-Brooks Co., Milwaukee 12, Wise, 

Combustioneer, Springfield, Ohio 

Curtis Refrig. Machine Div., St. Louis 2, 
Mo. 

Dowagiac Steel Furnace Co., Dowagiae, 
Mich. 

Engineer Co., The, New York 6, N. Y. 

Eureka Williams Corp., Bloomington, Ill. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Flame-Master Co., Inc., Chicago 18, Iil. 

Heil Co., The, Milwaukee, Wisc. 

Herco Oil Burner Corp., Lancaster, Pa. 

Hy-Lo Burner Co., Eddington, Pa. 

Kleen Heet, Inc., Chicago 12, Il, 

Kresno-Stamm Mfg. Co., Inc., Palisades 
Park, N. J. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Hackettstown, N. J. 

Mechanical Products Mfg. Co., Seattle 4, 
Wash. 

Mortemp Div., Seattle, Wash. 

O’Halloran Industries, Detroit 4, Mich. 

Park Oil Burner Mfg., Atlantic City, N. J. 

Petrol Oil Burner Corp. of America, Malden 
48, Mass. 

Gaet_Anpemene Burner Corp., Newark 4, 


Radiant Utilities Corp., Brooklyn 14, N. Y. 
Rayfield-Staffco Burner Co., Chicago 8, Ill. 
Red Wing Oil Burner Co., Medford, Mass. 
Rossoe Mfg. Co., Seattle, Wash. 
Sandberg Mfg. Co., Portland 10, Ore. 
Scott-Newcomb, Inc., St. Louis 19, Mo. 
Smith Corp., A. O., Milwaukee, Wise. 
Standard Automatic Oil Burner Co., Newark 
4,N. J. 
Stewart Warner Corp., Lebanon, Ind. | 
Stutzman Oil Burner Co., Clinton Heighis 
P. ©.,. Fa. 
Sundstrand Engineering Co., Rockford, Il. 
Synchronous Flame, Inc., Walworth, Wise. 
Waterman-Waterbury Co., Minneapol 
Minn. 4. 
Wayne Home Eapt. Co., Fort Wayne, In 


Pot, Vaporizing 


Allen Mfg. Co., Nashville 1, Tenn. Mo 

American Furnace Co., St. Louis 10, a. 

Barridon Oil Burner Corp., Hartford, 

Beyer Oil Burner Co., Rosamond, Calf. 

Boston Machine Works Co., Lynn, i. 

Brandenburg Industries, Inc., Baltimore * 
Md 


Breese Burners, Inc., Santa Fe, N. Mle 
Brown Oil Burning Eqpt. Co., 
39, Mass. ; 
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. Co., Waupaca, Wisc. 
ca ing. Corp., Cedar Rapids, Iowa 
Chandler Co., Cedar Rapids, Iowa 
crane Co., Chicago 5, Ill. 
peleo Appliance Div.,.Rochester, N. Y. 
Domestic Mfg. Co., Seattle, Wash. 

Dornback Furnace & Fdry. Co., Cleveland 
0 

A. .<e Div., Lansing 3, Mich. 

Fautless Oil Burner Co., St. Albans, L. I., 






yal Furnace Co., Indianapolis, Ind. 

Ingersoll Conditioned Air Div., Kalamazoo, 

een Mfg. Co., Cleveland 11, Ohio 

Kleer Kleen Mfg. Co., Hayward, Calif. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Kresno-Slamm Mfg. Co., Inc., Palisades 

k, N. J. 

iste Burner Co., Inc., San Fafael, Calif. 

Lonergan Mfg. Co., McGraw Div., Albion, 
ich. 

Be Machine Co., Inc., York, Pa. 

yetromatic Oil Burner Co., Everett, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Michigan Burner Co., Detroit 28, Mich. 

Miller Co., The, Meriden, Conn. 

Northwest Metal Mfg. Co., Mitchell, S. D. 

Northwest Metal Prods. Inc., Seattle, Wash. 

Prentiss Wabers Prods. Co., Brockton, Mass. 

Quaker Mfg. Co., Chicago 10, Ill. 

Quincy Stove Mfg. Co., The, Quincy, IIl. 

Reliance Prods. Corp., Portland 14, Ore. 

Safety Prods. Co., Brockton, Mass. 

Sam-Bee Oil Burner Co., Centralia, Il. 

Siegler Enamel Range Co., Centralia, Ill. 

Silent Sioux Corp., Orange City, Iowa 

Smith's Htg., Inc., Kinston, N. C. 

Standard Automatic Div., Newark, N. J. 

Standard Utilities Corp., Newark 5, N. J. 

Sunland Refining Corp., Fresno, Calif. 

Super Oil Heater Co., Hartford, Conn. 

Sure Heat Stove Co., Plano, Texas 

Therm Gas Generator Co., Inc., Seattle, 


Wash. 
Trenton Htg. Mfg. Co., Trenton, Mich. 


Shell, Vaporizing 


Alasco Burner Co., Inc., Wincehendon, 
Mass, 

Anchor Div., New Albany, Ind. 

Auburn Burner Co., Auburn, Ind. 

Automatic Burner Corp., Chicago 12, IIl. 

Barridon Oil Burner Corp., Hartford, Conn. 
Bascom Co., Inc., George R., Boston 22, 


Mass, 
Caloroil Burner Corp., Hartford, Conn. 
Carlton Oil Burner Co., Hartford 3, Conn. 
Diamond Instrument Co., Wakefield, Mass. 
Florence Stove Co., Gardner, Mass. 
Harvey, Ine., Sid, Valley Stream, N. Y. 
Hiller’s Oil Htg. Co., Lodi, Wisc. 
Jackson & Church Co., Saginaw, Mich. 
Br Burner & Machine Co., Providence, 


Kleen Heet Inc., Chicago 12, Ill. 
em Mfg. Co., Palisades Park, 
lynn Prods. Co., Lynn, Mass. 

Bs 3g Boiler Co., Inc., Hackettstown, 


Metromatic Mfg. Co., Inc., Everett, Mass. 
Metro Oil Burner Mfg. Co., Inc., Easthamp- 
ton, Mass. 
Halloran Industries, Detroit 4, Mich. 
ero Co., Fall River, Mass. 

., Darby, Pa. 
Pilgrim Oil Burner Co., Hartford, Conn. 
— Oil Burner Co., Inc., Medford, 


clent Glow Oil Corp., Hartford 6, Conn. 
pee Heating, Inc., Kinston, N. C. 
si Oil Heater Co., Hartford, Conn. 
bas. Oil Burner Mfg. Co., Hartford, Conn. 
¥ Co., Ine., Newark, N. J. 

lsconsin Oil Burner Co., Madison, Wisc. 


Wall—Flame Vertical Rotary 
maa Petroleum Corp., Hartford, Conn. 
Heat Div., Baltimore 24, Md. 
Boiler Co., Inc., Hackettstown, 


paramatic Oil Burner Co., Everett, Mass. 
Sefaty Oil Co., Fall River, Mass. 

tee Goo Co., Brockton, Mass. 

? + Oakmont, Pa. 

orldheet Diy, Cleveland, Ohio 


Wood Co., John, Conshohocken, Pa. 








| MYERS GUIDE & INDUSTRY DIRECTORY 


Oilburners, Commercial 


Atomizing Vertical Rotary 


Hayward Oil Burner Corp., Cambridge, 
Mass. 


Combination Oil-Gas Burners 


Ace Eng. Co., Chicago, Ill. 

Anthony Co., Long Island City, N. Y. 

Boiler Eng. & Supply Co., Inc., Phoenixville, 
Pa. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Columbus Combustion Co., Columbus, O. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 


Eclipse Fuel Eng. Co., Rockford, Il. 

Engineer Co., The, New York 6, N. Y. 

Enterprise Eng. & Machinery Co., 
Francisco 10, Calif. 

Erie City Iron Works, Erie, Pa. 

Gordon & Piatt Inc., Winfield, Kans. 

Hauck Mfg. Co., Brooklyn, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Johnson Co., S. T., Oakland 8, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lammert & Mann Co., Chicago 12, Ill. 

Leahy Mfg. Co., Los Angeles 21, Calif. 

Lientz & Co., B. P., Kansas City 42, Mo. 

Mettler Co., Inc., The, Los Angeles 63, Calif. 

National Airoil Burner Co., Philadelphia 34, 
Pa. 

North American Mfg. Co., Cleveland, Ohio 

Northern Fuel Control, Minneapolis 7, Minn. 

Orr & Sembower, Inc., Reading, Pa. 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N.Y. 

Quiet Automatic Burner Corp., Newark 4, 
N.. J. 


San 


Ray Oil Burner Co., San Francisco 12, Calif. 

Rayfield-Staffeo Burner Co., Chicago 8, Ill. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Roberts-Gordon Appliance Corp., Buffalo 6, 
N. Y. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Siemon Mfg. Co., Grandview, Mo. 

Simplex Oil Heating Corp., Philadelphia, 
Pa. 

Staples & Pfeiffer, San Francisco, Calif. 

Synchronous Flame, Inc., Walworth, Wisc. 

Todd Shipyards Corp., Elmhurst, N. Y. 

Toridheet, Div., Cleveland, Ohio 

Vaportier Corp., Chicago 4, Ill. 

Vapor Heating Corp., Chicago, IIl. 

Webster Eng. Co., The, Tulsa, Okla. 

Wickes Boiler Co., Saginaw, Mich. 

Williams Bros. & Miller, Inc., East Chicago, 
Ind. 

Wisconsin Burners, Inc., Madison 5, Wisc. 

York-Shipley, Inc., York, Pa. 


High Pressure, Gun 


Acme Heat & Power, Inc., Brooklyn 6, N. Y. 

Acme Oil Burner Co., Inc., Cedar Rapids, 
Iowa 

Adelsman Boiler Co., Fengus Falls, Minn. 

Airflame, Inc., Waukegan, IIl. 

Aldrich Co., Wyoming, III. 

Allied Eng. Co., Allston 34, Mass. 

American Mohawk Co., Inc., New York 14, 
Nw &. 

Anchor Div., New Albany, Ind. 

Anthony Co., Long Island City 1, N. Y. 

Armstrong Furnace Co., Columbus 12, O. 

Aston Prods. Inc., Hazel Park, Mich. 

Atlas Mfg. Corp., Brooklyn, N. Y. 

Auburn Burner Co., Edgerton, Ohio 

Automatic Burner Corp., Chicago 12, Ill. 

Bascom Co., Inc., Geo. R., Boston 22, Mass. 

Beck Eng. Combustibles Ko., St. Louis 6, 
Mo. 

Beckett Corp., R. W., Elyria, Ohio 

Bethlehem Fdry. & Machine Co., Bethlehem, 


Pa. 

Bettendorf Oil Burner Co., Marshalltown, 
Iowa 

Billow Corp., Chicago 6, Ill. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Bogue Electric Mfg. Co., Paterson 3, N. J. 

Branford Tank & Heating Prods., Inc., Shel- 
ton, Conn. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 


. .. Oilburners, Commercial 


Carlin Co., The, Wethersfield, Conn. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Chandler Co., Cedar Rapids, Iowa 

Cleaver-Brooks Co., Milwaukee, Wisc. 

Columbia Boiler Co. of Pottstown, Potts- 
town, Pa. 

Conco Eng. Works, Mendota, Ill. 

Connelley Co., St. Louis 3, Mo. 

Crane Co., Chicago, IIl. 

Delco Appliance Div., Rochester, N. Y. 

Delta Htg. Corp., Trenton 8, N. J. 

Dee em Boiler Co., Indianapolis 2, 
nd. 


Diamond Instrument Co., Wakefield, Mass. 

Diamond Iron Works, Inc., Minneapolis 11, 
Minn. 

Dowagiac Steel Furnace Co., 
Mich. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
N. J. 

Engineer Co., The, New York 6, N. Y. 

Enico Prods., Detroit 35, Mich. 

Eureka Williams Corp., Bloomington, III. 

Ex Cel Co., Dowagiac, Mich. 


Dowagiac, 


Fairfield Oil Htg. Co., Inc., Greenwich, 
Conn. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 


Flame-Master Co., Inc., Chicago 18, Ill. 

Fluid Heat Div., Baltimore 24, Md. 

Fuel Savers, Inc., Harrisburg, Pa. 

General Automatic Prods. Corp., Baltimore 
13, Md. 

General Machine Co., Inc., Emmaus, Pa. 

General Oil Htg. Corp., W. New York, N. J. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Gold Star Oil Burner Mfg. Co., Inc., Yon- 
kers, N. Y. 

Golden Flame Mfg. Co., Camden 3, N. J. 

Green Colonial Furnace Co., Des Moines, Ia. 

Greene & Hodgson, Inc., Providence 5, R. I. 

Greenwood Eng. Co., Inc., Baltimore 30, Md. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hammel Oil Burning Eqpt. Co., Providence, 
Bak 

Hart Heat Div., Peoria, IIl. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Hayward Oil Burner Corp., Cambridge 38, 
Mass. 

Heet-Master Prod. Co., Baltimore 18, Md. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Hershey Machine & Fdry. Co., Manheim, 
Pa. 

Heil Co., The, Milwaukee, Wisc. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Johnson Co., S. T., Oakland 8, Calif. 

Kinsley Burner & Machine Co., Providence, 
RS. 

Kleen Heet, Inc., Chicago 12, Ill. 

Kol-Master Corp., Oregon, Ill. 

Ko-Z-Aire Prods., Inc., Red Oak, Iowa 

Kresno-Stamm Co., Inc., Palisades Park, 
N. J. 

Laco Oil Burner Co., Inc., Griswold, Iowa 

Leahy Mfg. Co., Los Angeles 21, Calif. 

Lennox Industries, Inc., Marshalltown, Ia. 

Lientz & Co., B. P., Kansas City 42, Mo. 

Lynn Prods. Co., Lynn, Mass. 

Madsen Service, Minneapolis 8, Minn. 

Malleable Iron Fittings Co., Branford, 
Conn, 

MarCoil Heater Co., Union City, N. J. 

McPherson Furnace & Egqpt. Co., Seattle, 
Wash. 

Messer Co., Inc., The, Newark 7, N. J. 

Metromatic Mfg. Co., Inc., Everett, Mass. 

Metro Oil Burner Mfg. Co., Easthampton, 
Mass. 

Mettler Co., Inc., The, Los Angeles 63, Calif. 

Meyer Furnace Co., Peoria 2, Ill. 

Montag Inc., Portland 17, Ore. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Nat’l. Airoil Burner Co., Philadelphia 3, 


Pa. 
Nat’l-U. S. Radiator Corp., Johnstown, Pa. 
Niagara Furnace Div., Cleveland 13, Ohio 
North American Mfg. Co., The, Cleveland 5, 
Ohio 


Dil 








. « « « Oilburners, Commercial 


Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Nu-Way Corp., The, Rock Island, Ill. 

O'Halloran Industries, Detroit 4, Mich. 

Oil-Elec-Tric Co., St. Paul 5, Minn. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N. J. 

Olsen Mfg. Co., C. A., Elyria, Ohio 

Overhead Heaters, Inc., Detroit 26, Mich. 

Paragon Oil Burner Corp., Brooklyn 22, 
NN, Xe 

Peabody Eng. Corp., New York 36, N. Y. 

Perfection Industries Div., Cleveland 4, Ohio 

Petro, Cleveland 11, Ohio 

Petrol Oil Burner Mfg. Co., Inc., Malden 48, 
Mass. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Premier Furnace Co., Dowagiac, Mich. 

Quiet Automatic Burner Corp., Newark 4, 
N. d, 

Quiet Heet Mfg. Corp., Newark 5, N. J. 

Radiant Utilities Corp., Brooklyn 14, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 

Red Wing Oil Burner Co., Inc., Medford, 


Mass. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 
Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Rockwell Co., W. S., Fairfield, Conn. 

Ronci Machine Co., Centredale 11, R. I. 

Rossoe Mfg. Co., Seattle 9, Wash. 

Russo, Inc., Thomas D., Boston 31, Mass. 

S. K. Co., Inc., The, Camden, N. J. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Selectrol Eng. Co., Brooklyn, N. Y. 

Silent Flame Mfg. Co., Inc., New York 72, 
N. Y. 

Silent Glow Oil Corp., Hartford 6, Conn. 

Simplex Oil Heating Corp, Philadelphia, 
Pa. 

Standard Automatic Oil Burner Co., New- 
ark 4, N. J. 

Sternaman Oil & Supply, Inc., Chicago, Ill. 

Stewart Oil Burner Co., Hanover, Pa. 

Stewart Warner Corp., Lebanon, Ind. 

Stout & Sons, David, St. Louis 17, Mo. 

Sun-Ray Burner Mfg. Corp., Jamaica 35, 


ie 2 
Sunbeam Air Conditioner Div., Elyria, Ohio 
Sundstrand Eng. Co., Rockford, Il. 
Synchronous Flame, Inc., Walworth, Wisc. 
Thatcher Furnace Co., Garwood, N. J. 
Tjernlund Mfg. Co., St. Paul 14, Minn. 
Todd Shipyards Corp., Elmhurst, N. Y. 
Tru-Heet Co., Trenton, N. J. 
Twin Control Burner Mfg. Co., New York 
oT, i; 2. 
Volcano Burner Corp., New York 61, N. Y. 
Waltham Oil Burner Co., Inc., E. Boston, 
Mass. 
Wayne Home Egpt. Co., Inc., Ft. Wayne 4, 
Ind. 
Weatherall Eng., Inc., Providence, R. I. 
Westchester Home Eqpt. Co., Inc., New 
York, N. Y. 
Will-Bert Co., The, Orrville, Ohio 
Winston Co., Inc., Newark, N. J. 
Wisconsin Burners, Inc., Madison 5, Wisc. 
Wood Co., John, Conshohocken, Pa. 
York-Shipley, Inc., York, Pa. 
Zink Co., John, Tulsa, Okla. 


Horizontal Rotary Cup 


ABC-Federal Oil & Burner Co., Inc., Phila- 
delphia, Pa. 

Ace Eng. Co., Chicago 8, IIl. 

Best Combustion Equipment Co. Inc., W.N., 
Carlstadt, N. J. 

Chalmers Oil Burner Co., 
Minn. 

Deerfield, Brooklyn, N. Y. 

Enterprise Engine & Machine Co., San Fran- 
cisco 10, Calif. 

Erie City Iron Works, Erie, Pa. 

— Oil Burner Co., Inc., Philadelphia 4, 

a. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Hasko Utilities Co., New York, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Johnson Co., S. T., Oakland 8, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 


Minneapolis, 


DI2 





National Airoil Burner Co., Philadelphia 3, 


Pa. 
National Oil Burner Co. of N. Y., Inc., 
Brooklyn 38, N. Y. 
O’Halloran Industries, Detroit 4, Mich. 
Petro, Cleveland 11, Ohio 
Preferred Utilities Mfg. Corp., New York 
23, N. Y. 
Ray Oil Burner Co., San Francisco 12, Calif. 
Rayfield-Staffco Burner Co., Chicago 8, III. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 
Reliable Products Mfg. Co., Brooklyn 1, 


N. Y. 
Simplex Oil Htg. Corp., Philadelphia 11, Pa. 
Sternaman Oil & Supply, Inc., Chicago, Ill. 
Superior Combustion Industries, Inc., New 
York, N. Y. 
Todd Shipyards Corp., Brooklyn, N. Y. 
Williams ros. and Miller, Inc., E. Chicago, 
Til. 
York-Shipley, Inc., York, Pa. 


Low Pressure, Gun 


Anthony Co., Long Island City 1, N. Y. 

Billow Corp., Chicago 6, Ill. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Carrier Corp., Syracuse, N. Y. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Eureka Williams Corp., Bloomington, Ill. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Flame-Master Co., Inc., Chicago, Ill. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Johnson Co., S. T., Oakland 8, Calif. 

North American Mfg. Co., The, Cleveland, 
Ohio 

O’Halloran Industries, Detroit 4, Mich. 

Orr & Sembower, Inc., Reading, Pa. 

Peabody Eng. Corp., New York 36, N. Y. 

Penn Boiler & Burner Mfg. Co., Lancaster, 


a. 

Preferred Utilities Mfg. Corp., New York 
23, N.Y. 

Radiant Utilities Corp., Brooklyn, N. Y. 

Rayfield-Staffco Burner Co., Chicago 8, Il. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Rockwell Co., W. S., Fairfield, Conn. 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Simplex Oil Htg. Corp., Philadelphia 11, 
Pa. 

Stewart Warner Corp., Lebanon, Ind. 

Synchronous Flame, Inc., Walworth, Wisc. 


Oilburners, Residual 


Combination Oil-Gasburners 


Ace Eng. Co., Chicago 8, IIl. 

American Rad. & Std. Sanitary Corp., Air 
Conditioning Div., New York 18, N. Y. 

Anthony Co., Long Island City, N. Y. 

Best Combustion Equipment Co. Inc., W. N., 
Carlstadt, N. J. 

Boiler Eng. & Supply Co., Inc., Phoenix- 
ville, Pa. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Columbus Combustion Co., Columbus, Ohio 

Eclipse Fuel Eng. Co., Rockford 4, Ill. 

Engineer Co., The, New York 6, N. Y. 

Enterprise Eng. & Mach. Co., San Fran- 
cisco 10, Calif. 

Faber Engineering Co., Inc., Philadelphia 
34, Pa. 

Gordon & Piatt Inc., Winfield, Kans. 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Johnson Co., S. T., Oakland 8, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lammert & Mann Co., Chicago 12, Ill. 

Lund, Inc., Ernest, Little Falls, N. J. 

Mettler Co., Inc., Los Angeles, Calif. 

National Airoil Burner Corp., Philadelphia 
34, Pa. 

pot American Mfg. Co., The, Cleveland, 

io 

Northern Fuel Control, Minneapolis 7, Minn. 

Orr & Sembower, Inc., Reading, Pa. 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Ray Oil Burner Co., San Francisco 12, Calif. 









. . « « Oilburners, Residual 








Schurs Oil Burner Co., Los Angeles 1, Calit 








Siemon Mfg. Co., Grandview, Mo, Col 
Staples & Pfeiffer, San Francisco 7 Calif 0 
Stout & Sons, David, St. Louis 17’ yo 
Todd Shipyards Corp., Brooklyn, Ny = 
Webster Eng. Co., The, Tulsa, Okia’ En 
Williams Bros. and Miller, Inc., East oy, #2 
cago, Ill. Fal 
York-Shipley, Inc., York, Pa. P 
Fed 

P 

Hal 

Horizontal Rotary Cup, Air-Driven R 

Hat 

Fano-Flame Oil Burner Co., # Joh 
Park, Calif. ee Oi 
Johnston Bros., Inc., Ferrysburg, Mich Lee 
Lancaster Heat Transfer Co., Inc., Broo. Lie 
lyn, N. Y. Ma: 
National Airoil Burner Co., Inc., Phila. § !e 
phia 34, Pa. C 


Rayfield-Staffco Burner Co., Chicago 8, Il Nat 
Reliable Products Mfg. Co., Brooklyn 1 p 
Y ; 


NY: 
Simplex Oil Htg. Corp., Philadelphia 11, Pa, 5, 


Orr 

Pea 

i Rer 
Horizontal Rotary Cup, Motor-Driven y) 

0 

Ace Eng. Co., Chicago 8, IIl. a 
Best Combustion Eqpt. Co., Inc., W. XN, Sin 
Carlstadt, N. J. Stal 
Eds-Wil Burner Corp., Chicago, II. Sto 
Enterprise Engine & Machine Co., Sn To 
Francisco 10, Calif. We 


Esso Standard Oil Co., New York 19, N.Y. Wil 

Fano-Flame Oil Burner Co., Huntington % Wo 
Park, Calif. Yor 

Federal Oil Burner Co., Inc., Philadelphia @ Zin! 
4, Pa, 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Hasko Utilities Co., New York, N. Y, 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Johnson Co., S. T., Oakland 8, Calif. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Lancaster Heat Transfer Co., Inc., Brook 
lyn, N. Y. 

National Airoil Burner Co., Inc., Philadel 
phia 34, Pa. 

National Oil Burner Co. of N. Y., Inc. 
Brooklyn 38, N. Y. Mal 

Petro, Cleveland 11, Ohio B 

Preferred Utilities Mfg. Corp., New York Pre 
73, N.Y: : 

Ray Oil Burner Co., San Francisco 12, Calif. a 

Rayfield-Staffco Burner Co., Chicago 8, Ill. F w,. 

Reif-Rexoil, Inc., Buffalo 3, N. Y. 

Reliable Products Mfg. Co., Brooklyn 1 


bali 
Simplex Oil Htg. Corp., Philadelphia, Pa. es 
Silver Heat Oil Burner Co., W. Philadel TO 


phia 43, Pa. B.. 
Steel Prods., Inc., W. Haven, Conn. te 
Superior Combusion Industries, Inc., New ' 

York, N.Y. Mal 
Thatcher Furnace Co., Garwood, N. J. 


Todd Shipyards Corp., Brooklyn, N, Y. 
Waterfilm Boilers, Inc., Jersey City, N. J. Met 


Williams Bros. & Miller, Inc., E. Chicago, § Mic 





Ind. M.. 
York-Shipley, Inc., York, Pa. a 
Horizontal Rotary Cup, Steam-Driven _ 
Best Combustion Eqpt. Co., Inc., W. ps 
Carlstadt, N. J. i 
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columbus Con 


ibustion Co., Inc., Columbus, 


came Eng. Corp, Worcester 2, Mass. 
pelipse Fuel Eng. Co., Rockford, Ill. 


ineer Co., The, New York 6, N. Y. 
= Eng. Co., Inc., Philadelphia 34, Pa. 
rano-Flame Oil Burner Co., Huntington 


k, Calif. 
Be! Oil Burner Co., Inc., Philadelphia 4, 


a Oil Burning Eqpt. Co., Providence, 


B. Mfg. Co., Brooklyn 15, IN. ie 

Johnson Co., S. T., Oakland, Calif. 

tammert & Mann Co., Chicago 12, Ill. 

Leahy Mfg. Co., Los Angeles 21, Calif. 
Lientz & Co., B. P., Kansas City 42, Mo. 
yYaxon Premix Burner Co., Muncie, Ind. 
Mettler Co., Inc., The, Los Angeles 63, 


lif. 
ana Airoil Burner Co., Inc., Philadel- 
phia 34, Pa. 
North American Mfg. Co., The, Cleveland 
, Ohio 
on Sembower, Inc., Reading, Pa. 
Peabody Eng. Corp., New York 36, N. Y. 
Renneburg & Sons Co., Edw., Baltimore 
4, Md. 
Rockwell Co., W. S., Fairfield, Conn. 
Schurs Oil Burner Co., Los Angeles 1, Calif. 
Simplex Oil Htg. Corp., Philadelphia, Pa. 
Staples & Pfeiffer, San Francisco 7, Calif. 
Stout & Sons, David, St. Louis 17, Mo. 
Todd Shipyards Corp., Brooklyn, N. Y. 
Webster Eng. Co., The, Tulsa, Okla. 
Wilgus Mfg. Co., Los Angeles 21, Calif. 
Woolley Co., E. L., Pawtucket, R. I. 
York-Shipley, Inc., York, Pa. 
Zink Co., John, Tulsa, Okla. 


Vaporizing (Gas Generator) 


Breese Burners, Inc., Sante Fe, New Mexico 
Vapofier Corp., Chicago 43, Ill. 


Ranges, Oilfired 
Commercial, Mechanical Oilburners 


Malleable Steel Range Mfg. Corp., South 
Bend 21, Ind. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Viking Mfg. Corp., Cleveland 14, Ohio 
Washington Stove Works, Everett, Wash. 


Commercial Pot Burner 


Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass, 

Kresky Mfg. Co., Inc., Petaluma, Calif. 
= Co., Inc., Palisades Park, 
Malleable Steel Range Mfg. Corp., South 
Bend 21, Ind. 

Metromatic Oil Burner Co., Everett, Mass. 
Michigan Burner Co., Tecumseh, Mich. 
Viking Mfg. Corp., Cleveland 14, Ohio 
Washington Stove Works, Everett, Wash. 


Domestic, Mechanical Oilburner 


Knox Stove Works, Inc., Knoxville, Tenn. 
Kresky Mfg. Co., Inc., Petaluma, Calif 
Monarch Range Co., Beaver Dam, Wisc. 
rel Utilities Mfg. Corp., New York 
= Oil Burner Co., San Francisco 12, Calif. 
ashington Stove Works, Everett, Wash. 


Domestic, Pot Burner 


mon Oil Burner Corp, Hartford, Conn. 

Stove Works, Inc., Knoxville, Tenn. 
Mfg. Co., Inc., Petaluma, Calif. 

es Stamm Co., Inc., Palisades Park, 


Michigan Burner Co., Tecumseh, Mich. 
Range Co., Beaver Dam, Wisc. 
Nontag Ine, Portland 17, Ore. 
orthwest Mfg. Co., Mitchell, S. D. 
van Enamel Range Co., Centralia, Ill. 
W — Generator Co., Inc., Seattle , 
Washington Stove Works, Everett, Wash. 


tic Oil Burner Co., Everett, Mass. ° 


Domestic, Shell Burner 


Automatic Burner Corp., Chicago 12, Il. 

Barridon Oil Burner Corp., Hartford, Conn. 

Dortch Stove Works, Inc., The, Franklin, 
Tenn. 

Florence Stove Co.. Gardner, Mass. 

Kinsley Burner & Machine Co., Providence, 
i Ae a 

Magic Chef, Inc., St. Louis 10, Mo. 


Space Heaters, Oilfired 


Circulating, Pot Burner, Forced Circulation 


Allen Mfg. Co., Nashville 1, Tenn. 

American Gas Machine Co., Albert Lea, 
Minn. 

Barridon Oil Burner Corp., Hartford, Conn. 

Coleman Co., Inc., Wichita 1, Kans. 

Columbus Combustion Co., Inc., Colum- 
bus, Ohio 

Duo-Therm Div., Lansing 3, Mich. 

Florence Stove Co., Gardner, Mass. 

Gray & Dudley Co., Nashville, Tenn. 

Htg. Eqpt. Mfg. Co., San Francisco, Calif. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Knox Stove Works, Inc., Knoxville, Tenn. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold, Iowa. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Lonergan Mfg. Div., McGraw Electric Co., 
Albion, Mich. 

Makomb Steel Prods. Co., Div., Macomb, 
Til. 

Monarch Range Co., Beaver Dam, Wisc. 

Motor Wheel Corp., Lansing 3, Mich. 

Perfection Industries, Cleveland 10, Ohio 

Preway, Inc., Wisconsin Rapids, Wisc. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Quincy Stove Mfg. Co., The, Quincy, Ill. 

Siegler Corp., The, Centralia, Il. 

Silent Sioux Corp., Orange City, Iowa 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

United Stove Co., Ypsilanti, Mich. 

Vann Industries, Inc., Henry, Clinton, N. C. 

Viking Mfg. Corp., Cleveland, Ohio 

\/ashington Stove Works, Everett, Wash. 


Circulating, Pot Burner, Gravity Circulation 


Allen Mfg. Co., Nashville 1, Tenn. 

American Gas Machine Co., Albert Lea, 
Minn. 

Barridon Oil Burner Corp., Hartford, Conn. 

Beyer Oil Burner Co., Rosamond, Calif. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Coleman Co., Inc., Wichita 1, Kans. 

Columbus Combustion Co., Inc., Colum- 
bus, Ohio 

Dortch Stove Works, Inc., The, Franklin, 
Tenn, 

Duo-Therm Div., Lansing 3, Mich. 

Florence Stove Co., Gardner, Mass. 

Gray & Dudley Co., Nashville, Tenn. 

Htg. Eqpt. Mfg. Co., San Francisco, Calif. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Knox Stove Works, Inc., Knoxville, Tenn. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Laco Oil Burner Co., Inc., Griswold, Iowa 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Lonergan Mfg. Div., McGraw Electric Co., 
Albion, Mich. 

Magic Chef, Inc., St. Louis 10, Mo. 

Makomb Steel Prods. Co., Div., Macomb, 
Til. 

Motor Wheel Corp., Lansing 3, Mich. 

Oakland Fdry. Co., Belleville, Ill. 

Perfection Industries, Cleveland 10, Ohio 

Preway, Inc., Wisconsin Rapids, Wis. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Quincy Stove Mfg. Co., The, Quincy, Ill. 

Siegler Corp., Centralia, Ill. 

Silent Sioux Corp., Orange City, Iowa 

Spark Stove Co., Inc., Oakland 1, Calif. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

United Stove Co., Ypsilanti, Mich. 

Vann Industries, Inc., Henry, Clinton, N. C. 

Viking Mfg. Co., Cleveland, Ohio 

Washington Stove Works, Everett, Wash. 
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. ... Space Heaters 


Circulating, Shell Burner, Gravity Circulation 


American Gas Machine Co., Albert Lea, 
Minn. 

Barridon Oil Burner Corp., Hartford, Conn. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Florence Stove Co., Gardner, Mass. 

Jungers Stove & Range Co., Grafton, Wisc. 

Motor Wheel Corp., Lansing 3, Mich. 

Oakland Fdry. Co., Belleville, Ill. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Smith’s Heating, Inc., Kinston, N. C. 


Circulating, Shell Burner, Forced Circulation 


American Gas Machine Co., Albert Lea, 
Minn. 
Arcweld Mfg. Co., Inc., Seattle 9, Wash. 
Barridon Oil Burner Corp., Hartford, Conn. 
Campbell Heating Co., Des Moines 17, Iowa 
Carlton Oil Burner Co., Hartford 3, Conn. 
Dravo Corp., Pittsburgh 22, Pa. 
Florence Stove Co., Gardner, Mass. 
Mammoth Furnace Co., St. Paul, Minn. 
Pratt-Daniel Corp., So. Norwalk, Conn. 
Queen Stove Works, Inc., Albert Lea, Minn. 


Floor Furnaces 


Airtemp Div., Chrysler Corp., Dayton, Ohio 

American Gas Machine Co., Albert Lea, 
Minn. 

ars Po Ideal-Aire Corp., Garden City, 
ae. 4 


American Rad. & Std. Sanitary Corp., Air 
Conditioning Div., New York 18, N. Y. 

Anchor Div., New Albany, Ind. 

Avery Farm Mach’y Co., Hart Heat Div., 
Peoria, Ill. 

Beyer Oil Burner Co,, Rosamond, Calif. 

Brown Fintube Co., Elyria, Ohio 

Bryant Heater Div., Cleveland, Ohio 7 

Campbell Co., E. K., Kansas City 26, Mo. 

Campbell Heating Co., Des Moines 17, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Coleman Co., Inc., Wichita 1, Kans. 

Columbia Boiler Co., Pottstown, Pa. 

Columbus Combustion Co., Columbus, Ohio 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Cox Mfg. Co., Ridgefield, Ind. 

Curtis Refrigerating Machine Div., St. Louis 
20, Mo. 

Crane Co., Chicago, Ill. 

Delta Htg. Corp., Trenton 8, N. J. 

Domestic Mfg. Co., Seattle, Wash. 

Draco Furnace Co., Inc., Charlotte, N. C. 

Dravo Corp., Pittsburgh, Pa. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Electrol Burner Mfg. Co., Rutherford, N. J. 

Electro-Watt Industries, Inc., Salem, Ore. 

Evans Prods., Plymouth, Mich. 

Florence Stove Co., Gardner, Mass. 

General Automatic Products Corp., Balti- 
more 13, Md. 

Gentleman Janitor Mfg. Co., Scranton 11, 


Pa. 

Gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 

Gillen Co., J. L., Detroit 28, Mich. 

Heil Co., The, Milwaukee, Wisc. 

Holly Mfg. Co., Pasadena, Calif. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kleer-Kleen Mfg. Co., Hayward, Calif. 

Klug & Sons, F. H., St. Joseph, Mich. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

a 6 AY Co., Inc., Palisades Park, 

ode 

La Salle Oil Burner Co., Inc., Seattle, Wash. 

Lawson Mfg. Co., Pittsburgh 8, Pa. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Magic Chef, Inc., St. Louis 10, Mo. 

Mammoth Furnace Co., St. Paul, Minn. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Metromatic Mfg. Co., Inc., Medford, Mass. 

Meyer Furnace Co., Peoria 2, Ill. 

Mission Appliance Corp., Hawthorne, Calif. 

Montag Stove & Furnace Works, Portland 
17, Ore. 

National Heater Co., Inc., St. Paul 4, Minn. 

O’Halloran Industries, Detroit 4, Mich. 

Olson & Co., Arthur A., Canfield, Ohio 

Oran Co., Inc., Columbus, Ohio 

Overhead Heaters, Inc., Detroit 26, Mich. 
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Pennsylvania Furnace & Iron Co., Warren, 
Pa. 
Preway, Inc., Wisconsin Rapids, Wisc. 
Queen Stove Works, Inc., Albert Lea, Minn. 
Quiet Automatic Burner Corp., Newark 4, 
N. J. 
Quincy Stove Mfg. Co., The, Quincy, Il. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 
Reliance Prods. Corp., Portland 14, Ore. 
Rossoe Mfg. Co., Inc., Seattle, Wash. 
Shana Mfg. Co., Inc., Chicago, Ill. 
Siebring Mfg. Co., George, Iowa 
Sunderman Mfg. Co., Sioux Falls, S. D. 
Surface Combustion Corp., Toledo, Ohio 
Therm Gas Generator Co., Inc., Seattle, 
Wash, 
Thermo-Prods, Inc., No. Judson, Ind. 
Tjerlund Mfg. Co., St. Paul 14, Minn. 
Utica Structural Steel, Inc., Utica, N. Y. 
Viking Mfg. Corp., Cleveland 14, Ohio 
Volcano Burner Corp., New York 61, N. Y. 
Wayne Home Egqpt. Co., Inc., Ft. Wayne 4, 
Ind. 
Williams Div.,.Bloomington, Il. 
Wisconsin Oil Burner Co., Madison, Wisc. 
York-Shipley, Inc., York, Pa. 


Radiant, Pot Burner 


American Gas Machine Co., Albert Lea, 
Minn. 
Barridon Oil Burner Corp., Hartford, Conn. 
Beyer Oil Burner Co., Rosamond, Calif. 
Breese Burners, Inc., Santa Fe, N. M. 
Carlton Oil Burner Co., Hartford 3, Conn. 
Coleman Co., Inc., Wichita, Kan. 
Columbus Combustion Co., Columbus, Ohio 
Duo-Therm Div., Lansing 3, Mich. 
Evans Prods., Plymouth, Mich. 
Florence Stove Co., Gardner, Mass. 
Kresky Mfg. Co., Inc., Petaluma, Calif. 
Little Burner Co., Inc., H. C., San Rafael, 
Calif. 
Lonergan Div., 
Albion, ‘Mich. 
Magic Chef, Inc., St. Louis 10, Mo. 
Makomb Steel Prods. Co. Div., Macomb, Ill. 
Motor Wheel Corp., Lansing 3, Mich. 
Perfection Industries Div., Cleveland, Ohio 
Preway, Inc., Wisconsin Rapids, Wisc. 
Queen Stove Works, Inc., Albert Lea, Minn. 
Quincy Stove Mfg. Co., The, Quincy, IIl. 
Silent Sioux Corp., Orange City, Iowa 
United Stove Co., Ypsilanti, Mich. 
Vann Industries, Inc., Henry, Clinton, N. C. 


McGraw Electric Co., 


Radiant, Shell Burner 


American Gas Machine Co., Albert Lea, 
Minn. 

Barridon Oil Burner Corp., Hartford, Conn. 

Carlton Oil Burner Co., Hartford 3, Conn. 

Florence Stove Co., Gardner, Mass. 

Motor Wheel Corp., Lansing 3, Mich. 

Queen Stove Works, Inc., Albert Lea, Minn. 


Wall Furnaces 


American Gas Machine Co., Albert Lea, 
Minn. 

Beyer Oil Burner Co., Rosamond, Calif. 

Bryant Heater, Div., Cleveland, Ohio 

Coleman Co., Inc., Wichita, Kan. 

Crane Co., Chicago, Ill. 

Delta Htg. Corp., Trenton 8, N. J. 

Domestic Mfg. Co., Seattle, Wash. 

Duo-Therm Div., Lansing 3, Mich. 

Electro-Watt Industries, Inc., Salem, Ore. 

Electro-Watt, Inc., Seattle 1, Wash. 

J. L. Gillen Co., Detroit, Mich. 

Holly Mfg. Co., Pasadena, Calif. 

International Oil Burner Co., St. Louis 10, 
Mo. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kleer-Kleen Mfg. Co., Hayward, Calif. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

La Salle Oil Burner Co., Inc., Seattle, Wash. 

Lawson Mfg. Co., Pittsburgh 18, Pa. 

Lennox Furnace Co., Marshalltown, Iowa 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Magic Chef, Inc., St. Louis 10, Mo. 

Manville Boiler Co., Inc., Hackettstown, 


ee ae 
McPherson Furnace Egqpt. Co., Seattle, 
Wash. 


Di4 





Morrison Steel Prods., Inc., Buffalo, N. Y. 

Norman Prods. Co., Columbus, Ohio 

Northwest Metal Prods., Inc., Seattle, 
Wash. 

Olson & Co., Arthur A., Canfield, Ohio 

Perfection Industries, Cleveland 10, Ohio 

Quincy Stove Mfg. Co., The, Quincy, III. 

Reliance Prods. Corp., Portland 14, Ore. 

Siebring Mfg. Co., George, Iowa 

Siegler Corp., The, Centralia, IIl. 

Silent Sioux Corp., Orange City, Iowa 

Stewart Warner Corp., Lebanon, Ind. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Wisconsin Oil Burner Co., Madison, Wisc. 


Water Heaters, Oilfired 


Direct Oilfired, Side Arm 


Brown Products Corp., Forest Hills, N. Y. 

Carlton Supply Co., Hartford, Conn. 

Century Engineering Corp., Cedar Rapids, 
Iowa 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Hanson-Gates Oil Fired Div., Reading, Mass. 

Hotstream Heater Co., Cleveland, Ohio 

Kresky Mfg. Co., Petaluma, Calif. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Major Oil Burner Co., Philadelphia 22, Pa. 

Metromatic Oil Burner Co., Everett, Mass. 

Perfection Industries Div., Cleveland, Ohio 

Portmar Boiler Co., Brooklyn 15, N. Y. 

Preferred Utilities Mfg. Corp., New York 23, 
N.Y, 

Ray Oil Burner Co., San Francisco 12, Calif. 

Safety Prods. Co., Brockton, Mass. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Werner Fdry. & Machine Co., Lansdale, Pa. 


Storage, Direct, Atomizing, Vertical, 
Rotary Burner 


Kresno-Stamm Co., Inc., Palisades Park, 
Mi... 
Mission Appliance Corp., Hawthorne, Calif. 


Storage, Direct, Pot Burner 


Allen Mfg. Co., Nashville 1, Tenn. 

American Gas Machine Co., Albert Lea, 
Minn. 

Bastian-Morley Co., Inc., La Porte, Ind. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Brown Products Corp., A., Forest Hills, 
N.Y: 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Coleman Co., Inc., The, Wichita 1, Kans. 

Day & Night Div., Monrovia, Calif. 

Delco Appliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co., York, Pa. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Dowagiac Steel Furnace Co., 
Mich. 

Duo-Therm Div., Lansing 3, Mich. 

Evans Prods. Co., Plymouth, Mich. 

Ex Cel Co., Dowagiac, Mich. 

Gillen Co., J. L., Detroit 28, Mich. 

Hanson-Gates Mfg. Co., Inc., Reading, 
Mass. 

Hotstream Heater Co., Cleveland, Ohio 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Ladow Bros., Wallingford, Conn. 

Little Burner Co., H. C., Inc., San Rafael, 
Calif. 

Metromatic Oil Burner Co., Everett, Mass. 

Michigan Burner Co., Detroit 28, Mich. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Perfection Industries, Cleveland 4, Ohio 

Platt Prods. Corp., Lansing 4, Mich. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Rheem Mfg. Co., Chicago 29, Ill. 

Thermo-Prods., Inc., No. Judson, Ind. 

Viking Mfg. Corp., Cleveland 14, Ohio 

Waterfilm Boilers, Inc., Jersey City, N. J. 


Dowagiac, 





.... Water Heaters 


Storage, Direct, Oilfired, Pressure Burner 


Aldrich Co., Wyoming, III. 
—e Mohawk Co., Inc., New York 1; 
a a r 
Auburn Burner Co., Auburn, Ind. 
Bascom Co., Inc., Geo. R., Boston 22, Mass 
Bastian-Morley Co., Inc., La Porte, Ing 
Bethlehem Fdry. & Machine (Co, Beth 
lehem, Pa. alee 
Bock Corp., Madison 4, Wisc. 
—— Industries, Inc., Baltimore 9 
Brown Oil Burning Equip Co., Cambridge 
39, Mass. 
Brown Prods., Inc., Forest Hills 75, N, y 
Burn-Rite Products Co., Yonkers 2, Ny | 
Century Eng. Corp., Cedar Rapids, Iowa 
Continental Water Heater Co., Los Angeles 
3, Calif. 
Crane Co., Chicago 5, IIl. 
= Boiler Co., Indianapolis 9 
Ind. 
Electrol Burner Mfg. Co., Inc., Rutherford, 


Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

General Heating Products Co., Philadelphia 
Pa. 

Hansen Tool & Die Co., Milwaukee 4, Wise. 

Hart Heat Div., Peoria, Ill. 

Harvey, Inc., Sid, Valley Stream, N, y, 

Herco Oil Burner Corp., Lancaster, Pa, 

Hotstream Heater Co., Cleveland, Ohio 

Johnson Co., S. T., Oakland 8, Calif, 

Kinsley Burner & Machine Co., Providence, 
ae iF 

— & Bros., Inc., L. O., Jersey City 


igs i ; 
Kresno-Stamm Mfg. Co., Palisades Park, 


Macleod Co., Cincinnati 22, Ohio 

Major Oil Burner Co., Philadelphia 22, Pa, 

Mansville Boiler Co., Inc., Hackettstown, 
N. Jd; 

Metromatic Oil Burner Co., Everett, Mass. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Mt. Hawley Mfg. Co., Peoria 4, Ill. 

Mund Boilers, Inc., Los Angeles 63, Calif. 

National Home Eqpt. Co., New York 7, 
Ni 

National Steel Construction Co., Inc., of 
Indiana, Loganport, Ind. a: 

National Steel Construction Co., Seattle 8 
Wash. 

Ontario Iron Works, Pulaski, N. Y. 

Pacific Oil Co., Fall River, Mass. 

Patco Mfg. Co., Philadelphia, Pa. 

Pate Co., Inc., Darby, Pa. 

Petro, Cleveland 11, Ohio 

Portmar Boiler Co., Brooklyn 15, N. Y. 

Preferred Utilities Mfg. Corp., New York 
Zo, Te. Ke 

— Automatic Burner Corp., Newark 4, 

J 


Radiant Utilities Corp., Brooklyn 14, N. ¥. 
Ray Oil Burner Co., San Francisco 12, Calif. 
Reif-Rexoil, Inc., Buffalo 3, N. Y. 
Republic Products Co., Philadelphia, Pa. 
Rheem Mfg. Co., Chicago, Ill. 
Scott-Newcomb, Inc., St. Louis 19, Mo. 
Sigwald Eng. Co., Minneapolis, Minn. 
Shepard Heater Co., Inc., Terre Haute, Ind. 
Spi-Rol-Fin Corp., Pequannock, N. J. 
Standard Automatic Oil Burner Co., Newark 
4, N. J. 
Stout & Sons, David, St. Louis 17, Mo. 
Toledo Heater Co., Toledo 4, Ohio 
Tragaser Copper Works, Inc., Jamaica 
7 


pe 
True-Heet Co., Trenton, N. J. 
Weatherall Eng. Inc., Providence, R. 1 
Wisconsin Burners, Inc., Madison 5, Wise. 
Wood Co., John, Conshohocken, Pa. 


Storage, Direct, Range Burner 


Queen Stove Works, Inc., Albert Lea, Mins. 
Safety Prods. Co., Brockton, Mass. 
Smith Corp., A. O., Milwaukee 1, Wise. 
Tower Mfg. Co., Boston, Mass. m 
Victor Oil Burner Mfg. Co., Hartford, Com 


Storgge, Direct Wall-Flame, Rotary Burner 


Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland 2, Ohic 


FUELOIL & OIL HEAT, MAY !%/ 








Burt 
Natl 


Und 


Lex! 






> Burner 


V York 14 
2 

| 22, Mass, 
te, Ind, 
4., Beth. 
Itimore 9, 
ambridge 
75, N. Y, 
2, N. Y, 


Ss, Iowa 
IS Angeles 


napolis 2, 
utherford, 
untington 
ladelphia, 
e 4, Wise, 
N. Y. 
or, Pa, 
Ohio 
alif. 
ovidence, 
‘sey City 
les Park, 


ia 22, Pa, 
ettstown, 


tt, Mass, 
Dearborn, 


l, 
63, Calif. 
York 7, 
Inc., of 
Seattle 8, 


A 


Ne, 
lew York 


lewark 4, 


14, N. ¥. 
12, Calif. 


‘ia, Pa. 


, Mo. 
inn, 
ute, Ind. 
Ag S 

, Newark 


, Mo. 


0 . 
Jamaica, 


R. 1 
, Wise. 


2a, Minn. 
Wise. 


d, Conn. 





MANUFACTURERS OF 


Oilheating accessory Equipment: Airconditioning; oilheating 
Parts and Components; bulk Plant, fueloil Delivery 


and tank truck Equipment 


(Part Il. Listed by types of equipment) 


Accounting Machines 


Burroughs Corp., Detroit, Mich. 

National Cash Register Co., Dayton, Ohio 
Remington-Rand, Inc., New York, N. Y. 
Underwood Corp., New York, N. Y. 


Accounts Receivable 
Lexington Corp., Boston 8, Mass. 


Air Conditioning 


Central Cooling Unit 


Acme Industries, Inc., Jackson, Mich. 
Addison Products Co., Addison, Mich. 

Air Conditioning Eng. Co., Cambridge, 
Mass. 

Airtemp Div., Dayton, Ohio 

Airtron Corp., Holland, Ohio 

Air Products Co., St. Louis, Mo. 

Amana Refrigeration Inc., Amana, Ia. 
American Coils Co., Newark, N. J. 

American Furnace Co., St. Louis, Mo. 
American Radiator & Standard Sanitary 
Corp., (Air Conditioning Div.), N. Y. 18, 


Anchor Div., New Albany, Ind. 

Armstrong Furnace Corp., Columbus, Ohio 

Automatic Firing Corp., St. Louis, Mo. 

Bal-Air, Inc., Nashville, Tenn. 

Bard Mfg. Co., Bryan, Ohio 

Bog Mfg. Co., Inc., A. G., Milwaukee, 
ise. 

Berger Furnace Corp., Belle Vernon, Pa. 

ao Metal Products Corp., Charlotte, 

Bishop & Babcock Mfg. Co., Cleveland, Ohio 

Blissfleld Mfg, Co., Blissfield, Mich. 

Bonair Prods., Inc., Darby, Pa. 

Brandes Co., Madison, Wisc. 

= Products Corp., Forest Hills, 


Brucker, Inc., M., Chicago, Ill. 

Brunner Mfg, Co., Utica, N. Y. 

Bryant Div., Indianapolis 4, Ind. 

Burnham Corp., Irvington, N. Y. 

Bush Mfg. Co., W. Hartford, Conn. 

Carrier Corp., Syracuse, N. Y. 

a States Mfg. Co., Arkansas City, 


Century Engineering Corp., Cedar Rapids, 
owa 
Chicago Steel Furnace Co., Chicago, Ill. 
Circle Air Industries, Inc., Brooklyn, N. Y. 
ciaraee, Fan Co., Kalamazoo, Mich. 
Go atic Corp., South Norwalk, Conn. 
oleman Co., Inc., Wichita, Kan. 
Columbia Burner Co., Toledo, Ohio 
Coneo Eng. Works, Mendota, Tl. 
Cool-ette Inc., Detroit, Mich. 
pss Co., Chicago 5, Ill. 
— Mfg. Co., St. Louis, Mo. 
aay Mfg. Co., St. Clair, Mich. 
y & Night Div., Monrovia, Calif. 
Ones Air Conditioning Co., Cincinnati, 


Drayer-Hanson Inc Los An 

*» geles, Calif. 
ria) Baseboard Mfg. Co., Winsted, Conn. 
ExCel qyiliams Corp., Bloomington, Ill. 
' .» Dowagiac, Mich. 
pd Furnace Co., Wilmington, Ohio 
Pluid City Heating Div., Monroe, Mich. 

t Div., Baltimore, Md. 

? sy uston, Tex. 
Fresh’'nd-Aire Co., Chicago. Ill. 
rele Refrigerators, San Antonio, Tex. 
Front we eiv: Dayton, Ohio 

Rank Mfg. Co., St. Louis, Mo. 


General Air Conditioning Corp., Los Ange- 
les, Calif. 

General Electric Co., Bloomfield, N. J. 

Gibson Refrigerator Co., Greenville, Mich. 

Gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 

Governair Corp., Oklahoma City, Okla. 

Great Northern Mfg. Corp., Chicago, Il. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Gross Aire Mfg. Co., Inc., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Harvey-Hill, Inc., St. Louis, Mo. 

Hastings Air Conditioning Co., Inc., Hast- 
ings, Neb. 

Hastings Air Control, Inc., Omaha, Neb. 

Heat Controller, Inc., Jackson, Mich. 

Heating Eqpt. Mfg. Co., San Francisco, 
Calif. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heil Co., The, Milwaukee, Wisc. 

Henry Furnace Co., Medina, Ohio 

Hess Co., Cicero, Ill. 

Hupp Corp., Cleveland, Ohio 

Hydraline Products, Detroit, Mich. 

Illinois Iron & Bolt Co., Chicago 5, Ill. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating & Air Conditioning Div., 
Columbus, Ohio 

Keith Furnace Co., Des Moines, Iowa 

Kennard Corp., St. Louis, Mo. 

Larkin Coils, Ine., Atlanta, Ga. 

Lennox Industries, Inc., Marshalltown, Ia. 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Lipman Refrig. Div., Beloit, Wisc. 

Made-Rite Co., Inc., Newport, Ky. 

Majestic Co., Huntington, Ind. 

Marlo Coils, Inc., St. Louis, Mo. 

Mayflower Air-Conditioners, Inc., St. Paul 
6. Minn. 

McGraw Electric Co., Albion, Mich. 

McQuay, Inc., Minneapolis, Minn. 

Metromatic Mfg. Co., Inc., Medford, Mass. 

Meyer Furnace Co., Peoria, Ill. 

Midwest Automatic Control Co., Des Moines, 
Ta. 

Mitchell Mfg. Co., Chicago, Ill. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee, Wisc. 

Muncie Gear Works, Inc., Muncie, Ind. 

Napienal-Dahs Radiator Corp., Johnstown, 

a 


Niagara Furnace Div., Cleveland, Ohio 

Norman Products Co., Inc., Columbus, Ohio 

Olsen Mfg. Co., C. A. Elyria, Ohio 

Patten Co., J. V., Sycamore, Ill. 

Payne Div., Monrovia, Calif. 

Peerless Furnace & Fdry. Co., Indianapolis, 
Ind. 

Penguin Corp., Livonia, Mich. 

Penn Boiler & Mfg. Corp., Lancaster, Pa. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Perfection Industries, Cleveland, Ohio 

Philco Corp., Philadelphia, Pa. 

Premier Furnace Co., Dowagiac, Mich. 

Primor Products Div., Adrian, Mich. 

Quiet May Div., Lancaster, Pa. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Refrigeration Appliances, Inc., Chicago, Ill. 

Refrigeration Economics Co., Canton, Ohio 

Refrigeration Engineering, Inc., Los Ange- 
les, Calif. 

Rheem Mfg. Co., Chicago, Il. 

Richmond Radiator Co., Metuchen, N. J. 

Roberts-Gordon Appliance Corp., Buffalo, 
N. Y. 
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Round Oak Co., Dowagiac, Mich. 

Rybolt Heater Co., The, Ashland, Ohio 
Scaife Company, Oakmont, Pa. 

Schnacke, Inc., Evansville, Ind. 

Sequoia Mfg. Co., San Carlos, Calif. 
Servel, Inc., Evansville, Ind. 

Shana Mfg. Co., Inc., Chicago, IIl. 

Smith Corp., A. O., Milwaukee, Wisc. 
ee Air Conditioning Corp., Gastonia, 


Stewart-Warner Corp., Lebanon, Ind. 

Sunbeam Air Conditioning Div., Elyria, O. 

Superior Furnace & Mfg. Co., Plymouth, 
Mich, 

Surface Combustion Corp., Toledo, Ohio 

Sutton Corp., O. A., Wichita, Kan. 

Thatcher Furnace Co., Garwood, N. J. 

Trane Co., LaCrosse, Wisc. 

Typhoon Air Conditioning Co., Brooklyn, 


ae & 
Ultrasonic Corp., Cambridge, Mass. 
U, S. Air Conditioning Corp., Philadelphia, 


Pa. 
Utility Appliance Corp., Los Angeles, Calif. 
Viking Mfg. Corp., Cleveland, Ohio 
Waterman - Waterbury Co., Minneapolis, 
Minn. 
Weatherall Engineers, Inc., Providence, 
I 


Weil-McLain Co., Michigan City, Iowa 

Westinghouse Electric Corp., Air Condition- 
ing Div., Staunton, Va. 

Williams Div., Bloomington, Ill. 

Williamson Co., The, Cincinnati, Ohio 

Wood Co., John, Conshohocken, Pa. 

Worthington Corp., Harrison, N. J. 

Yates-American Machine Co., Beloit, Wisc. 

York Corp., York, Pa. 

York-Shipley, Inc., York, Pa. 

Yorktowne Machine Co., York, Pa. 

Young Radiator Co., Racine, Wisc. 


Combination Heating-Cooling Units 


Air Conditioning Engineering Co., Cam- 
bridge, Mass. 

Airtemp Div., Dayton, Ohio 

American Furnace Co., St. Louis, Mo. 

American Ideal-aire Corp., Garden City, 
kek, 3-3: 

American Rad. & Std. Sanitary Corp., New 
York, N. Y. 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Corp., Columbus, Ohio 

Auburn Burner Co., Edgerton, Ohio 

Automatic Firing Corp., St. Louis, Mo. 

Bard Mfg. Co., Bryan, Ohio 

Beck Eng. Co., St. Louis 6, Mo. 

Berger Furnace Corp., Belle Vernon, Pa. 

Besser Metal Products Corp., Charlotte, 
N. C. 

Bishop & Babcock Mfg. Co., Cleveland, Ohio 

Bonair Prods., Inc., Darby, Pa. 

Brown Products Corp., Forest Hills, N. Y. 

Bryant Heater Div., Indianapolis 4, Ind. 

Bush Mfg. Co., West Hartford, Conn. 

Campbell Heating Co., Des Moines 17, Iowa 

Carrier Corp., Syracuse, N. Y. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chicago Steel Furnace, Chicago, Ill. 

Circle Air Industries Inc., Brooklyn, N. Y. 

Clarage Fan Co., Kalamazoo, Mich. 

Columbia Burner Co., Toledo, Ohio 

Conco Eng. Works, Mendota, Ill. 

Crane Co., Chicago 5, Ill. 

Curtis Mfg. Co., St. Louis, Mo. 

Deleo Appliance Div., Rochester, N. Y. 

Dualtron Co., Pittsburgh, Pa. 

Dunham Co., C. A., Chicago, Ill. 

Ex-Cel Co., Dowagiac, Mich. 

Floral City Heating Div., Monroe, Mich. 
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Frigidaire Div., Dayton, Ohio 

Front Rank Furnace Co., St. Louis, Mo. 

General Electric Co., Bloomfield, N. J. 

Gilbert & Barker Mfg. Co., West Spring- 

field, Mass. 

Green Colonial Furnace Co., Des Moines, Ia. 

Hall-Neal Furnace Co., Chicago, Ill. 

Heat Controller, Inc., Jackson, Mich. 

Henry Furnace Co., Medina, Ohio 

Hess Co., Cicero, Ill. 

Hydraline Products, Detroit, Mich. 

Illinois Iron & Bolt Co., Chicago 5, Ill. 

mgeeson Conditioned Air Div., Kalamazoo, 
ch, 

International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltown, Iowa 

McQuay, Inc., Minneapolis, Minn. 

Majestic Co., Huntington, Ind. 

Metromatic Mfg. Co., Inc., Medford, Mass. 

Meyer Furnace Co., Peoria, Ill. 

Mueller Climatrol, Milwaukee 15, Wisc. 

National-U.S. Radiator Corp., Johnstown, 
a 


Pa, 

Niagara Blower Co., New York, N. Y. 

Olsen Mfg. Co., C. A., Elyria, Ohio 

Paragon Oil Burner Corp., Brooklyn, N. Y. 

Parks-Cramer Co., Fitchburg, Mass. 

Patten Co., J. V., Sycamore, IIl. 

Peerless Furnace & Fdry Corp., Indian- 
apolis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Percoflash Mfg. Corp., Madison, N. J. 

Perfection Industries, Inc., Cleveland, Ohio 

Petro, Cleveland, Ohio 

Premier Furnace Co., Dowagiac, Mich. 

Quiet Heet Mfg. Corp. & Emerson Quiet 
Kool Corp., Newark, N. J. 

Remington Corp., Auburn, N. Y. 

Rheem Mfg. Co., Chicago, Ill. 

Richmond Radiator Co., Metuchen, N. J. 

Rittling Corp., The, Buffalo, N. Y. 

Round Oak Co., Dowagiac, Mich. 

Rybolt, Heater Co., The, Ashland, Ohio 

Servel, Inc., Evansville 20, Ind. 

Skinner Heating & Ventilating Co., St. 
Louis, Mo. 

Smith, A. O., Milwaukee, Wisc. 

as ry Air Conditioning Corp., Gastonia, 


Stewart-Warner Corp., Lebanon, Ind. 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Superior Furnace & Mfg. Co., Plymouth, 
Mich, 

Surface Combustion Corp., Toledo, Ohio 

Syncromatic Corp., Milwaukee, Wisc. 

Typhoon Air Conditioning Co., Brooklyn, 
N;.%, 

Viking Mfg. Co., Cleveland, Ohio 

Waterman - Waterbury Co., Minneapolis, 
Minn. 

Wayne Home Egqpt. Co., Inc., Fort Wayne, 
Ind. 

Weatherall 
ae 

Westinghouse Electric Corp., Air Condition- 
ing Div., Staunton, Va. 

Williamson Co., The, Cincinnati, Ohio 

Wisconsin Burners, Inc., Madison, Wisc. 

Worthington Corp., Harrison, N, J. 

York Corp., York, Pa. 

York-Shipley, Inc., York, Pa. 

Young Radiator Corp., Racine, Wisc. 


Engineers, Inc., Providence, 


Room Unit 


Airtemp Div., Dayton, Ohio 

A. Brown Products Corp., 
1 Ae eS 

Bal-Air, Inc., Nashville, Tenn. 

— Porcelain Steel Corp., Baltimore, 


Barkow Mfg. Co., Inc., August G., Mil- 
waukee, Wis. 

Buffalo Forge Co., Buffalo, N. Y. 

Burnham Corp., Irvington, N. Y. 

Bush Mfg. Co., West Hartford, Conn. 

Carrier Corp., Syracuse, N. Y. 

Continental Mfg. Co., Phoenix, Ariz. 

Curtis Mfg. Co., St. Louis, Mo. 

Drayer-Hanson, Inc., Los Angeles, Calif. 

Emersen Electric Mfg. Co., St. Louis 21, Mo. 

Fedders-Quigan Corp., Trenton, N. J. 

Floral City Heating Div., Monroe, Mich. 

Frigidaire Div., Dayton, Ohio 


Forest Hills, 
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Hastings Air Conditioning Co., Inc., Hast- 
ings, Neb. 

Hotpoint, Inc., Chicago, II. 

Hydraline Products, Detroit, Mich. 

International Mfg. Co., Oklahoma City, 
Okla. 

— Air Conditioning Corp., St. Louis, 

ts) 


Kennard Corp., St. Louis, Mo. 

King Refrigerator Corp., Glendale, N. Y. 

Made-Rite Co., Inc., Newport, Ky. 

Marlo Coil Co., St. Louis, Mo. 

McGraw Electric Co., Albion, Mich. 

Mitchell Mfg. Co., Chicago, Ill. 

Modine Mfg. Co., Racine, Wisc. 

Mueller Climatrol, Milwaukee, Wis. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Perfection Industries, Cleveland, Ohio 

Quiet Heet Mfg. Corp. & Emerson Quiet 
Kool Corp., Newark, N. J. 

—— Economics Co., Ine., Canton, 

hio 
Remington Air Conditioning Div., Auburn, 


Round Oak Co., Dowagiac, Mich. 

Superior Furnace & Mfg. Co., Plymouth, 
Mich, 

Sutton Corp., A. O., Wichita, Kans. 

U. S. Air Conditioning Corp., Philadelphia, 
Pa. 

Viking Mfg. Co., Cleveland, Ohio 

Weatherall Engineers, Inc., Providence, 
ee 

Worthington Corp., Harrison, N. J. 

York Corp., York, Pa. 

Young Radiator Co., Racine, Wisc. 


Blenders, Fueloil 


Proportioneers, Inc., Providence, R. I. 


Boiler Accessories 


Automatic Door Closer 


Falz Mfg., St. Paul 4, Minn. 
Leisure-Maid Mfg. Corp., Grand Rapids, 
Mich. 


Boiler Amplifier 
Crotty Mfg. Corp., Flushing, N. Y. 


Fittings 


Barco Mfg. Co., Barrington, Ill. 

Bell & Gossett Co., Morton Grove, Ill. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Consolidated Brass Co., Charlotte, N. C. 

Crane Co., Chicago 40, IIl. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Elmira Steel Co., Brooklyn, N. Y. 

Ernst Water Column & Gage Co., Living- 
ton, WN. J; 

Grinnel Co., Inc., Providence 1, R. I. 

Keeler Co., E., Williamsport, Pa. 

Lincoln Brass, Detroit, Mich. 

Oil Equipment Mfg. Corp., New Haven, 
Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 


Insulation 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., The Philip, Cincinnati, Ohio 
Dow Chemical Co., Midland, Mich. 
Eagle-Picher Co., The, Cincinnati 1, Ohio 
Gem Clay Forming Co., The, Sebring, Ohio 
Grant Wilson, Inc., Chicago, IIl. 
Johns-Manville Corp., New York 16, N. Y. 
Keeler Co., E., Williamsport, Pa. 

L-O-F. Glass Fibers Co., Toledo, Ohio 

La Salle Oil Burner Co., Inc., Seattle, Wash. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cleveland 3, Ohio 
Pacific Steel Boiler Div., Johnstown, Pa. 
ee & Insulation Corp., New York 5, 


Sall Mountain Div., Chicago 3, III. 
Union Asbestos & Rubber Co., Bloomington, 


Til. 
Zonolite Co., Chicago 3, Ill. 
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Accessories 


Jackets 


Atlas Mfg. Co., St. Paul 14, Minn, 
American Rad. & Std. Sanitary ¢ 
burgh 30, Pa. OU, Pitt 
Berger Furnace Mfg. Co., Belle Vern 
+ ata rer: Co., The Philip, Cincinnati, Oh 
ornback Furnace & Fdry. Co., Cleys 
me Cleveland 
Dunkirk Radiator Corp., Dunkirk, N Y 
Elmira Steel Co., Brooklyn, N. y. |" 
= Heating Products Co., Philadelphia 
a. 


General Machine Co., Inc., Emmaus, Pa 
Haydon Prods. Corp., Brooklyn 15, N. y 
Johns-Manville Corp., New York 16, N Y 
Pacific Steel Boiler Div., Johnstown, Pa. 
enn Boiler & Burner z I 
caster, Pa. Mtg. Corp., Lan 
Republic Prods. Co., Philadelphia, Pa. 
Robot Auto Heat Corp., Middletown, Conn 
Sall Mountain Div., Hamilton, Ohio 
U. S. Radiator Corp., Detroit 26, Mich, 
Valley Forge Metals Div., Lansdale, Pa, 
Weil-McLain Co., Michigan City, Ind. 


Protective Anodes 


Dow Chemical Co., Midland, Mich. 

McRay Prods. of Calif., Los Angeles 3 
Calif. 

San Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 


Seam Protectors 


National Boiler Protector Co., Dayton, Ohio 


Trim 


Flair Mfg. Corp., Brooklyn, N. Y. 

New York Air Valve Corp., Brooklyn, N. Y, 
Pacific Steel Boiler Div., Johnstown, Pa. 
Wright-Austin Co., Detroit 7, Mich. 


Water Feeders 


(See listings ‘‘Controls, water level & 


feeder’’) 


Boilers, Commercial 


Aldrich Co., Wyoming, Ill. 

American Rad. & Stan, Sanitary Corp. 
Pittsburgh, Pa. 

Ames Iron Works, Inc., Oswego, N. Y. 

Babcock & Wilcox Co., New York, N. Y. 

Birchfield Boiler, Inc., Tacoma, Wash. 

Boiler Eng. & Supply Co., Phoenixville, Pa. 

Bros Boiler & Mfg. Co., Wm., Minneapolis, 
Minn. 

Bryan Steam Corp., Peru, Ind. 

Burnham Corp., Irvington, N. Y. 

Burkhart Engineering Associates, Inc., Bos- 
ton, Mass. 

Carrier Corp., Syracuse, N. Y. 

Central States Steel Boiler Co., Chicago, Ill. 

Clayton Mfg. Co., El Monte, Calif. 

Cleaver-Brooks Co., Milwaukee, Wisc. 

Combustion Eng. Inc., New York, N. Y. 

Consolidated Boiler Corp, Boston, Mass. 

Crane Co., Chicago 5, Ill. 

Crotty Mfg. Corp., Flushing, N. Y. 

Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Dillon Steam Boiler Wks., Inc. D. M, 
Fitchburg, Mass. 

Dutton Boiler Div., Kalamazoo, Mich. 

Eclipse Fuel Eng. Co., Rockford, Il. ' 

Edge Moor Iron Wks., Inc., Edge Moor. Del. 

Federal Boiler Co., Inc., Midland Patk, 
N. J. 

Fitzgibbons Boiler Co., Inc., New York 
NM... ¥ 


Gabriel Boiler Co., Portland, Ore. 
Hodge Boiler Wks., East Boston, Mass. 
International Boiler Works Co., The, 
Stroudsburg, Pa. 
Johnson Co., S. T., Oakland, Calif. ve 
Johnston Bros., Inc., Ferrysburg, Mi 
Keeler Co., E. Wiliamsport, Pa. 
Kewanee-Ross Corp., Kewanee, 4. NJ 
Koven & Bro., L. O., Inc., Jersey City, *-"" 
Kresno-Stamm Mfg. Co., Palisades 
N. J. 
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ommercia 


_ . Boilers, 


Co., James, Springfield, Ohio 
Lee ts Co., Cedar Rapids, Iowa 
Lookout Boiler & Mfg. Co., Chattanooga, 


n. 
atuihe Boiler Co., Inc., Hackettstown, 


N. J. 
Corp, Lansing, Mich. 

wae Boilers, Inc., Los Angeles, Calif. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Nebraska Boiler Co., Inc., Lincoln, Nebr. 
orr & Sembower, Inc., Reading, Pa. 
Pacific Steel Boiler Div., Johnstown, Pa. 
parker Boiler Mfg. Co., Sid E., Los Angeles, 


if. 
sauee Boiler Co., Inc., Brooklyn, N. p 
Preferred Utilities Mfg. Corp., New York, 


N, Y. 
pelf-Rexoil, Inc., Buffalo, N. ¥. 
Republic Boiler Corp., New York, N. Y. 
san Gabriel Boiler Mfg. Co., San Gabriel, 


ante. H. B., The, Westfield, Mass. 

Smith Twin Tubular Boiler Co., Inc., Phila- 
delphia, Pa. 

Spencer Heater, Williamsport, Pa. 

standard Automatic Oil Burner Co., New- 


ark, N. J. 
Terre-Haute Boiler Works Co., Terre Haute, 
d. 
B..me Iron Wks. Co., Titusville, Pa. 
Vapor Heating Corp., Chicago, Ill. 
Viking Mfg. Corp., Cleveland, Ohio 
Waterfilm Boilers, Inc., Jersey City, N. J. 
Water Tube Boiler & Tank Co., Chicago, Ill. 
Weatherall Engineers, Inc., Providence, 
) ye 
Well-McLain Co., Michigan City, Ind. 
Wickes Boiler Co., Saginaw, Mich. 
York-Shipley, Inc., York, Pa. 
Zambelli Boiler & Tank Works, Philadel- 
phia, Pa. 


Boilers, Domestic 


Gas (to 2,000 sq. ft. steam) 


Airfame, Inc., Waukegan, Ill. 

Aldrich Co., Wyoming, IIl. 

Alert Boiler & Mfg. Co., Detroit 27, Mich. 

American Rad. & Std. Sanitary Corp., New 
York, N. Y. 

Anchor Div., New Albany, Ind. 

Atlantic Steel Boiler Co., Philadelphia 6, Pa. 

Auburn Burner Co., Edgerton, Ohio 

Axeman-Anderson Co., Wiliamsport, Pa. 

= Gas Burner Co., The, Cleveland 14, 

io 
—v Industries, Inc., Baltimore, 


A. Brown Products Corp., Forest Hills, 


Brown Fintube Co., Elyria, Ohio 

Bryan Steam Heat Corp., Peru, Ind. 
Bryant Heater Div., Indianapolis 4, Ind. 
Burkhart Eng. Assoc., Boston, Mass. 
Burnham Corp., Irvington, N. Y. 

Clayton Mfg. Co., El Monte, Calif. 
Columbia Boiler Co., Pottstown, Pa. 
Crane Co,, Chicago 5, Ill. 

Crotty Mfg. Corp., Flushing, N. Y. 

Deleo Appliance Div., Rochester, N. Y. 
rewey Shepard Boiler Co., Indianapolis 2, 


Dunkirk Radiator Corp., Dunkirk, N. Y. 

r Fdry. Co., Boyertown, Pa. 

ederal Boiler Co., Inc., Midland Park, N. J. 
Myttbons Boiler Co., Inc., New York 17, 


ler Corp. of America, Inc., Brooklyn, 


— Utilities Co., New York, N. Y. 
ll Co., The, Milwaukee 1, Wisc. 
tional Boiler Works Co., The, East 
Iron g, Pa. 
Fireman Mfg. Co., Cleveland 11, Ohio 
fewanee- Corp., Kewanee, Ill. 
yeoming-Spencer Div., Williamsport, Pa. 
NY Boller Co., Inc., New York 17, 
Corp., Lansing 12, Mich. 
Mant Bollers, Inc., Los Angeles, Calif. 
Naty eumatrol, Milwaukee 15, Wisc. 
New See S. Radiator Corp., Johnstown, Pa. 
* orker Steel Boiler Co., Inc., Colman, 


Norge Heat Div., Kalamazoo, Mich. 

Ontario Iron Works, Pulaski, N. Y. 

Pacific Steel Boiler Div., Johnstown, Pa. 

Peerless Heater Co., Boyertown, Pa. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Pennsylvania Furnace & Iron Co., Warren, 
P 


a. 

Petro, Cleveland, Ohio 

Portmar Boiler Co., Brooklyn, N. Y,. 

Republic & General Heating Prods. Co., 
Philadelphia, Pa. 

Richmond Rad. Co., Metuchen, N. J. 

Seaife Co., Oakmont, Pa. 

Smith Corp., A. O., Milwaukee, Wisc. 

Springfield Boiler Co., Springfield, Ill. 

Standard Arcoil Corp., Newark 8, N. J. 

Stewart Oil Burner Co., Hanover, Pa. 

Stewart-Warner Corp., Lebanon, Ind. 

Struther Wells Corp., Titusville, Pa. 

Surface Combustion Corp., Toledo 1, Ohio 

Terre Haute Boiler Works Co., Terre Haute, 
Ind. 

Thatcher Furnace Co., Garwood, N. J. 

Triad Products Corp., Chicago, Ill. 

Utica Structural Steel, Inc., Utica 2, N. Y. 

Viking Mfg. Corp., Cleveland, Ohio 

Viking Oil Co., Milwaukee, Wisc. 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Wayne Home Egqpt. Co., Inc., Ft. Wayne 4, 
Ind. 

Weil-McLain Co., Michigan City, Ind. 

Wescott-Alexander, Inc., Madison, N. J. 

Williams Automatic, Inc., White Plains, 
N. Y. 

Williams & Davis Boiler & Welding Co., 
Dallas, Texas 

Williams Div., Bloomington, Ill. 

Wise Furnace Co., The, Newark, Ohio 

York-Shipley, Inc., York, Pa. 


Oil (to 2,000 sq. ft. steam) 


Airflame, Inc., Waukegan, Ill. 

Airtemp Div., Dayton 1, Ohio 

Aldrich Co., Wyoming, Il. 

Alert Boiler & Mfg. Co., Detroit 27, Mich. 

American Rad. & Std. Sanitary Corp., New 
York, N. ¥. 

Anchor Div., New Albany, Ind. 

Atlantic Steel Boiler Co., Inc., Philadelphia 
46, Pa. 

Auburn Burner Co., Edgerton, Ohio 

Axeman-Anderson Co., Williamsport, Pa. 

Barber Gas Burner Co., The, Cleveland 14, 
Ohio 

Baseline Mfg. Corp., Minneapolis, Minn. 

Boggs Boiler Co., Akron, Ohio 

Brandenburg Industries, Inc., Baltimore 9, 
Md 


Brown Fintube Co., Elyria, Ohio 

Brown Products Co., Forest Hills, N. Y. 

Bryan Steam Corp., Peru, Ind. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Heater Div., Indianapolis 4, Ind. 

Burkhart Eng. Asso., Boston, Mass. 

Burnham Corp., Irvington, N. Y. 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Cleaver-Brooks Co., Milwaukee 12, Wisc. 

Clayton Mfg. Co., El Monte, Calif. 

Columbia Boiler Co., Pottstown, Pa. 

Combination Boiler Co., Benton Harbor, 
Mich. 

Crane Co., Chicago, Ill. 

Crotty Mfg. Co., Inc., Flushing, N. Y. 

Delco Appliance Div., Rochester, N. Y. 

DeSoto Oil Burner Co., York, Pa. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Eastern Boiler Co., Hartford, Conn. 

Eastern Fdry. Co., Boyertown, Pa. 

Federal Boiler Co., Inc., Midland Park, N. J. 

Fitzgibbons Boiler Co., Inc., New York 17, 
N. Y 


General Electric Co., Bloomfield, N. J. 

General Heating Products Co., Philadel- 
phia, Pa. 

General Machine Co., Inc., Emmaus, Pa. 

General Thriftmaster Products, Philadel- 
phia, Pa. 

Gibraltar Corp. of America, Inc., Brooklyn, 
N. 


. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 





Harner Boiler Corp., Brooklyn 12, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Heil Co., The, Milwaukee 1, Wisc. 

International Boiler Works Co., The, East 

Stroudsburg, Pa. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Johnson, S. T., Co., Oakland, Calif. 

K. G. Mfg. Corp., Center Valley, Pa. 

Kewanee-Ross Corp., Kewanee, III. 

King Boiler & Furnace Co., Shade Gap, Pa. 

Kohler Co., Kohler, Wisc. 

a Mfg. Co., Palisades Park, 
J. 

Lolino Steel Boiler Co., Allentown, Pa. 

Lycoming-Spencer Div., Williamsport, Pa. 

— Boiler Co., Inc., Hackettstown, 
i De 

Marietta Metal Prods. Corp., Marietta, Pa. 

Morheat Corp., Lansing 12, Mich. 

Mund Boilers, Inc., Los Angeles, Calif. 

National Oil Company, Richmond, Va. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

New Yorker Steel Boiler Co., Inc., Colmar, 


Pa. 
Norge Heat Div., Kalamazoo, Mich. 
Oil Eqpt. Laboratories, Inc., Elizabeth, N.J. 
Ontario Iron Works, Pulaski, N. Y. 
Otto Boiler Co., Inc., Springfield, Ill. 
Pacific Steel Boiler Div., Johnstown, Pa. 
Paragon Oil Burner Corp., Mineola, N. Y. 
Peerless Heater Co., Boyertown, Pa. 
Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 
Petro, Cleveland, Ohio 
Porcupine Boiler, N. Adams, Mass. 
Portmar Boiler Co., Brooklyn, N. Y. 
Quiet Automatic Burner Corp., Newark 4, 
N. J 


Quiet May Div., Lancaster, Pa. 

Reif-Rexoil, Inc., Buffalo, N. Y. 

Republic Prods. Co., Philadelphia, Pa. 

Riley Stoker Corp., Worcester, Mass. 

Scaife Co., Oakmont, Pa. 

Schemenauer Mfg. Co., Holland, Ohio 

Seidelhuber Iron & Brass Works, Inc., 
Seattle 4, Wash. 

Selectrol Eng. Co., Brooklyn 23, N. Y. 

Shepard Heater Co., Inc., Terre Haute, Ind. 

Siebring Mfg. Co., George, Iowa 

Smith Co., The H. B., Westfield, Mass. 

Smith Twin Tubular Boiler Co., Inc., Phila- 
delphia 35, Pa. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Springfield Boiler Co., Springfield, Mass. 

Standard Arcoil Corp., Newark 8, N. J. 

Stewart Oil Burner Co., Hanover, Pa. 

Stewart-Warner Corp., Lebanon, Ind. 

Struthers Wells Corp., Titusville, Pa. 

Surface Combustion Corp., Toledo 1, Ohio 

Terre Haute Boiler Works Co., Terre Haute, 
Ind. 

Thatcher Furnace Co., Garwood, N. J. 

Toridheet Div., Cleveland 2, Ohio 

Triad Products Corp., Chicago, Ill. 

Utica Radiator Corp., Utica, N. Y. 

Utica Structural Steel, Inc., Utica 2, N. Y. 

V&E Prods. Inc., Schuylkill Haven, Pa. 

Vapor Heating Corp., Chicago 23, Ill. 

Viking Mfg. Corp., Cleveland, Ohio 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Wayne Home Egpt. Co., Inc., Ft. Wayne 4, 
Ind. 

Weatherall Eng., Inc., Providence, R. I. 

Weil-McLain Co., Michigan City, Ind. 

Westcott-Alexander, Inc., Madison, N. J. 

Williams Automatic, Inc., White Plains, 
N. Y. 

Williams & Davis Boiler & Welding Co., 
Dallas, Texas 

Williams Div., Bloomington, IIl. 

Winston Co., Inc., Newark, N. J. 

Wise Furnace Co., The, Newark, Ohio 

York-Shipley, Inc., York, Pa. 

Zambelli Boiler Works, Philadelphia 25, Pa. 


Bulk Plant Eng. 
Henwood Associates, Roy M., New York 6, 
N. Y. 


Bulk Plant Equipment 
(Check listings under “Oil 
Delivery” and “Pumps”.) 
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Burner Parts, Misc. 


Air Cones & Diffusers 


Airflame, Inc., Waukegan, Ill. 

Bogue Electric Mfg. Co., Paterson, N. J. 

Breese Burners, Inc., Santa Fe, N. M. 

Burn-Rite Prods. Co., Yonkers 2, N. Y. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Eckhart Mfg. Co., Inc., Union, N. J. 

Flame-Master Co., Inc., Chicago, Ill. 

Future Prods. Co., Portland, Ore. 

Mechanical Prod. Mfg. Co., Seattle, Wash. 

Monarch Mfg. Works, Inc., Philadelphia, 
Pa. 

Mt. Hauley Mfg. Co., Peoria, IIl. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 


Combustion Heads 


Airflame, Inc., Waukegan, Ill. 

Allied Eng. Co., Allston 34, Mass. 

Bogue Electric Mfg. Co., Paterson, N. J. 

Boston Machine Works Co., Lynn, Mass. 

Burn-Rite Products Co., Yonkers, N. Y. 

Columbus Combusion Co., Inc., Columbus, 
Ohio 

Eddington Metal Specialty Co., Eddington, 
Pa. 


eckhart Mfg. Co., Inc., Union, N. J. 

Flame-Master Co., Inc., Chicago, Ill. 

Fuel Econ-O-Mizer Co., Providence 5, R. I. 

Kingsley Burner & Machine, Providence, 
R. I. 

Madsen Service, Minneapolis, Minn. 

Modern Die & Machine Co., Boston 25, Mass. 

Monarch Mfg. Works, Inc., Philadelphia, 
Pa, 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Oil Heating Economy Corp, East Boston, 
Mass. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Robot Auto-Heat Corp., Middletown, Conn. 

Standard Automatic Burner Co., Newark, 
N. J. 

Volcano Burner Corp., New York 61, N. Y. 


Electrodes, Ignition 


Auburn Spark Plug Co., Inc., Auburn, N. Y. 

Barclay, Inc., Robert, Chicago, Ill. 

Bogue Electric Mfg. Co., Paterson, N. J. 

Burn-Rite Products Co., Yonkers, N. Y. 

Crown Eng. Corp., Keyport, N. J. 

Dielectric Prods. Co., Inc., Jersey City 5, 
N. J. 

Electrical Components Co., Newark 3, N. J. 

Harvey, Sid, Inc., Valley Stream, N. Y. 

Hydrovalve Co., Brooklyn 3, N. Y. 

Redwing Oil Burner Co., Inc., Medford, 
Mass. 

Standard Automatic Burner Div., Newark 
N. J. 

Steinen Mfg. Co., Wm., Newark, N. J. 

U. S. Igniter Corp., Philadelphia, Pa. 

Wheelco Div., Rockford, Ill. 


Fuses 


Bussmann Mfg. Co., St. Louis 7, Mo. 
Jefferson Electric Co., Bellwood, Ill. 


Ignition Assemblies 


Bogue Electric Mfg. Co., Paterson, N. J. 

Breese Burners, Inc., Santa Fe, N. M. 

Burn-Rite Products Co., Yonkers, N. Y. 

Crown Eng. Corp,, Keyport, N. J. 

Dielectric Prods. Co., Inc., Jersey City 5, 
ae A 

Electrical Components Co., Newark 3, N. J. 

Enterprise Eng. & Machine Co., San Fran- 
cisco, Calif. 

Hydrovalve Co., Brooklyn 3, N. Y. 

Leahy Mfg. Co., Los Angeles, Calif. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Soreng Prods. Corp., Schillen Pk., Hl. 

Steinen Mfg. Co., Wm., Newark, N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 


Ignition Kits 
Harvey, Sid, Inc., Valley Stream, N. Y. 


DIs 


abie 


Ignition Terminals 
Aircraft-Marine Prods., Inc., Harrisburg, 
P. 


a. 
Bogue Electric Mfg. Co., Paterson, N. J. 
Hydrovalve Co., Brooklyn, N. Y. 
Steinen Mfg. Co., Wm., Newark, N. J. 


Insulators, Ignition Ceramic 


American Lava Corp., Chattanooga 5, Tenn. 
Auburn Spark Plug Co., Inc., Auburn, N. Y. 
Crown Eng. Corp., Keyport, N. J. 
Dielectric Prods. Co., Jersey City 5, N. J. 
Hydrovalve Co., Brooklyn 3, N. Y. 

Steinen Mfg. Co., Wm., Newark, N. J. 


Moto-Flanges 


General Bearing Cleaning Co., The, Central 
Valley, N. Y. 


Radio—Interference Eliminators 


Sprague Electric Co., N. Adams, Mass. 
Union Electric & Mfg. Co., Jersey City, N. J. 
Union Spring & Mfg. Co., Jersey City, N. J. 
Webster Electric Co., Racine, Wisc. 


Cable 


Armored, Three-Wire 


Chester Cable Corp., Chester, N. Y. 

Preferred Utilities Mfg. Corp., New York 
2, NN, YX, 

Seeger-Williams, Inc., Bridgeport 5, Conn. 

U. S. Rubber Co., New York 20, N, Y. 


Armored, Five-Wire 
Chester Cable Corp., Chester, N. Y. 
Preferred Utilities Mfg. Corp., New York 
23, N. Y. 
U. S. Rubber Co., New York 20, N. Y. 


BX 
Chester Cable Corp., Chester, N. Y. 


Fittings 
American Mfg. Co., Inc., Hartford, Conn 
Hydrovalve Co., Brooklyn, N. Y. 
Unimatic Corp., Caldwell Township, N. J. 


High Tension 


Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Chester Cable Corp., Chester, N. Y. 

Packard Electric Div., Warren, Ohio 

Seeger-Williams, Inc., Bridgeport 5, Conn. 


Terminals 
Crown Eng. Corp., Keyport, N. J. 


Calculators 


Heat Loss 


Calculator Specialties Co., Chicago, Ill. 
Climatemaker Slide Rule, Bloomington, Tl. 


Chimney 


Liners 


Condensation Eng. Corp., Chicago 51, Ill. 

Conn-State Furnace Co., Bridgeport, Conn. 

The Excelsior Steel Furnace Co., Chicago 6, 
Ill. 

Gary Steel Prods. Co., Gary, Ind. 

Hy-C Company, St. Louis 12, Mo. 

Specialty Sheet Metal Mfg. Co., Chicago, Ill. 

Straightsville Brick Co., New Straights- 
ville, Ohio 

Van-Packer Corp., Bettendorf, Iowa 


Cleaning Tools 
Ace Wire Brush Co., Brooklyn, N. Y. 
Breuer Electric Mfg. Co., Chicago 49, Ill. 
Ideal Industries, Inc., Sycamore, Il. 
Kent Co., Inc., The, Rome, N. Y. 
Master-Craft Supply Co., Inc., West Haver- 
straw, N, Y. 





. - « « Chimneys 
National Super Service Co., Inc., 
Ohio Tele, 
Premier Co., St. Paul, Minn. 
Schaefer Brush Mfg. Co., Milwaukee 4 
Wisc. 4 


Extensions 


Artis Metals Co., Inc., Boise, Idaho 

Conn. State Furnace Co., Inc., Brid 
Conn. 7, 

Excelsior Steel Furnace Co., The, Chicago 
Til. : 

Hy-C Company, St. Louis, Mo. 

Therm Gas Generator Co., Inc., Se 
Wash. om. 

Walker Mfg. & Sales Corp., St. Joseph, Mo, 


Hoods 


Accurate Sheet Metal & Mfg. Works, ch). 
cago 47, Ill. 

Acme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa 

Artis Metals Co., Inc., Boise, Idaho 

Conn. State Furnace Co., Inc., Bridgeport 
Conn. 

Excelsior Steel Furnace Co., The, Chicago, 


Gary Steel Prods. Co., Gary, Ind. 

Hy-C Company, St. Louis, Mo. 

Therm Gas Generator Co., Inc., Seattle 
Wash. 

Keith Furnace Co., Des Moines, Iowa 

Van Packer Corp., Bettendorf, Iowa 

Walker Mfg. & Sales Corp., St. Joseph, Mo, 


Prefabricated Chimneys 


Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Chimney Sales Corp., Washington, D. C., 

Condensation Eng. Corp., Chicago 51, Ill. 

General Prods. Inc., Fredericksburg, Va. 

Majestic Co., Inc., The Huntington, Ind. 

— Sales Corp., Fredericksburg, 

a. 

Robot Auto-Heat Corp., The, Middletown, 
Conn. 

Quickdraft Co., Canton, Ohio 

Van Packer Corp., Bettendorf, Ia. 

York-Shipley, Inc., York, Pa. 


Caps 


Accurate Sheet Metal & Mfg. Works, Chi 
cago 47, Ill. 

Acme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Inc., Philadelphia, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Boston Machine Works Co., Lynn, Mass. 

Coleman Co., Inc., Wichita, Kan. 

Excelsior Steel Co., Chicago 6, Il. 

Heat Reclaimer Mfg. Div., Dolin Metal 
Sales Corp., Brooklyn, N. Y. 

Hy-C Company, St. Louis, Mo. 

Keith Furnace Co., Des Moines, Iowa 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Specialty Sheet Metal Co., Chicago, Ill. 

Therm Gas Generator Co., Seattle, Wash 

Walker Mfg. & Sales Corp., St. Joseph, Mo. 

Wood Mfg. Co., A. R., Luverne, Minn. 


Stack Heat Exchanger 


Lepick Heater Co., Seattle, Wash. 
Ro-An Mfg. Co., Farmingdale, N. Y. 


Compounds & Chemicals 


Boiler Sealing 


Ampion Corp., Long Island City, N.Y. 
Atlantic Research Labs. Corp., Long I 
City; NN, s. 
Beck Co., A. C., Minneapolis, Minn. 
Brooks, B. M., Dover, N. J. 
Brown Products Co., Andover, Mass. 
Eagle Picher Co., Cincinnati, Ohio 
Harvey Chemical Co., New York, N. ES 
Harvey, Inc., Sid, Valley Stream, N. %- 
Hasko Utilities Co., New York, N. oF 1 
Hercutes Chemical Co., Inc., New Yo 


Johns-Manville Corp., New York, N. ¥- 
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de Chemicals, Inc., New York 17, N. Y. 
Kenite Laboratory, Madison, N. J. 
Kerner Chemical Co., Inc., Cedarhurst, 


ee Pepenical Co., Mt. Vernon, N. Y. 
Metallizing Co. of America, Chicago, Ill. 
Park-Hill Chemical Corp., Mt. Vernon, N. Y. 
Radiator Specialty Co., Charlotte, N. C. 
50.8. Products Co., Inc., Brooklyn 22, N. Y. 
stewart-Hall Chemical Corp., Mt. Vernon, 


N. Y. 
Sunshine Chemical Co., Inc., John, Chicago 


6, Ill. 
“x” Laboratories, Inc., New York, N. Y. 


Boiler Water Treatment 


American Sand-Banum Co., Inc., Freeport, 
es ae 

aa Corp., Long Island City 1, N. Y. 
Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Beck Co., A. C., Minneapolis 11, Minn. 
Brooks, B. M., Dover, N. J. 

Brown Products Co., Andover, Mass. 

Cannon Chemical Co., Inc., Cambridge 41, 
Mass. 

Clayton Mfg. Co., El Monte, Calif. 

Dominion Poly Products Corp., New York 
Dow Chemical Co., The, Midland, Mich. 
Economy Lubricating Co., Charlestown 29, 
Mass. 

Evis Mfg. Co., San Francisco, Calif. 

Gamlen Chemical Co., E. Paterson, N. J. 
Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Kalmide Chemicals, Inc., New York 17, N. Y. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
N. Y. 

King Chemical Co., Mt. Vernon, N. Y. 

Kisco Boiler & Engineering Co., St. Louis, 
Mo. 

Kleenit Chemical Co., Medford, Mass. 

Lindy Heaters, Inc., New York, N. Y. 

Monsanto Chemical Co., St. Louis 4, Mo. 

National Aluminate Corp., Chicago 38, IIl. 

Norman Chemical Co., St. Paul 4, Minn. 

Parke-Hill Chemical Corp., Mt. Vernon, 
N, Y. 

$.0.S. Products Co., Inc., Brooklyn 22 

Saginaw Salt Prods. Co., Saginaw, Mich. 

=" Boiler Water Cond. Co., Linden, 

Standard Chemicals, Inc., Natick, Mass. 

Sterling Water Treatment Co., The, Cleve- 
land 2, Ohio 

_— Chemical Corp., Mt. Vernon, 


Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 

= Chemical Co., Inc., John, Chicago 

Tankit Co., The, Newark, N. J. 

United States Petroleum Co., Clifton, N. J. 

Water Conditioning Co., Linden, N. J. 

Water Treatment Co. of America, Pitts- 
burgh 12, Pa. 

Wright Chemical Corp., Chicago, Ill. 


Fueloil Deoderant 


Ampion Corp., Long Island City 1, N.Y. 
Brooks, B. M., Dover, N. J. 

King Chemical Co., Mount Vernon, N. Y. 
ear Hall Chemical Corp., Mt. Vernon, 


Tankit Co., The, Newark, N. J. 


Fueloil Treatment 


Allen Co., Robert, Mechanicsville, N. Y. 
Tican Research Laboratories Corp., 
Long Island City, N. Y. 
“aga Sand-Banum Co., Inc., Freeport, 


Amionic Chemical Co., Taunton, Mass. 
Pes wg Corp., Long Island City, N. Y. 

Chemical Co., St. Louis Park, Minn. 
— & Co., Chemical Div., Chicago, IIl. 
Atlantic Research Laboratories Corp., Long 

— ee 

.» A. C., Minneapolis 11, Minn. 

Brooks, B. M. Dover, N. J. 
Co., Andover, Mass. 

Cannon Chemical Co., Inc., Cambridge 41, 


Carlisle Chemical Works, Inc., Reading, O. 

Cristy Specialty Corp., Worcester, Mass. 

at Hees Poly Products Corp., New York, 
¥. 


DuPont de Nemours & Co., E. I., Wilming- 
ton, Del. 

Economy Lubricating Co., Charlestown 29, 
Mass. 

Eds-Will Engineering, Chicago 47, Ill. 

Elmira Steel Co., Brooklyn, N. Y. 

Enterprise Heat & Power Co., Chicago 22, 
Til. 

Evis Mfg. Co., San Francisco, Calif. 

Gamlen Chemical Co., E. Paterson, N. J. 

Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
N.. ¥. 

Kalmide Chemicals, Inc., New York 17, 
N. ¥ 


Kemix Laboratories, W. Springfield, Pa. 

Kerner Chemical Co., Inc., Cedarhurst, 
Nz Y- 

King Chemical Co., Mt. Vernon, N. Y. 

Kleenit Chemical Co., Medford, Mass. 

Kleer Products Co., Brooklyn, N. Y. 

Kor Corp, Gary, Ind. 

Marine Electrolysis Eliminator Co., Seattle, 
Wash. 

Monsanto Chemical Co., St. Louis 4, Mo. 

National Aluminate Corp., Chicago 38, Il. 

National Oil Burner Co., Brooklyn, N. Y. 

Norman Chemical Co., St. Paul 4, Minn. 

Oil Heating Economy Corp., East Boston, 
Mass. 

Oronite Chemical Co., San Francisco 4, 
Calif. 

Oxi Corp., Gary, Ind. 

OX’O Gas Co., New York 16, N. Y. 

Parke-Hill Chemical Corp., Mt. Vernon, 
WN. ¥. 

Radiator Specialty Co., Charlotte, N. C. 

S.O.S. Products Co., Inc., Brooklyn 22, .N. Y. 

Saginaw Salt Products Co., Saginaw, Mich. 

Sanders Chemical Co., Philadelphia, Pa. 

Scientific Boiler Water Cond. Co., Linden, 
N. J. 

Shell Chemical Corp., New York, N. Y. 

Sherb, Inc., Warner J., New York 17, N. Y. 

Standard Chemicals, Inc., Natick, Mass. 

Sterling Water Treatment Co., The, Cleve- 
land 2, Ohio 

Sternaman Oil & Supply, Inc., Chicago, Ill. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
). a 

Sudbury Lab., S. Sudbury, Mass. 

U.S. Petroleum Co., Clifton, N. J. 

Wright Chemical Corp., Chicago 6, Ill. 


Furnace Cement 


Armstrong Co., Chicago 28, Ill. 

Brooks, B. M., Dover, N. J. 

Clinton Metallic Paint Co., Clinton, N. Y. 

Eagle-Picher Co., The, Cincinnati 1, Ohio 

France Refractories Co., J. H., Snow Shoe, 
P 


a. 

Gamlen Chemical Co., E. Paterson, N. J. 

Gem Clay Forming Co., Sebring, Ohio 

Grant Wilson Inc., Chicago, Ill. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
N. ¥. 

Johns-Manville Corp., New York 16, N. Y. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Pecora Paint Co., Inc., Philadelphia 40, Pa. 

Refractory & Insulation Corp., New York, 
N.: ¥, 


Sall Mountain Div., Hamilton, Ohio 
S.O.S. Products Co., Inc., Brooklyn 22, N. Y. 
Sall Mountain Co., Hamilton, Ohio 
Walsh Refractories Corp., St. Louis 7, Mo. 


Grease Removing 


Allen Co., Robert, Mechanicville, N. Y. 

Amber-Rose Industries, Chicago, Ill. 

Ampion Corp., Long Island City, N. Y. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Brooks, B. M., Dover, N. J. 

Cannon Chemical Co., Inc., Cambridge 41, 


Mass. 
Dow Chemical Co., The, Midland, Mich. 
Gamlen Chemical Co., E. Paterson, N. J. 
Harvey Chemical Co., New York, N. Y. 
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. » » » Compounds and Chemicals 


Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Kerner Chemical Co., Inc., Cedarhurst, 
Ns te 

King Chemical Co., Mt. Vernon, N. Y. 

Kor Corp., Gary, Ind. 

Norman Chemical Co., St. Paul 4, Minn. 

Parke-Hille Chemical Corp., Mt. Vernon, 
). eh 

Radiator Specialty Co., Charlotte, N. C. 

S.O.S. Products Co., Inc., Brooklyn 22, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
N. Y. 

Sunshine Chemical Co., John, The, Chicago 
6, Ill 


Hand Cleaning 


Ampion Corp., Long Island City 1, N. Y. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Carbola Chemical Co., Inc., Natural Bridge, 
Ni‘. 


Gamlen Chemical Co., E. Paterson, N. J. 
Harvey Chemical Co., New York, N. Y. 
Hasko Utilities Co., New York, N. Y. 


Kerner Chemical Co., Inc., Cedarhurst, 
N.- ¥. 

Muench Laboratories, Inc., The, St. Louis 
8, Mo. ‘ 


Norman Chemical Co., St. Paul 4, Minn. 

Parke-Hill Chemical Corp., Mt. Vernon, 
Nu. ¥. 

Pecora Paint Co., Inc., Philadelphia 40, Pa. 

Radiator Specialty Co., Charlotte, N. C. 

S.0.S. Products, Inc., Brooklyn 22, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
er ea 


Heat Exchanger Cleaning 


Brooks, B. M., Dover, N. J. 

Dow Chemical Co., Midland, Mich. 

Gamlen Chemical Co., E. Paterson, N. J. 

Hasko Utilities Co., New York, N. Y. 

Kor Corp., Gary, Ind. 

Parke-Hill Chemical Corp., Mt. Vernon, 
Ni. X. 

Scientific Boiler Water Cond. Co., Linden, 
N. J. 


Standard Chemicals, Inc., Natick, Mass. 
S.O.S. Products, Inc., Brooklyn 22, N. Y. 
Wright Chemical Corp., Chicago, Ill. 


Oil Absorbent 


Ampion Corp., Long Island City, N. Y. 

Atlantic Research Labs., Inc., Long Island 
City, N. Y. 

Brooks, B. M., Dover, N. J. 

Eagle-Picher Co., Cincinnati, Ohio 

Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York, 


N. Y. 

Kerner Chemical Co., Inc., Cedarhurst, 
MM. % 

King Chemical Co., Mt. Vernon, N. Y. 

Moore & Kling, Inc., Boston, Mass. 

S.O.S. Products, Inc., Brookiyn, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
Lh 

Tankit Co., Newark, N. J. 


Pipe Joint, Oil 

Brooks, B. M., Dover, N. J. 

Crane Packing Co., Morton Grove, Ill. 

Harbinson & Co., Inc., James K., Buffalo 2, 
mM 3. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
) ae F 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
NM. ¥, 

Key Co., E. St. Louis, Ill. 

King Chemical Co., Mt. Vernon, N. Y. 

Lake Chemical Co., Chicago 12, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Moore & Kling, Inc., Boston, Mass. 

Pecora Paint Co., Inc., Philadelphia 40, Pa. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y¥. 

Radiator Specialty Co., Charlotte, N. C. 


DIg 








Rector Well Equipment Co., Inc., Houston 
2, Tex. 

S.O.S. Products, Inc., Brooklyn 22, N. Y. 

Sunshine Chemical Co., Inc., John, Chicago 
6, Il. 

Whitlam Mfg. Co., J. C., Wadsworth, Ohio 


Pipe Joint, Steam 


Brooks, B. M., Dover, N. J. 

Cantleek Products Corp., Flushing 54, N. Y. 

Crane Packing Co., Morton Grove, IIl. 

Grinnell Co., Inc., Providence 1, R. I. 

Harbinson & Co., Inc., James K., Buffalo 
i a A 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
Mm: ke 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
mM: X. 

Key Co., E. St. Louis, Tl. 

King Chemical Co., Mt. Vernon, N. Y. 

Lake Chemical Co., Chicago 12, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Preferred Utilities Mfg. Corp., New York 
2S i; %. 

Radiator Specialty Co., Charlotte, N. C. 

S.O.S. Products Co., Inc., Brooklyn 22, N. Y. 

Sunshine Chemical Co., Inc., John, Chicago 
6, Ill. 

Whitlam Mfg. Co., J. C., Wadsworth, Ohio 

Wright-Austin Co., Detroit, Mich. 

‘*X’’ Laboratories, Inc., New York, N. Y. 


Rust Preventing 
American Sand Banum Co., Inc., Freeport, 


Ampion Corp., Long Island City, N. Y. 

Armour & Co., Chemical Div., Chicago, Ill. 

Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 

Brooks, B. M., Dover, N. J. 

Brown Products Co., Andover, Mass. 

Cannon Chemical Co., Inc., Cambridge 41, 
Mass. 

Dominion Poly Products Corp., New York, 
N.Y 


Gamlen Chemical Co., E. Paterson, N. J. 

Harbinson & Co., Inc., James K., Buffalo 
«ap Oe 

Harvey Chemical Co., New York, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York 13, 
Ne we 

Kalmide Chemicals, Inc., New York 17, 
MX 


Kemix Laboratories, West Springfield, Pa. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
N. Y. 

Kleer Products Co., Brooklyn, N. Y. 

Monsanto Chemical Co., St. Louis 4, Mo. 

Oronite Chemical Co., San Francisco, Cal. 

Parke-Hill Chemical Corp., Mt. Vernon, 
Ms Xs 

Radiator Specialty Co., Charlotte, N. C. 

S.O.S. Products Co., Inc., Brooklyn 22, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
Ms 

Sudbury Laboratories, So. Sudbury, Mass. 

Wright Chemical Corp., Chicago, Ill. 

““X’’ Laboratories, Inc., New York, N. Y. 


Soot Destroyer 


Allen Co., Robert C. Mechanicville, N. Y. 
Amber-Rose Industries, Chicago, Ill. 
Amionic Chemical Co., Taunton, Mass. 
Ampion Corp., Long island City, N. Y. 
Atlantic Research Laboratories Corp., Long 
Island City 1, N. Y. 
Beck Co., A. C., Minneapolis 11, Minn. 
Brooks, B. M., Dover, N. J. 
Brown Products Co., Andover, Mass. 
Clean Sweep Co., So. Lansing 9, Mich. 
Coughlan Co., C. N., West Orange, N. J. 
ee Poly Products Corp., New York, 


Elmira Steel Co., Brooklyn, N. Y. 

Far West Chemical Prods., Inc., Spokane, 
Wash, 

Flame-Master Co., Inc., Chicago, Ill. 

Gamlen Chemical Co., E. Paterson, N. J. 

Harvey Chemical Co., New York, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Healy-Ruff Co., St. Paul 14, Minn. 


D20 


Hercules Chemical Co., Inc., New York 13, 
a 

Kalmide Chemicals, Inc., New York 17, 
N. Y 


Kemir Laboratories, West Springfield, Pa. 

Kenite Laboratory, Madison, N. J. 

Kerner Chemical Co., Inc., Cedarhurst, 
Fe. 

King Chemical Co., Mt. Vernon, N. Y. 

Kleenit Chemical Co., Medford, Mass. 

Kleer Products Co., Brooklyn, N. Y. 

Kor Corps., Gary, Ind. 

Marine Electrolysis Elinmiator Co., Seattle, 
Wash. 

Miller Prods. Co., Lansing, Mich. 

National Aluminate Corp., Chicago 38, IIl. 

Norman Chemical Co., St. Paul 4, Minn. 

Oxi Corps., Gary, Ind. 

OXO’-Gas Co., New York 16, N. Y. 

Parke-Hill Chemical Corp., Mt. 
N.Y. 

Rad. Specialty Co., Charlotte, N. C. 

S.O.S. Products Co., Inc., Brooklyn 22, N. Y. 

Saginaw Salt Prods. Co., Saginaw, Mich. 

Scientific Boiler Water Cond. Co., Linden, 
N. J, 

Sherb, Inc., Warner J., New York 17, N. Y. 

Simplex Heater Control Co., St. Paul, Minn. 

Standard Chemicals, Inc., Natick, Mass. 

Standard Railway Fusee Corp., Needham 
Heights 94, Mass. 

Sterling Water Treatment Co., The, Cleve- 
land 2, Ohio 

Stewart-Hall Chemical Corp., Mt. Vernon, 
Ria 

Water Treatment Co. of America, Pitts- 
burgh 12, Pa. 


Vernon, 


Water Indicator 


Brooks, B. M., Dover, N. J. 

Gasoilair Eqpt. Co., New Haven, Conn. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Stewart-Hall Chemical Corp., Mt. Vernon, 
N.Y. 

Tankit Co., The, Newark 8, N. J. 


Controls 


Air Flow Switch 


Acro Div., Columbus, Ohio 

Barksdale Valves, Los Angeles, Calif. 

Cleveland Fuel Eqpt. Co., Cleveland, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Dewey Gas Furnace Co., Detroit, Mich. 

Dietz Co., Henry, Long Island City 2, N. Y. 

Drying Systems, Inc., Chicago, Ill. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Hays Corp., The, Michigan City, Ind. 

Mercoid Corp., The, Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Reliable Prods. Mfg. Co., Inc., Brooklyn, 
MY. 

Soreng Div., Schiller Park, Ill. 

Stout & Sons, David, St. Louis, Mo. 

Westinghouse Industrial Dept., Meadville, 
Pa. 


Air Pressure 


Askania Regulator Co., Chicago 11, IIl. 

Barber-Colman Co., Rockford, Ill. 

Barksdale Valves, Los Angeles, Calif. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo 


Cleveland Fuel Equip. Co., Cieveland, Ohio 
Combustion Control Div., Electronics Corp. 
of America, Cambridge, Mass. 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
Defender Instrument & Regulator Co., 
Boody, Ill. 
Detroit Controls Corp., Detroit, Mich. 
Dewey Gas Furnace Co., Detroit 2, Mich. 
Dietz Co., Henry, Long Island City 2, N. Y. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 
Hammel Oil Burning Eqpt. Co., Providence, 
mt. 
Hays Corp., The, Michigan City 7, Ind. 





. . « « Controls 


Mercoid Corp., The, Chicago, Ii]. 
Minneapolis-Honeywell Regulator Co,, yj 
neapolis, Minn. ae 
Perfex Corp., The, Milwaukee, Wise 
are - st yee 12, Wise. é 
rong, Carlisle ammond Co. 
13, Ohio a 
Watts Regulator Co., Lawrence, Mass, 


Combination Fan & Limit 


A-P Controls Div., Milwaukee, Wise 
Ace Instrument Co., Inc., Brooklyn 2, N Y 
ACRO Div., Columbus, Ohio ie 
utomatic evices Co., Inc., 
Springs, IIl. Western 
Cam-Stat Div., Los Angeles 64, Calif, 
Combustion Control Div., Cambridge, Mass 
Cutler-Hammer, Inc., Milwaukee, Wise. 
Defender Instrument & Regulator Co 
Boody, Ill. MY 
Detroit Controls Corp., Detroit 8, Mich. 
General Controls Co., Glendale 1, Calif. 
General Electric Co., Morrison, Ill. 
General Electric Co., Schenectady 8, N, y 
Hays Corp., The, Michigan City 7, Ind. 
Iron Fireman Electronics Div., Portland 
Ore. 
Iron Fireman Mfg. Co., Cleveland, Ohio 
Mercoid Corp., The, Chicago 41, Il. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
North American Mfg. Co., The, Cleveland 
5, Ohio 
Penn Controls, Inc., Goshen, Ind. 
Soreng Div., Schiller Park, IIl. 
Westinghouse Industrial Heating Dept,, 
Meadville, Pa. 
White-Rodgers Electric Co., St. Louis, Mo, 


Damper Regulating 


A-P Controls Div., Milwaukee, Wisc, 

Ace Instrument Co., Inc., Brooklyn 2, N. Y, 

ACRO Div., Columbus, Ohio 

Askania Regulator Co., Chicago 11, Ill. 

Barber-Colman Co., Rockford, Il. 

— Sivalls & Bryson, Inc., Kansas City, 
ts) 


Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 
Cole Sewell Eng. Co., St. Paul 14, Minn. 
Defender Instrument & Regulator Co, 
Boody, Ill. 
Fuel Reduction Corp., Chicago 7, Ill. 
General Controls Co., Glendale 1, Calif. 
General Power Plant Corp., Ossining, N. Y. 
Gerett Corp., M. A., Milwaukee, Wisc. 
ae Oil Burning Eqpt. Co., Providence, 
he 
Hays Corp., The, Michigan City 7, Ind. 
Heat Timer Corp., New York 12, N. Y. 
Iron Fireman Mfg. Co., Cleveland 11, Ohlo 
Leahy Mfg. Co., Los Angeles, Calif. 
Northern Fuel Control, Minneapolis, Minn 
Parker-Kalon Corp., New York 14, N. Y. 
Perfex Corp., Milwaukee 7, Wisc. 
Preferred Utilities Mfg. Corp., New York, 
N,. ¥. 
Soreng Div., Schiller Park, Ill. 
Wilgus Mfg. Co., Los Angeles 21, Calif. 
Young Regulator Co., Cleveland, Ohio 


Draft 


Ace Instrument Co., Inc., Brooklyn 22, N. ¥. 
Askania Regulator Co., Chicago 11, Ill. 
Bailey Meter Co., Cleveland 10, Ohio 
Bearlee Prods. Co., Green Bay, Wis¢. 
Boston Machine Works Co., Lynn, Mass. 
Blessler Eng. Service, Oregon 1, Ill. 
Breese Burners, Inc., Santa Fe, N. M. 
Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 
Cole Sewell Eng. Co., St. Paul 14, Minn. 
Defender Instrument & Regulator ©» 
Boody, Ill. 
Henry G. Dietz Co., Long Island City, N. !: 
Field Control Div., Mendota, Ill. 
Fuel Econ-o-Mizer, Providence, R. 1. (Staet 
Baffle) 
Fuel Reduction Corp., Chicago 7, Il. 
General Controls Co., Glendale 1, Y 
General Power Plant Corp., Ossining, N.* 
Hammel Oil Burning Equt. Co., Provident 
» ae 
Hays Corp., The, Michigan City 7, Ind. 
Heat Timer Corp., New York 12, N. aio 
Hotstream Heater Co., Cleveland, - onie 
Iron Fireman Mfg. Co., Cleveland 11, 
Jordon Eng. Co., Hartford, Wisc. 
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Krueger Sentry Gauge Co., Inc., Green Bay, 

ie Nats. Co., Los Angeles, Calif. 

Mechanical Prods. Co., Seattle 4, Wash. 

Miller Co., The, Meriden, Conn. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Northern Fuel Control, Minneapolis, Minn. 

Salina Metal Prods., Salina, Kans. 

Simplex Mfg. Co., Fond du Lac, Wisc. 

Steinen Mfg. Co., Wm., Newark, N. J. 

Therm Gas Generator Co., Inc., Seattle, 


Wash. 
Walker Mfg. & Sales Corp., St. Joseph, Mo. 
Whitty Co., Inc., Boston 34, Mass. 
Windmaster Co., Columbus 8, Ohio 


Electric Valve 


ACRO Div., Columbus, Ohio 

Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Barksdale Valves, Los Angeles, Calif. 

Bryant Heater Div., Cleveland, Ohio 

Cary Mfg. Co., Waupaca, Wisc. 

Cooper Co., Clark, Palmyra, N. J. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham Co., C. A., Chicago 6, Ill. 

Eclipse Fuel Eng. Co., Rockford, Il. 

General Controls Co., Glendale 1, Calif. 

McCorkle Co., D. H., Berkeley, Calif. 

McDonnell & Miller, Inc., Chicago 18, III. 

Magnetrol, Inc., Chicago 23, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Sarco Co., Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, Ill. 

Specialty Prods. Co., Inc., Minneapolis, 
Minn. 


Square D Co., Milwaukee 12, Wisc. 
Union Electric & Mfg. Co., Jersey City, N. J. 
Union Spring & Mfg. Co., Jersey City, N. J. 
Webster Electric Co., Racine, Wisc. 
White-Rodgers Electric Co., St. Louis, Mo. 


Fan Control 
McLarty Systems, Battle Creek, Mich. 


Humidity 
Barber-Colman Co., Rockford, Il. 
Cary Mfg. Co., Waupaca, Wisc. 
Dayton Elec. Mfg. Co., Chicago, III. 
Friez Inst. Div., Baltimore, Md. 
General Controls Co., Glendale 1, Calif. 
McDonnell & Miller, Inc., Chicago 18, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Parks-Cramer Co., Fitchburg, Mass. 
Penn Controls, Inc., Goshen, Ind. 
Sareo Co., Inc., New York 1, N. Y. 
Walton Laboratories, Inc., Irvington, N. J. 


Limit, Air Temperature 


ACRO Div., Columbus, Ohio 

Cam-Stat Div., Los Angeles 64, Calif. 

Crise Controls Div., Columbus 16, Ohio 
Combustion Control Div., Cambridge, Mass. 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
Defender ee & Regulator Co., 


Boody, ll . 
Detroit Controls Corp., Detroit 8, Mich. 
cilipse Fuel Eng. Co., Rockford, II. 
Pn Electric Co., Schenectady, N. Y. 
neral Controls Co., Glendale 1, Calif. 
1 Electric Co., Morrison, Il. 
nh Fireman Electronics Div., Portland, 


ton Fireman Mfg. Co., Cleveland, Ohio 
Meteoid Corp., The, Chicago 41, Ill. 
Co., The, Meriden, Conn. 
Minneapolis-Honeywell Regulator Co., Min- 
Reapolis 8, Minn. 
‘nn Controls, Inc., Goshen, Ind. 
y Oil Burner Co., San Francisco 12, Calif. 
Oak Co., Inc. of Indiana, Dowagiac, 


‘mpl Time Control, Inc., Spring Valley, 


Sateo Co,, Inc., New York 1, N. Y. 
Soreng Div., Schiller Park, Ill. 
veneer Thermostat Div., Attleboro, Mass. 
ing use Electric Co., Industrial Heat- 
Div., Meadville, Pa. 





White-Rodgers Electric Co., St. Louis 6, Mo. 
Wiegand Co., E. L., Pittsburgh 8, Pa. 


Limit, Steam Pressure 


ACRO Div., Columbus, Ohio 

Automatic Devices Co., Ince., 
Springs, Ill. 

Bailey Meter Co., Cleveland 10, Ohio 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Combustion Control Div., Cambridge, Mass. 

Detroit Controls Corp., Detroit 8, Mich. 

Eclipse Fuel Eng, Co., Rockford, Ill. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady, N. Y. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Newark Controls Co., Bloomfield, N. J. 

Penn Controls, Inc., Goshen, Ind. 

Sampsel Time Control, Inc., Spring Valley, 
Tl. 

Soreng Div., Schiller Park, Ill. 

Strong Carlisle & Hammond Co., Cleveland 
13, Ohio 

Vapor Heating Corp., Chicago, IIl. 

White-Rodgers Electric Co., St. Louis 6, 
Mo. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 

Wright-Austin Co., Detroit 27, Mich. 


Western 


Limit, Water Temperature 

ACRO Div., Columbus, Ohio 

Automatic Devices Co., 
Springs, Ill. 

Cam-Stat Div., Los Angeles, Calif. 

Combustion Controls Div., Cambridge, Mass. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, IIl. 

General Electric Co., Schenectady, N. Y. 

Globe Controls Co., Newark, N. J. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Sampsel Time Control, Inc., Spring Valley, 
Tl. 

Sarco Co., Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, Il. 

Thrush & Co., H. A., Peru, Ind. 

Westinghouse Electric Corp., 
Heating Div., Meadville, Pa. 

White-Rodgers Electric Co., St. Louis 6, 
Mo. 

Wiegand Co., E. L., Pittsburgh 8, Pa. 


Inc., Western 


Industrial 


Low Water 


Auburn Spark Plug Co., Inc., Auburn, N. Y. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

Dietz Co., Henry G., Long Island City, N. Y. 

Econo Prods. Co., Inc., East Hadram, Conn. 

Flair Mfg. Corp., Brooklyn, N. Y. 

General Controls Co., Glendale 1, Calif. 

Johnson Corp., The, Three Rivers, Mich. 

Liner Corp., Long Island City, 


MN, 3 
McDonnell & Miller, Inc., Chicago 18, Ill. 
Magnetrol, Inc., Chicago 23, Ill. 
Mercoid Corp., The, Chicago 41, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Newark Controls Co., Bloomfield, N. J. 
Schaub Eng. Co., Fred H., Chicago 23, Ill. 
Techniflex Mfg. Co., Port Jervis, N. Y. 
Triplex Heating Specialty Co., Inc., Peru, 
Ind. 
Warren, Webster & Co., Camden, N. J. 
Warrick Co., Charles F., Berkley, Mich. 
Watts Regulator Co., Lawrence, Mass. 
Winston Co. of Mass., Boston, Mass. 
Wright-Austin Co., Detroit 7, Mich. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 





. « » » Controls 


Oilburner Primary 


ACRO Div., Columbus, Ohio 

Combustion Control Div., Cambridge, Mass. 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

General Electric Co., Schenectady, N. Y. 

Hammel Oil Burning Eqpt. Co., Providence, 
Rk. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Mechanical Prods. Co., Seattle 4, Wash. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Sampsel Time Control, Inc., Spring Valley, 
Til. 

Soreng Div., Schiller Park, Ill. 

Wheelco Div., Rockford, Ill. (Panel) 

White-Rodgers Electric Co., St. Louis 6, Mo. 


Panel Heating 


Automatic Devices Co., Inc., Western 
Springs, Ill. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Detroit Controls Corp., Detroit 8, Mich. 

General Electric Co., Morrison, Ill. 

Mercoid Corp., The, Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Soreng Div., Schiller Park, Ill. 

White-Rodgers Electric Co., St. Louis, Mo. 


Pneumatic Valve 


Automatic Switch Co., Orange, N. J. 

Barksdale Valves, Los Angeles, Calif. 

Cooper Co., Clark, Palmyra, N. J. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

General Controls Co., Glendale 1, Calif. 

Hammel Oil Burning Egqpt. Co., Providence, 
Rt 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

Newark Controls Co., Bloomfield, N. J. 

Penn Controls, Goshen, Ind. 


Pressure Gauge 


Cleveland Fuel Equip. Co., Cleveland, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

General Controls Co., Glendale, Calif. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Hays Corp., The, Michigan City, Ind. 

Marsh Corp., Jas. P., Skokie, Il. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Newark Controls Co., Bloomfield, N. J. 

Wright-Austin Co., Detroit 7, Ill. 


Relays, Plain 


Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Burke Eng. Co., Los Angeles 7, Calif. 

Cutler-Hammer, Inc., Milwaukee 1, Wisc. 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady, N. Y. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

McCorkle Co., D. H., Berkeley, Calif. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Soreng Div., Schiller Park, Ill. 

Spencer Thermostat Div., Attleboro, Mass. 

Square D Co., Milwaukee 12, Wisc. 

Thrush & Co., H. A., Peru, Ind. 

Warrick Co., Charles F., Berkley, Mich. 

Westinghouse Electric Corp., Pittsburgh, 
P 


a. 
White-Rodgers Electric Co., St. Louis, Mo. 
Weigand Co., E. L., Pittsburgh 8, Pa. 


D2! 


. « « « Controls 


Room Temperature 


A-P Controls Viv., Milwaukee, Wisc. 

ACRO Div., Columbus, Ohio 

Automatic Devices Co., 
Springs, Ill. 

Barber-Colman Co., Rockford, Ill. 

Cam-Stat Div., Los Angeles 64, Calif. 

Combustion Control Div., Cambridge, Mass. 

Cutler-Hammer, Inc., Milwaukee, Wisc. 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham Co., C. A., Chicago 6, Ill. 

Fulton Sylphon Div., Knoxville, Tenn. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

Heat-Timer Corp., New York, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

McCorkle Co., D. H., Berkeley, Calif. 

Makomb Steel Prods. Co. Div., Macomb, Ill. 

Mercoid Corp., The, Chicago 41, Ill. 

Miller Co., The, Meriden, Conn. 

Miller-Harris Inst. Co., Milwaukee, Wisc. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Round Oak Co., Inc. of Indiana, Dowagiac, 
Mich. 

Sampsel Time Control, Inc., Spring Valley, 
Ind. 

Sarco Co., Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, Ill. 

Spencer Thermostat Div., Attleboro, Mass. 

Sterling, Inc., Milwaukee 12, Wisc. 

Stevens Mfg. Co., Inc., Mansfield, Ohio 

Thrush & Co., H. A., Peru, Ind. 

U. S. Rad. Corp., Detroit 26, Mich. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 

White-Rodgers Electric Co., St. Louis 6, Mo. 

Weigand Co., E. L. Pittsburgh 8, Pa. 


Inc., Western 


Safety, Combustion 


Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Bearlee Prods. Co., Green Bay, Wisc. 

Breese Burners, Inc., Santa Fe, N. M. 

Cleveland Fuel Equip. Co., Cleveland, Ohio 

Combustion Control Div., Cambridge, Mass. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Drying Systems, Inc., Chicago 40, Ill. 

Eclipse Fuel Eng. Co., Rockford, IIl. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady, N. Y. 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

Penn Controls, Inc., Goshen, Ind. 

Stout & Sons, David, St. Louis, Mo. 

Walker Mfg. & Sales Corp., St. Joseph, Mo. 

White-Rodgers Electric Co., St. Louis 6, Mo. 


Systems, Individual Room Temperature 


ACRO Div., Columbus, Ohio 

Barber-Colman Co., Rockford, Il. 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham-Bush, W. Hartford, Conn. 

Fulton Sylphon Div., Knoxville, Tenn. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, IIl. 

Heat Timer Corp., New York 12, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Mercoid Corp., The, Chicago 41, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Seifert Mfg. Co., Highland Park, Mich. 

White-Rodgers Electric Co., St. Louis, Mo. 


Systems, Large Building Heating 


Automatic Devices Co., Western 
Springs, Ill. 

Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Barnes & Jones, Boston 30, Mass. 

Cleveland Fuel Equip. Co., Cleveland, Ohio 

Cutler-Hammer, Inc., Milwaukee, Wisc. 


Dunham-Bush, W. Hartford, Conn. 


Inc., 


D22 


General Controls Co., Glendale, Calif. 
Hays Corp., The, Michigan City 7, Ind. 
Heat Timer Corp., New York 12, N. Y. 
Johnson Service Co., Milwaukee, Wisc. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Seifert Mfg. Co., Highland Park, Mich. 
Warren Webster & Co., Camden 5, N. J. 


Systems, Power Plant Boiler 


Ace Instrument Co., Inc., Brooklyn 2, N. Y. 
Bailey Meter Co., Cleveland 10, Ohio 
Cleveland Fuel Equip. Co., Cleveland, Ohio 
Eclipse Fuel Eng. Co., Rockford, Ill. 
General Controls Co., Glendale 1, Calif. 
General Power Plant Corp., Ossining, N. Y. 
Hammel Oil Burning Eqpt. Co., Providence, 
yo 
Hays Corp., The, Michigan City 7, Ind. 
Heat Timer Corp., New York 12, N. Y. 
Leahy Mfg. Co., Los Angeles 21, Calif. 
Mercoid Corp., The, Chicago, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Northern Fuel Control Co., Minneapolis, 
Minn. 
Perfex Corp., The, Milwaukee, Wisc. 
Preferred Utilities Mfg. Corp., New York, 
i a 


Temperature Modulating 


A-P Controls Div., Milwaukee, Wisc. 

Automatic Devices Co., Inc., Western 
Springs, Ill. 

Barber-Colman Co., Rockford, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Eclipse Fuel Eng. Co., Rockford, Il. 

Fulton Sylphon Div., Knoxville, Tenn. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Morrison, Ill. 

Heat Timer Corp., New York 12, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Sarco Co., Inc., New York 1, N. Y. 

Seifert Mfg. Co., Highland Park, Mich. 

Smith Corp., A. O., Milwaukee, Wisc. 

Sterling, Inc., Milwaukee 12, Wisc. 

Vapor Heating Corp., Chicago, Ill. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 

White-Rodgers Electric Co., St. Louis, Mo. 


Thermometers, Airconditioning Systems 


Bacharach Industrial Inst. Co., Pittsburgh 
8, Pa. 

Barber-Colman Co., Rockford, Ill. 

General Electric Co., Morrison, Ill. 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Pacific Transducer O H Corp., Los Angeles 
64, Calif. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Soreng Div., Schiller Park, Ill. 

Weston Electrical Instrument 
Newark 5, N. J. 


Corp., 


Thermometers, Heating Boilers 


Bailey Meter Co., Cleveland 10, Ohio 

Marsh Corp., Jas. P., Skokie, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

New York Air Valve Corp., Brooklyn, N. Y. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Weston Electric Instrument Corp., Newark 
5, N. J. : 


Thermometers, Hot Water Storage Tanks 


Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

New York Air Valve Corp., Brooklyn, N. Y. 

O’Brien Steam Specialty Co., Inc., Syracuse 
2 RM. Zs 

Perfex Corp., Milwaukee, Wisc. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Weston’ Electrical Instrument  Corp., 
Newark 5, N. J. 












Thermometers, Warm Air Furnaces 


ese aig Div., Milwaukee, Wise, 

. — Industrial Instr. Co., Pittsburgh 
Bailey Meter Co., Cleveland 10, Ohio 
Minneapolis-Honeywell Regulator Co, Min. 

neapolis, Minn. ce ou 
Rochester Mfg. Co., Inc., Rochester 10, N, y 
Weston Electrical Instrument Corp, 

Newark 5, N. J. e 


Thermostatic Lock Boxes 
Thermolok Mfg. Co., Brooklyn2 5, N, y, 


Thermostats, Locking Devices 


Barber-Coleman Co., Rockford, Ill, 
Detroit Controls Corp., Detroit, Mich, 
General Controls Co., Glendale, Calif, 
General Electric Co., Schenectady, N, y 
Mercoid Corp., The, Chicago, Ill, © 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 
White-Rodgers Electric Co., St. Louis, Mo. 


Time Switches 


Automatic Controls Corp., Ann Arbor, Mich 
Automatic Devices Co., Inc., Western 
Springs, Ill. 
— Sivalls & Bryson, Inc., Kansas City, 
to) 


Cleveland Fuel Equip. Co., Cleveland, Ohio 
Cutler-Hammer, Inc., Milwaukee, Wise, 
Dayton Elec. Mfg. Co., Chicago, Il. 
Detroit Controls Corp., Detroit, Mich. 
Dietz Co., Henry G., Long Island City, N. Y, 
General Controls Co., Glendale, Calif, 
General Electric Co., Morrison, Ill. 
General Electric Co., Schenectady, N. Y, 
Heat-Timer Corp., New York, N. Y. 
International Register Co., Chicago, Ill. 
~— Fireman Electronics Div., Portland, 
re. 
Iron Fireman Mfg. Co., Cleveland, Ohio 
Miller-Harris Inst. Co., Milwaukee, Wise. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 
Paragon Electric Co., Two Rivers, Wisc. 
Reliance Automatic Lighting Co., Racine, 
Wisc. 
Seifert Mfg. Co., Highland Park, Mich. 
Soreng Div., Schiller Park, Ill. 
Tork Clock Co., Inc., Mt. Vernon, N. Y. 
White-Rodgers Electric Co., St. Louis 6, Mo. 


Variable Speed, Fan 


Breese Burners, Inc., Santa Fe, N. M. 
Cutler-Hammer, Inc., Milwaukee, Wise. 
National Modulation Co., St. Paul, Minn. 
Perfex Corp., Milwaukee, Wisc. 
Reliable Prods. Mfg. Co., Inc., Brooklyn, 


N.Y. 
Soreng Div., Schiller Park, IIl. 
Volu-Trol Co., St. Paul 9, Minn. 
White-Rodgers Electric Co., St. Louis 6, Mo. 
Whitty Co., Inc., Boston 34, Mass. 


Water Flow Switch 
Pate Co., The, Darby, Penna. 


Water Level & Feeder 


Askania Regulator Co., Chicago 11, Il. 
Bailey Meter Co., Cleveland 10, Ohio 
Bell & Gossett Co., Morton Grove, Iil. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Cutler-Hammer, Inc., Milwaukee 1, Wise 
Defender Instrument & Regulator (0. 
Boody, Ill. 
Eclipse Fuel Eng. Co., Rockford, Il. 
Econo Products Co., Inc., East Had 
Conn. 
General Controls Co., Glendale 1, Calif. 
Hays Corp., The, Michigan City 7, Ind. 
Heat-Timer Corp., New York, N. Y. 
Johnson Corp., The, Three Rivers, 
Kisco Boiler & Engineering Co., St 
Mo. " 
Liquidometer Corp., Long Island “ty 


i a a il. 
McDonnell & Miller, Inc., Chicago 18, 
Magnetrol, Inc., Chicago 23, Ill. J 
Newark Controls Co., Bloomfield, N. be 
Preferred Utilities Mfg. Corp., New 

N.Y. 
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_,, » Couplings 


garco Co., Inc., New York 1, N. Y. 

schaub, Fred H., Engineering Co., Inc., 
Chicago 23, Ill. 

Soreng Div., Schiller Park, Ill. 

square D Co., Milwaukee 12, Wisc. 

thrush & Co., H. A., Peru, Ind. 

warrick Co., Charles F., Berkley, Mich. 
watts Regulator Co., Lawrence, Mass. 
Wright-Austin Co., Detroit 7, Mich. 


Weather Compensated 


Automatic Devices Co., Inc., Western 


Springs, Ill. 
varber-Colman Co., Rockford, Ill. 
Bell & Gossett Co., Morton Grove, Ill. 
Damp-Vent Co., Bettendorf, Iowa 
Detroit Controls Corp., Detroit 8, Mich. 
General Electric Co., Morrison, Ill. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Sarco Co., Inc., New York 1, N. Y. 
Seifert Mfg. Co., Highland Park, Mich. 
White-Rodgers Electric Co., St. Louis 6, Mo. 


Couplings 


Flexible, Shaft 


Burn-Rite Products Co., Yonkers 2, N. Y. 
Climax Flexible Coupling Co., Cleveland 
10, Ohio 

De Laval Steam Turbine Co., Trenton 2, 
N. J. 

Eeono Products Co., Inc., East Haddam, 


Conn. 
Flexible Couplings Mfg. Co., Chicago 19, Ill. 
General Machine Co., Inc., Emmaus, Pa. 
Guardian Prods. Corp., Michigan City, Ind. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hydrovalve Co., Brooklyn 3, N. Y. 
Lord Mfg. Co., Erie, Pa. 
Lovejoy Flexible Coupling Co., Chicago 44, 
Ill. 


Nylo-Flex Prods. Co., LaPorte, Ind. 
Simplex Oil Heating Corp., Philadelphia, 
Pa. 

Standard Automatic Burner Div., Newark, 
N. J 


Stow Mtg. Co., Binghamton, N. Y. 
Thrush & Co., Peru, Ind. 
Voleano Burner Corp., New York 61, N. Y. 


Pipe 


Barco Mfg. Co., Barrington, Ill. 

Beanlee Prods. Co., Green Bay, Wisc. 

Capitol Mfg. & Supply Co., Columbus, Ohio 

Crane Co., Chicago 5, Ill. 

Ever-Tite Coupling Co., New York 19, N. Y. 

Goodall Rubber Co., Trenton, N. J. 

Grinnell Co., Inc., Providence 1, R. I. 

Guardian Prod. Corp., Michigan City, Ind. 

Imperial Brass Mfg. Co., The, Chicago, Ill. 

Johns-Manville Corp., New York 16, N. Y. 

Leggitt Co., S. H., Marshall, Mich. 

Madden Brass Prod. Co., Chicago, Ill. 
Corp., Cincinnati, Ohio 

Reliance Tubular Prod. Co., Cleveland, Ohio 

Spann Brass Mfg. Co., Inc., Otsego, Mich. 

Weatherhead Co., The, Cleveland 8, Ohio 

Wheaton Brass Works, Union, N. J. 


Ducts 


Aluminum 


Aeme Mtg. Co., Philadelphia 36, Pa. 
er Furnace Mfg. Co., Belle Vernon, Pa. 
‘Gale Mfg. Co., Anoka, Minn. 
State Furnace Co., Inc., Bridgeport, 


Norwalk Airconditioning Corp., The, So. 
nn. 
Ohio Valley Hardware & Roofing Co., 


le 2, Ind. 
Speclalty Sheet Metal Mfg. Co., Chicago, Ill. 
Us Bros, Springfield, Mass. 
Viking sester Co., Battle Creek, Mich. 
win Mfg. Corp., Cleveland, Ohio 
lamson Co., The, Cincinnati, Ohio 








. . . . Ducts, Fittings 


Asbestos 


Carey Mfg. Co., Philip, Cincinnati 15, Ohio 
Grant Wilson, Inc., Chicago, Ill. 
Gustin-Bacon Mfg. Co., Kansas City 6, Mo. 
Johns-Manville Corp., New York 16, N. Y. 
Sweet Bros., Springfield, Mass. 


Coated Fabric 


Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 


Dampers 


Acme Mfg. Co., Philadelpheia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Air Controls Prods., Inc., Coopersville, 
Mich. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Ajax Furnace Fitting Co., Cincinnati 2, Ohio 

Armstrong Furnace Co., Columbus 12, Ohio 

Barber-Colman Co., Rockford, Ill. 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Chandler Co., Cedar Rapids, Iowa. 

Char-Gale Mfg. Co., Anoka, Minn. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Crane Co., Chicago, Ill. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Heat Controller, Inc., Manitou Beach, Mich. 

Keeler Co., E., Williamsport, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltown, Iowa 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Rittling Corp., Buffalo, N. Y. 

Round Oak Co., Inc., Dowagiac, Mich. 

Standard Furnace Supply Co., Ltd., Omaha, 
Nebr. 

Swett Bros., Inc., Springfield, Mass. 

Williamson Co., The, Cincinnati, Ohio 


Fiber 


Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Columbus 12, Ohio 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn, 

Connelley Co., St. Louis 3, Mo. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prod., Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Home Furnace Co., Holland, Mich. 

Johns-Manville Corp., New York 16, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltewn, Iowa 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Ohio Valley Hardware & Roofing Co., Evans- 
ville 2, Ind. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Schecter Bros. Co., Philadelphia 22, Pa. 

Steel City Furnace Corp., Springdale, Pa. 

Swett Bros., Inc., Springfield, Mass. 

U. S. Register Co., Battle Creek, Mich. 

Williamson Heater Co., The, Cincinnati 9, 
Ohio 

York-Shipley, Inc., York, Pa. 


Fittings 


Acme Mfg., Philadelphia, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 
Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Ajax Furn. Fitting Co., Cincinnati 2, Ohio 


BUYER'S GUIDE & INDUSTRY DIRECTORY 





American Mfg. Co., Inc., Hartford, Conn. 

Berger Furnace Mfg. Co., Belle Vernon, Pa. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg., Louisville, Ky. 

Conn. State Furnace Co., Bridgeport, Conn. 

Corbman Bros. Co., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, IIl. 

Duc-Pac, Inc., East Longmeadow, Mass. 

— Steel Furnace Co., The, Chicago, 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Products Corp., Gary, Ind. 

Green Colonial Furnace Co., Des Moines, 
Towa 

Heat Controller, Inc., Manitou Beach, Mich. 

Henry Furnace Co., The, Medina, Ohio 

Ingersoll Conditioned Air Div., Kalama- 
zoo, Mich. 

Inland Steel Prods. Co., Milwaukee 1, Wisc. 

International Heater Co., Utica, N. Y. 

Johns-Manville Corp., New York 16, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Leggitt Co., S. H., Marshall, Mich. 

Majestic Co., Inc., Huntington, Ind. 

Meyer Furnace Co., Peoria, IIl. 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Olsen Mfg. Co., The, C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Ralph Mfg. Co., Wadsworth, Ohio 

Round Oak Co. of Ind., Dowagiac, Mich. 

Scovill Mfg. Co., Waterbury, Conn. 

Snappy, Inc., Detroit Lakes, Mich. 

Specialty Sheet Metal Mfg. Co., Chicago 8, 
Til. 

Standard Furnace Supply Co., Ltd., Omaha, 
Nebr. 

Steel City Furnace Corp., Springdale, Pa. 

Swett Bros., Inc., Springfield, Mass. 

Tri-State Heating, Inc., Detroit Lakes, 
Minn. 

Universal Brass Corp., Arlington, N. J. 

U. S. Register Co., Battle Creek, Mich. 

Williamson Co., The, Cincinnati, Ohio 


Furnace Pipe, Round 


Acme Mfg. Co., Philadelphia 36, Pa. 
Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 
Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Ajax Furn. Fitting Co., Cincinnati 2, Ohio 
Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Columbus 12, Ohio 
Artis Metals Co., Inc., Boise, Idaho 
Berger Furnace Co., Belle Vernon, Pa. 
Buckeye Furnace Pipe Co., Columbus, Ohio 
Chandler Co., Cedar Rapids, Iowa 
Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg. Co., Louisville, 


Ky, 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, Ill. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Gary Steel Prod. Co., Gary, Ind. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prod. Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich, y 

Inland Steel Prods. Co., Milwaukee 1, Wisc. 

International Heater Co., Utica, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Meyer Furnace Co., Peoria, Ill. 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Northwest Metal Prods., Inc., Seattle, 
Wash. 

Ohio Valley Hardware & Roofing Co., 
Evansville 2, Ind. 

Olsen Mfg. Co., The, C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Ralph Mfg. Co., Wadsworth, Ohio 

Reeves Steel & Mfg. Co., Dover, Ohio 

Round Oak Co., Inc., Dowagiac, Mich. 
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san Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 

Specialty Sheet Metal Mfg. Co., Chicago, IIl. 

Standard Furnace Supply Co., Ltd., Omaha, 
Nebr. 

Steel City Furnace Corp., Springdale, Pa. 

Thermo-Prods., Inc., North Judson, Ind. 

Tri-State Heating, Inc., Detroit Lakes, 
Minn. 

U. S. Register Co., Battle Creek, Mich. 

Vectaire Mfg. Co., Melrose, Mass. 

Williamson Co., The, Cincinnati, Ohio 

York-Shipley, Inc., York, Pa. 


Hangers 


Acme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Philadelphia, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, Ill. 

Excelsior Steel Furnace Co., Chicago 6, Ill. 

Linden Metal Specialty Co., Anoka, Minn. 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Snappy, Inc., Detroit Lakes, Mich. 

Standard Furnace Supply Co., Ltd., Omaha, 
Nebr. 

Williamson Co., The, Cincinnati, Ohio 


Prefabricated, Galvanized 


Acme Mfg. Co., Philadelphia 36, Pa. 
Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 
Aire-Flo Furnace Pipe Co., Brighton, Mich. 
Ajax Furn. Fitting Co., Cincinnati 2, Ohio 
Armstrong Furnace Co., Columbus 12, Ohio 
Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 
Bryant Heater Div., Cleveland, Ohio 
Chandler Co., Cedar Rapids, Iowa 
Char-Gale Mfg. Co., Anoka, Minn. 

Clayton & Lambert Mfg. Co., Louisville, 

K 


y. 

Coleman Co., Inc., Wichita, Kans. 

Columbian Steel Tank Co., Kansas City, Mo. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, Ill. 

Duc-Pac, Inc., East Longmeadow, Mass. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Prod. Co., Gary, Ind. 

General Automatic Prods. Corp., Baltimore, 
Md. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prods., Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Ingersoll Conditioned Air Div., Kalamazoo, 


Mich. 

Inland Steel Prods. Co., Milwaukee 1, Wis. 

International Heater Co., Utica 2, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Meyer Furnace Co., Peoria, IIl. 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Ohio Valley Hardware & Roofing Co., Evans- 
ville 2, Ind. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Premier Furnace Co., Dowagiac, Mich. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Ralph Mfg. Co., Wadsworth, Ohio 

Rossoe Mfg. Co., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Schecter Bros. Co., Philadelphia 22, Pa. 

Standard Furnace Supply Co., Ltd., Omaha, 
Nebr. 

Steel City Furnace Corp., Springdale, Pa. 

Swett Bros., Inc., Springfield, Mass. 

Tri-State Heating, Inc., Detroit Lakes, 
Minn, 

U. S. Register Co., Battle Creek, Mich. 

Williamson Co., The, Cincinnati, Ohio 

York-Shipley, Inc., York, Pa. 
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Screws 
Corbman Bros. Co., Inc., Philadelphia 32, 
a 


Pa. 
Scovill Mfg. Co., Waterbury, Conn. 
Swett Bros., Inc., Springfield, Mass. 
U. S. Register Co., Battle Creek, Mich. 


Smoke Pipe 


Acme Mfg. Co., Philadelphia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Aire-Flo Furnace Pipe Co., Brighton, Mich. 

Ajax Furnace Fitting Co., Cincinnati, Ohio 

Anchor Div., New Albany, Ind. 

Artis Metals Co., Inc., Boise, Idaho 

Berger Furnace Co., Belle Vernon, Pa. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn, 

Connelley Co., St. Louis 3, Mo. 

Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago 5, Ill. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Prod. Co., Gary, Ind. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gray Metal Prod. Inc., Rochester 3, N. Y. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Henry Furnace Co., Medina, Ohio 

Home Furnace Co., Holland, Mich. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

International Heater Co., Utica, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Majestic Co., Inc., The, Huntington, Ind. 

Meyer Furnace Co., Peoria, Ill. 

Morrison Steel Prods., Inc., Buffalo, N. Y. 

Northwest Metal Prods., Inc., Seattle 4, 
Wash, 

Norwalk Airconditioning Corp., The, So. 
Norwalk, Conn. 

Ohio Valley Hardware & Roofing Co., Evans- 
ville, Ind. 

Olsen Mfg. Co., The, C. A., Elyria, Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Reeves Steel & Mfg. Co., Dover, Ohio 

Round Oak Co., Inc., Dowagiac, Mich. 

San Gabriel Boiler Mfg. Co., San Gabriel, 
Calif. 

Specialty Sheet Metal Mfg. Co., Chicago, 
Til. 


Standard Furnace Supply Co., Ltd., Omaha, 
Nebr. 
Steel City Furnace Corp., Springdale, Pa. 
Swett Bros., Inc., Springfield, Mass. 
Thermo-Prods., Inc., North Judson, Ind. 
U. S. Register Co., Battle Creek, Mich. 
Williamson Co., The, Cincinnati, Ohio 
York-Shipley, Inc., York, Pa. 


Fans and Blowers 


Attic Cooling 


Air Conditioning Eng. Co., Cambridge, 
Mass. 

Air Controls, Inc., Cleveland, Ohio 

American Blower Corp., Detroit, Mich. 

American Coolair Corp., Jacksonville, Fla. 

Buffalo Forge Co., Buffalo, N. Y. 

— Mfg. Co., The Philip, Cincinnati, 

° 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Felter Co., John, Houston, Texas 

General Blower Co., Morton Grove, IIl. 

Grainger, Inc., W. W., Chicago 12, Tl. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Lau Blower Co., The, Dayton 7, Ohio 

Lennox Furnace Co., The, Marshalltown, 
Iowa 

Lonergan Mfg. Div., Albion, Ohio 

— Fan & Blower Co., Inc., Chicago 50, 


Meyer & Sons, Inc., Wm. W., Skokie, III. 
Peerless Electric Co., The, Warren, Ohio 
Round Oak Co., Inc., Dowagiac, Mich. 





. . . » Fans, Blowers 


Torrington Mfg. Co., The, Tor 
Conn. rman, 
Viking Air Conditioning Div., Cleveland 9 
Ohio ; 
Westinghouse Electric Corp., Pittsburgh 
Pa > 


Zink Co., John, Tulsa, Okla. 


Draft Booster 


Air Conditioning Eng. Co., Cambridge 
Mass. 4 
Bayley Blower Co., Milwaukee, Wisc. 
Breese Burners, Inc., Santa Fe, N. M. 
Brumme Mfg. Co., Bloomington, Ill, 
Dayton Elec. Mfg. Co., Chicago, Ill, 
Firewell Co., Inc., Buffalo, N. Y, 
General Blower Co., Morton Grove, Il, 
Martin Fan & Blower Co., Chicago, Ill, 
Meyer & Sons, Inc., Wm. W., Skokie, III. 
National Fuel Conservation Co., Inc., White 
Plains, N. Y. 
Norse Boiler Co., New Market, N. J. 
Redmond Co., Inc., Owosso, Mich. 
Reliable Prods. Mfg. Co., Inc., Brooklyn, 


NM, 2. 
Walker Mfg. & Sales Corp., St. Joseph, Mo, 


Duct 


Acme Mfg. Co., Philadelphia, Pa. 

Brumme Mfg. Co., Bloomington, Ill. 

Brundage Co., The, Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 

Conn-State Furnace Co., Bridgeport, Conn, 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Excelsior Steel Furnace Co., The, Chicago, 
Til. 

General Blower Co., Morton Grove, Ill. 

Grainger, Inc., W. W., Chicago, Ill. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Gross Aire Mfg. Co., Inc., St. Louis 14, Mo. 

McLarty Systems, Battle Creek, Mich. 

Martin Fan & Blower Co., Inc., Chicago 
50, Ill. 

Meyer & Sons, Inc., Wm. W., Skokie, Ill. 

New Aire Blower Co., Inc., Royal Oak, 
Mich. 

Torrington Mfg. Co., The, Torrington, 
Conn. 

Trane Co., The, La Crosse, Wisc. 

Viking Air Conditioning Div., Cleveland 2, 
Ohio 


Induced Draft 


American Blower Corp., Detroit, Mich. 
American Fdry. & Furnace Co., Blooming- 
ton, Ill. 
Barry Blower Co., Minneapolis, Minn. 
Bayley Blower Co., Milwaukee, Wisc. 
Brumme Mfg. Co., Bloomington, Il. 
Buffalo Forge Co., Buffalo, N. Y. 
Clarage Fan Co., Kalamazoo, Mich. 
Conn-State Furnace Co., Bridgeport, Conn. 
Dayton Elec. Mfg. Co., Chicago, Il. 
General Blower Co., Morton Grove, Il. 
Grainger, Inc., W. W., Chicago 12, Ill. 
Jan Air, Inc., Richmond, Ill. 
Kisco Boiler & Eng. Co., St. Louis 4, Mo. 
Lancaster Heat Transfer Co., Inc., Brook- 
ign, N.Y. 
Martin Fan & Blower Co., Inc., Chicago 5), 
Tll 


Meyer & Sons, Inc., Wm. W., Skokie, Ill. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

National Oil Burner Co. of New York, Int. 
New York, N. Y. 

National Heater Co., Inc., St. Paul 4, Minn. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 


Quickdraft Co., Canton 3, Ohio 4 
Quiet Automatic Burner Corp., Newark 4%, 
N. J 


Redmond Co., Inc., Owosso, Mich. 

Reliable Prods. Mfg. Co., Inc., Brookly® 
N. Y. 

Sturtevant Div., Boston 36, Mass. ttle 

Therm Gas Generator Co., Inc., Seattl®, 
Wash. ° 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Torrington Mfg. Co., Torrington, Conn. 
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Mfg. & Sales Corp., St. Joseph, Mo. 
LLewred Co., Inc., Boston, Mass. 
Wing Mfg. Co., L. J., Linden, N. J. 


Oi! Burner Air Impellers 


parry Blower Co., Minneapolis, Minn. 
Bronson Fan Mfg. Corp., Los Angeles, Calif. 
Cary Mfg. Co., Waupaca, Wisc. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Eclipse Fuel Eng. Co., Rockford, Ill. 
General Blower Co., Morton Grove, Ill. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Jan-Air, Inc., Richmond, Ill. 

Lau Blower Co., The, Dayton 7, Ohio 
Master Appliance Mfg. Co., Racine, Wisc. 
Mechanical Prods. Co., Seattle 4, Wash. 
Peerless Electric Co., The, Warren, Ohio 
Preferred Utilities Mfg. Corp., New York, 


ah F 
altos Co., Inc., Owosso, Mich. 
Reveor, Carpentersville, Ill. 
Schurs Oil Burner Co., Los Angeles, Calif. 
Torrington Mfg. Co., Torrington, Conn. 


Warm Air Heating 
Air Conditioning Eng. Co., Cambridge, 


Mass. 

Air Controls, Inc., Cleveland, Ohio 

Air Washer Corp., Eaton Rapids, Mich. 

American Blower Corp., Detroit, Mich. 

American Fdry. & Furnace Co., Blooming- 
ton, Til. 

American Ideal-Aire Corp., Garden City, 
tid, ee Xe 

American Rad. & Std. Sanitary Corp., New 
York, N. Y. 

Auburn Burner Co., Auburn, Ind. 

Bard Mfg. Co., Bryan, Ohio 

Barry Blower Co., Minneapolis, Minn. 

Bayley Blower Co., Milwaukee 14, Wisc. 

Berger Furnace Co., Belle Vernon, Pa. 

Bishop & Babcock Mfg. Co., Cleveland, O. 

Brundage Co., The, Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 

Bush Mfg. Co., West Hartford, Conn. 

Campbell Heating Co., Des Moines 17, Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

= State Furnace Co., Inc., Bridgeport, 

nn. 

Connelley Co., St. Louis 3. Mo. 

Corlett-Turner, Chicago 24, IIl. 

Dayton Elec. Mfg. Co., Chicago, IIl. 

Dunham-Bush, W. Hartford, Conn. 

Ex Cel Co., Dowagiac, Mich. 

Firewell Co., Inc., Buffalo 25, N. Y. 

er City Foundries Co., Cleveland 13, 

lo 

Front Rank Mfg. Co., St. Louis 4, Mo. 

Furblo Co., Hermansville, Mich. 

General Blower Co., Morton Grove, Il. 

— Heating Prods. Co., Philadelphia, 
a 


Grainger, Inc., W. W., Chicago 12, Ill. 
Green Colonial Furnace Co., Des Moines, 
Towa 
Henry Furnace Co., The, Medina, Ohio 
Lau Blower Co., The, Dayton 7, Ohio 
ee & Blower Co., Inc., Chicago 
Mayne Prod. Co., Dayton 2, Ohio 
McLarty Systems, Battle Creek, Mich. 
Meyer & Sons, Inc., Wm. W., Skokie, III. 
Morrison Prods., Inc., Cleveland, Ohio 
Mueller Climatrol, Milwaukee 15, Wisc. 
National Heater Co., Inc., St. Paul 4, Minn. 
Peerless Electric Co., The, Warren, Ohio 
Premier Furnace Co.. Dowagiac. Mich. 
Queen Stove Works, Inc., Albert Lea, Minn. 
ond Co., Inc., Owosso, Mich. 
sound Oak Co., Inc., Dowagiac, Mich. 
ee Air Conditioner Div., Elyria, Ohio 
— Mfg. Co., The, Torrington, 


re Co., The, La Crosse, Wisc. 

e Radiator Corp., Detroit, Mich. 

Vik ty Fan Corp., Los Angeles 1, Calif. 
om Air Conditioning Div., Cleveland, 


Wat x 
a Waterbury Co., Minneapolis, 


sig Blower Co., Seattle 4, Wash. 
mson Co., The, Cincinnati, Ohio 


Fertilizer, lawn, liquid 


merican Liqu d F 
i ertilizer O., A 
t : Cc Ine ’ 


Beauty Lawn Div., Irvington, N. J. 

Carbola Chemical Co., Inc., Natural Bridge, 
N.Y. 

Davison Chemical Co., Baltimore, Md. 

Fertilene Corp. of America, New York, N. Y. 

Liquilawn, Inc., New York, N. Y. 

Monsanto Chemical Co., St. Louis, Mo. 

‘“‘Na-churs’’ Plant Food Co., Marion, Ohio 

Plant Marvel Labs, Chicago, Ill. 

The Smith Agricultural Chemical Co., Co- 
lumbus, Ohio 

Smith Eqpt. & Supply Co., Chicago, Ill. 

Veritas Co., The, Medway, Mass. 


Filters, Strainers 


Air, Cleanable 


Air-Maze Corp., Cleveland 28, Ohio 

American Air Filter Co., Inc., Louisville, 
Ky. 

Besser Metal Prods., Charlotte, N. C. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Carey Electronic Eng. Corp., Springfield, 
Ohio 

Continental Air Filters, Inc., Louisville, Ky. 

Cuno Eng. Corp., Meriden, Conn. 

Evans Corp., Geo., Moline, Ill. 

Goodyear Tire & Rubber Co., Inc., Akron, 
Ohio 

Hadley Products Co., Inc., Marietta, Ohio 

Kraissl Co., The, Hackensack, N. J. 

Microton Corp., Charlotte, N. C. 

Research Prods. Corp., Madison 10, Wisc. 

Sarco Co., Inc.. New York 1. N. Y. 

Skuttle Mfg. Co., Milford, Mich, 

Trion, Inc., McKees Rocks, Pa. 


Air, Electrostatic 


Air-Maze Corp., Cleveland 28, Ohio 
American Air Filter Co., Inc., Louisville, 
Ky. 
Besser Metal Prods. Corp., Charlotte 4, N. C. 
Cuno Eng. Corp., Meriden, Conn. 
Electro-Air Cleaner Co., Pittsburgh 33, Pa. 
Goodyear Tire & Rubber Co., Akron, Ohio 
Micronton Corp., Charlotte, N. C. 
Radex Corp., Chicago 14, Tll. 
Research Products Corp.. Madison, Wisc. 
Skuttle Mfg. Co., Milford, Mich. 
Sturtevant Div., Boston 36, Mass. 
Sunbeam Air Conditioner Div., Elyria, Ohio 
Trion, Inc., McKees Rocks, Pa. 


Air, Non-Renewable 


Air-Maze Corp., Cleveland 28, Ohio 

American Air Filter Co., Inc., Louisville, 
Ky. 

Bowser, Inc., Fort Wayne, Ind. 

Continental Air Filters, Inc., Louisville, Ky. 

Cuno Eng. Corp., Meriden, Conn. 

Drico Industrial Corp., New York 1, N. Y. 

Evans Corp., Geo.. Moline, Til. 

Filtrex Co., New York 17, N. Y. 

Glasfloss Div., New York 17. N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Microton Corp., Charlotte, N. C. 

Owens-Corning Fiberglas Corp., Toledo 1, 
Ohio 

Purolator Prod., Inc., Rahway, N. J. 

Research Prods. Corp.. Madison 10, Wisc. 

Technical Filter Co., Chicago, IIl. 

Universal Air Filter Corp., Duluth 2, Minn. 

Wilson & Co., Inc., Chicago 9, Ill. 


Air, Renewable 


Air-Maze Corp., Cleveland 28, Ohio 
American Oil Filter Co., Inc., Louisville, 


Ky. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Cuno Eng. Corp., Meriden, Conn. 
Carey Electronic Eng. Corp., Springfield, O. 
Drico Industrial Corp., New York, N. Y. 
Microton Corp., Charlotte, N. C. 
Research Prods. Corp., Madison 10, Wisc. 
Sunbeam Air Conditioner Div., Elyrlia, Ohio 


Feed or Boiler Water 


Anderson Co., V. D., Cleveland 2, O. 
Bowser, Inc., Fort Wayne, Ind. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 





. .. » Filters, Strainers 





Cash Valve Mfg. Corp., Decatur, Ill. 

Commercial Filters Corp., Melrose 76, Mass. 

Cuno Eng. Corp., Meriden, Conn. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

McDonnell & Miller, Inc., Chicago, Il. 

Maid-’O-Mist, Inc., Chicago, Ill. 

Marvel Eng. Co., Chicago, Il. 

Oil Heating Economy Corp., East Boston, 
Mass. 

Purolator Prods., Inc., Rahway, N. J. 

Sarco Co., Inc., New York 1, N. Y. 

Stewart Oil Burner Co., Hanover, Pa. 


Nozzle 


Buckeye Iron & Brass Works, Dayton, O. 

Cuno Eng. Corp., Meriden, Conn. 

Delavan Mfg. Co., W., Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Hago Products, Mountainside, N. J. 

Kingsley Burner & Machine, Providence, 
eT. 

Monarch Mfg. Works, Philadelphia, Pa. 

Steinen Mfg. Co., Wm., Newark, N. J. 


Oil, Cartridge 


Anderson Brass Co., Detroit 8, Mich. 

Auto-Flo Corp., Detroit 27, Mich. 

Barclay, Inc., Robert, Chicago, Ill. 

Bowser, Inc., Fort Wayne, Ind. 

Burn-Rite Prods. Co., Yonkers 2, N. Y. 

Carlson & Co., Inc., A. B., Aurora, Ill. 

Commercial Filters Corp., Melrose 76, Mass. 

Cuno Eng. Co., Meriden, Conn. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Electrol Burner Mfg. Co., Rutherford, N. J. 

Fram Corp., Providence 16, R. I. 

General Filters, Inc., Novi, Mich. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Industrial Supply, Inc., Hudson Falls, N. Y. 

Kingsley Burner & Machine, Providence, 
R.. I. 

Klemm Automotive Prods. Co., Chicago 47, 
Til. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Morse-Smith-Morse Co., Watertown, Mass. 

Pilgrim Oil Burner Co.. Hartford, Con. 

Porous Plastic Filter Co., Inc., Glen Cove, 
N. Y. 

Preferred Utilities Mfg. Corp., New York 
y eee 

Purolator Prod., Inc., Rahway, N. J. 

Rega Mfg. Co., Rochester 20, N. Y. 

Sette Prods. Co., Oakland, Calif. 

Sparkler Mfg. Co., Mundelein, Ill. 

Tool Industries, Inc., Detroit 23, Mich. 

Unifilter Co., Novi, Mich. 

Warner Lewis Co., Tulsa, Okla. 


Oil, Kits with Tank Valve 


Anderson Brass Co., Detroit 9, Mich. 
Carlson & Co., Aurora, IIl. 

Cuno Eng. Corp., Meriden, Conn. 
General Filters, Novi, Mich. 

Sette Prods. Co., Oakland, Calif. 
Unifilter Co., Novi, Mich. 


Oil, Metal Mesh 


A-P Controls Corp., Milwaukee, Wisc. 

Air-Maze Corp., Cleveland 28, Ohio 

American Dist. Steam Div., N. Tonawanda, 
N. Y. 

Anderson Co., V. D., Cleveland, Ohio 

Anthony Co., Long Island City 1, N. Y. 

Autopulse Corp., Ludington, Mich. 

Bowser, Inc., Fort Wayne, Ind. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Carlson & Co., Aurora, Ill. 

Cash Valve Mfg. Corp., Decatur, IIl. 

Cuno Eng. Corp., Meriden, Conn. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Ellcon Co., New York 7, N. Y. 

General Filters, Inc., Novi, Mich. 

Granberg Corp., Oakland, Calif. 

Harsch & Co., H., Maplewood, N. J. 

Hammel Oil Burning Eqpt Co., Providence, 
| a 8 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Kraissl Co., The, Hackensack, N. J. 

Lammert & Mann Co., Chicago 12, Ill. 
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.... Filters, Strainers 


Marvel Eng. Co., Chicago, IIl. 

Monarch Mfg. Works, Inc., Philadelphia 
34, Pa. 

Preferred Utilities Mfg. Corp., New York 23, 
. See e 

Purolator Prod., Inc., Rahway, N. J. 

Sarco Co., Inc., New York 1, N. Y. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Stewart Oil Burner Co., Hanover, Pa. 

Trion, Inc., McKees Rocks, Pa. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 


Oil, Metal Slot 


Bowser, Inc., Ft. Wayne, Ind. 

Cuno Eng. Corp., Meriden, Conn. 

Kraissl Co., The, Hackensack, N. J. 
Monarch Mfg. Works, Inc., Philadelphia, 


Pa. 
Morse-Smith-Morse Co., Watertown 72, 
Mass. 
Purolator Prod., Inc., Rahway, N. J. 
Sarco Co., Inc., New York 1, N. Y. 


Oil, Throw-Away 


Bowser, Inc., Ft. Wayne, Ind. 

Carlson & Co., Inc., A. B., Aurora, IIl. 

Cuno Eng. Corp., Meriden, Conn. 

Industrial Supply, Inc., Hudson Falls, N. Y. 

Porous Plastic Filter Co., Inc., Glen Cove, 
NN; 


Purolator Prods., Inc., Rahway, N. J. 
Sparkler Fueloil Filters, Mundelein, Ill. 
Warner Lewis Co., Tulsa, Okla. 


Strainers, #5, £6 Oil 


Ace Eng. Co., Chicago 12, Il. 

—" Dist. Steam Div., N. Tonawanda, 

Anderson Co., V. D., Cleveland 2, Ohio 

Anthony Co., Long Island City 1, N. Y. 

Bowser, Inc., Ft. Wayne, Ind. 

—" Iron & Brass Works, Dayton 1, 

hio 

Cash Valve Mfg. Corp., A. W., Decatur, IIl. 

Clark Mfg. Co., Cleveland 14, Ohio 

Cuno Eng. Corp., Meriden, Conn. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Elicon Co., The, New York 7, N. Y. 

General Filters, Inc., Novi, Mich. 

Granberg Corp., Oakland, Calif. 

— Oil Burning Egqpt. Co., Providence, 

ay & 

Hauck Mfg. Co., Brooklyn 15, N. Y. 

Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Kraissl Co., The, Hackensack, N. J. 

Leahy Mfg. Co., Los Angeles, Calif. 

Marvel Eng. Co., Chicago, Il. 

Mueller Steam Specialty Co., Inc., Long 
Island City 1, N. Y. 

OPW Corp., Cincinnati, Ohio 

Petro, Cleveland, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Purolator Prods. Inc., Rahway, N. J. 

Reliable Prods. Mfg. Co., Inc., Brooklyn, 
Ae a 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Sarco Co., Inc., New York 1, N. Y. 

Schurs Oil Burner Co., Los Angeles 1, Calif, 

Sheffler-Gross Co., Philadelphia, Pa. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Warner Lewis Co., Tulsa, Okla. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 

Wooley Co., E. L., Pawtucket, R. I. 

Wright-Austin Co., Detroit 7, Mich. 


Strainers, Bulk Plant 
American Dist. Steam Div., N. Tonawanda, 
Y 


Anderson Co., V. D., Cleveland 2, Ohio 

Anthony Co., Long Island City 1, N. Y. 

Bowser, Inc., Ft. Wayne, Ind. 

yg Iron & Brass Works, Dayton 1, 
Cs) 

Brodie Co., Ralph N., San Leandro, Calif. 

Clark Mfg. Co., Cleveland 14, Ohio 

Cuno Eng. Corp., Meriden, Conn. 

Ellcon Co., New York 7, N. Y. 

Erie Meter Systems, Inc., Erie, Pa. 

Granberg Corp., Oakland, Calif. 
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Hayward Mfg. Co., Inc., Brooklyn 31, N. Y. 

Kraiss] Co., The, Hackensack, N. J. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Mueller Steam Specialty Co., Inc., Long 
Island City 1, N. Y. 

Neptune Meter Co., New York, N. Y. 

OPW Corp., Cincinnati 25, Ohio 

Purolator Prods., Inc., Rahway, N. J. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Sarco Co., Inc., New York 1, N. Y. 

Sheffler-Gross Co., Philadelphia, Pa. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Warner Lewis Co., Tulsa 8, Okla. 


Fire Fighting Equipment 


American-La-France Corp., Elmira, N. Y. 
Pyrene Mfg. Co., Newark 8, N. J. 


Fittings 


Boiler 


Bell & Gossett Co., Morton Grove, III. 

Burn-Rite Products Co., Yonkers, N. Y. 

Crane Co., Chicago 40, IIl. 

Grinnell Co., Inc., Providence 1, R. I. 

Keeler Co., E., Williamsport, Pa. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Reliance Tubular Prods. Co., Cleveland, 
Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 


Duet 


Acme Mfg. Co., Philadelphia 36, Pa. 

Adelta Mfg. Co., Inc., Philadelphia 46, Pa. 

Aire Flo Furnace Pipe 'Co., Brighton, Mich. 

Anchor Div., New Albany, Ind. 

Berger Furnace Co., Belle Vernon, Pa. 

Buckeye Furnace Pipe Co., Columbus, Ohio 

Carey Mfg. Co., The Philip, Cincinnati, 
Ohio 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Minneapolis, Minn. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Conn-State Furnace Co., Bridgeport, Conn. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Flexible Tubing Corp., 
(Coated Fabric) 

Fox, Inc., Chris, Trenton 10, N. J. 

Gary Steel Prods. Co., Gary, Ind. 

Grant Wilson, Inc., Chicago, Ill. 

Heat Controller, Inc., Manitou Beach, Mich. 

Inland Steel Prods. Co., Milwaukee 1, Wisc. 

Johns-Manville Corp., New York 16, N. Y. 

Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., The, Marshalltown, 
Iowa 

Mueller Furnace Co., Milwaukee 15, Wisc. 

Reeves Steel & Mfg. Co., Dover, Ohio 

Rossoe Mfg. Co., Seattle, Wash. 

Sonoco Prods. Corp., Harlsville, S. C. 

Specialty Shett Metal Mfg. Co., Chicago, Ill. 

Swett Bros., Inc., Springfield, Mass. 

Williamson Co., The, Cincinnati, Ohio 

Viking Mfg. Corp., Cleveland, Ohio 


Guilford, Conn. 


Fill and Vent 


Barclay, Inc., Robert, Chicago, Ill. 

Bell & Gossett Co., Morton Grove, Ill. 

Buckeye Iron & Brass Works, Dayton, O. 

Carlson & Co., Aurora, III. 

Chandler Co., Cedar Rapids, Iowa 

EhCo Heating Specialties, Indianapolis, Ind. 

Ever-Tite Coupling Co., Inc., New York 19, 
i Ef 


Future Products Co., Portland 12, Ore. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Moore & Kling, Inc., Boston, Mass. 

Morse-Smith-Morse Co., Watertown, 72, 
Mass. 

OPW Corp., Cincinnati, Ohio 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Plastic Appliance Co., Philadelphia 31, Pa. 

Pyle-National Co., The, Chicago, Ill. 

Rhode Island Fittings Co., Providence, R. I. 

Scully Signal Co., Melrose, Mass. 

Shand & Jurs Co., Berkeley 10, Calif. 

Sicard and Paul, Minneapolis 8, Minn. 


oo « « Fillings 


Wheaton Brass Works, Union, N. J, 
Work’s Mfg. Co., Vancouver, Wash, 


Hose 


Ardmore Products, Chicago, Ill. 

Buckeye Iron & Brass Works, Dayton, 0 

C-S Brass Mfg. Co., Woodside, N. y,' 

Carlyle Rubber Co., New York 7, N, y, 

Couplings Co., Chicago, II. 

Ever-Tite Coupling Co., Inc., New York 19 
WN. 2. 


Gates Rubber Co., Denver, Colo. 
Goodyear Tire & Rubber Co., Inc., Akron 
Ohio ‘ 
Hewitt-Robins, Inc., Stamford, Conn, 
Hewitt Rubber Div., Buffalo 5, N. y. 
Imperial Brass Mfg. Co., The, Chicago, I), 
Moore & Kling ,Inc., Boston, Mass. 
Morris Coupling & Clamp Co., Elwood City, 
Pa. 
OPW Corp., Cincinnati, Ohio 
Philadelphia Valve Co., Philadelphia, Pa, 
Plastic Appliance Co., Philadelphia, Pa, 
Scovill Mfg. Co., Waterbury 20, Conn. 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Weatherhead Co., The, Cleveland 8, Ohio 


Pipe 

American Mfg. Co., Inc., Hartford, Conn. 

Anderson Brass Co., Detroit 9, Mich. 

Barco Mfg. Co., Barrington, Ill. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

C-S Brass Mfg. Co., Woodside, N. Y. 

Capitol Mfg. & Supply Co., Columbus, Ohio 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Conn-State Furnace Co., Bridgeport, Conn. 

Corly Co., Inc., New York, N. Y. 

Couplings Co., Chicago 16, IIl. 

Crane Co., Chicago 40, Ill. 

Ever-Tite Coupling Co., Inc., New York 19, 
IN, x: 

Excelsior Steel Furnace Co., The, Chicago 6, 
Til. 

General Fittings Co., East Greenwich, R. 1 

Grinnell Co., Inc., Providence 1, R. I. 

Imperial Brass Mfg. Co., The, Chicago 7, 
Til. 

Inland Steel Prods. Co., Milwaukee 1, Wisc. 

Johns-Manville Corp., New York 16, N. Y. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

Malleable Iron Fittings Co., Branford, 
Conn. 

Moore & Kling, Inc., Boston, Mass. 

Reeves Steel & Mfg. Co., Dover, Ohio 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Skinner Co., M. B., South Bend, Ind. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Universal Brass Corp., Arlington, N. J. 

Weatherhead Co., The, Cleveland 8, Ohio 


Tank 


Anderson Brass Co., Detroit 8, Mich. 

Ardmore Prods., Chicago, IIl. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Carlson & Co., Inc., A. B., Aurora, Ill. 

EhCo Heating Specialties, Indianapolis, Ind. 

Ever-Tite Coupling Co., Inc., New York 19, 
N. Y. 

Grinnell Co., Inc., Providence 1, R. % 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. . 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

Mel Gauge Co., New Haven, Conn. 

Moore & Kling, Inc., Boston, Mass. 

OPW Corp., Cincinnati, Ohio 

Oil Eqpt. Mfg. Corp., New Haven, pol 

Quaker City Iron Works, Inc., Philadelp 


Pa. 

Reliance Tubular Prods. Co., Cleveland § 
Ohio 

Shand & Jurs Co., Berkeley 10, Cae 

Southern Tank & Mfg., Inc., Owensdo® 
Ky. 

Span Brass Mfg. Co., Inc., Otsego, — 
Therm Gas Generator Co., Inc., Seattle, 
Wash. = 
Universal Brass Corp., Arlington, Onle 
Weatherhead Co., The, Cleveland B, 
Wheaton Brass Works, Union, N. J. 
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Tubing, Compression 


american Mfg. Co., Inc., Hartford, Conn. 

anderson Brass Co., Detroit 9, Mich. 

Best Brass Co., Marshall, Mich. 

c-S Brass Mfg. Co., Woodside, N. Y. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Couplings Co., Chicago 16, Ill. 

EhCo Heating Specialties, Indianapolis, Ind. 

Grinnell Co., Inc., Providence 1, R. I. 

Hahn Co., A., Hartford, Conn. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

Madden Brass Prods. Co., Aurora, II. 

Pilgrim Oil Burner Co., Hartford, Conn. 
Reading Brass Co., Hillsdale, Mich. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Rockford Brass Works, Rockford, Il. 

Schoenberger Co., The W. J., Cleveland 5, 
Ohio 

Seovill Mfg. Co., Waterbury 20, Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Fort Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 
West Orange Brass Co., Orange, N. J. 
Worcester Taper Pin Co., Worcester, Mass. 


Tubing, Flare 


American Brass Co., Waterbury 20, Conn. 

American Mfg. Co., Inc., Hartford, Conn. 
Anderson Brass Co., Detroit 9, Mich. 
Barridon Oil Burner Corp., Hartford, Conn. 

Best Brass Co., Marshall, Mich. 

C-S Brass Mfg. Co., Woodside, N. Y. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Couplings Co., Chicago 16, Ill. 

EhCo Heating Specialties, Indianapolis, Ind. 

Grinnell Co., Inc., Providence 1, R. I. 

Hahn Co., A., Hartford, Conn. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit, Mich. 

Madden Brass Prod. Co., Aurora, IIl. 

Pilgrim Oil Burner Co., Hartford, Conn. 

Reading Brass Co., Hillsdale, Mich. 

ra Tubular Prod. Co., Cleveland 8, 

io 
Rockford Brass Works, Rockford, Ill. 
et Co., The W. J., Cleveland 5, 
io 

Scovill Mfg. Co., Waterbury, Conn. 

Span Brass Mfg. Co., Otsego, Mich. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Fort Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 

West Orange Brass Co., Orange, N. J. 

Worcester Taper Pin Co., Worcester, Mass. 


Tubing, Sweat 


American Brass Co., Waterbury 20, Conn. 
Burn-Rite Products Co., Yonkers 2, Pa. 
Cam Brass & Copper Co., Waterbury 20, 


Crane Co., Chicago 40, Til. 

General Fittings Co., East Greenwich, R. I. 
Tenet Co., Providence 1, R. I. 
ahn, Co., A., Hartford, Conn. 


Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y 


iieeitt Co., S. H., Marshall, Mich. 
= Tubular Prod. Co., Cleveland 8, 


Rockford Brass Works, Rockford, Ill. 


7. n Brass Mfg. Co., Inc., Otsego, Mich. 
ayne Brass Co., Inc., Fort Wayne, Ind. 


Furnaces 


Commercial 


A 
Meonditioning Eng. Co., Cambridge 41, 


- . . - Furnaces 


American Furnace Co., St. Louis 10, Mo. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

Andrews Htg. Co., Minneapolis 14, Minn. 

Areweld Mfg. Co., Inc., Seattle 99, Wash. 

Armstrong Furnace Co., Columbus, Ohio 

Auburn Burner Co., Edgerton, O. 

Barton Prods., Inc., Wheaton, IIl. 

Beck Eng. Combustion Ko., St. Louis 6, Mo. 

Besser Metal Prods. Corp., Charlotte, N. C. 

Billow Corp., Chicago 6, Ill. 

Bryant Heater Div., Cleveland, Ohio 

Burtchaell Htg. Co., Portland, Ore. 

Campbell Co., E. K., Kansas City, Mo. 

Cary Mfg. Co., Waupaca, Wisc. 

Chandler Co., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill. 

Chimney Furnace Co., Rockville, Md. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago 5, Ill. 

Delta Htg. Corp., Trenton 8, N. J. 

Domestic Mfg. Co., Seattle, Wash. 

Dravo Corp., Pittsburgh 22, Pa. 

Dualtron Co., The, Pittsburgh 29, Pa. 

Gross-Aire Mfg. Co., Overland 14, Mo. 

Hasko Utilities Co., New York, N. Y. 

Heat Controller, Inc., Jackson, Mich. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

International Heater Co., Utica, N. Y. 

Jackson & Church Co., Saginaw, Mich. 

Johnson Heater Corp., Chelsea, Mass. 

Keith Furnace Co., Des Moines, Iowa 

Klug & Sons, F. H., St. Joseph, Mich. 

Lee Corp., Wilmington, Del. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Magirl Foundry & Furnace Co., Blooming- 
ton, IIl. 

Majestic Co., Inc., The, Huntington, Ind. 

Mayflower Air-Conditioners, Inc., St. Paul, 
Minn. 

Meyer Furnace Co., Peoria 2, Ill. 

Mammoth Furnace Co., The, St. Paul 4, 
Minn. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

National Heater Co., Inc., St. Paul 4, Minn. 

Northwest Fdry. & Furnace Co., Portland 2, 
Ore. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Olson & Co., A. A., Canfield. Ohio 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Perfection Industries, Cleveland, Ohio 

Premier Furnace Co., Dowagiac, Mich. 

Quiet-Automatic Burner Corp., Newark 4, 
N: J. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 


Richmond Radiator Co., Metuchen, N. J. 

Rossoe Mfg. Co., Seattle 9, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Sandberg Mfg. Co., Portland 10, Ore. 

Siebring Mfg. Co., George, Iowa 

Stewart Oil Burner Co., Hanover, Pa. 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Sunderman Mfg. Co., Sioux Falls, S. D. 

Syncromatic Corp., Watertown, Wisc. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

U. S. Machine Div., Lebanon, Ind. 

Waterman-Waterbury Co., The, Minneapolis 
13, Minn. 

Wayne Home Egpt. Co., Inc., Fort Wayne, 
Ind. 

Weatherall Eng. Inc., Providence, R. I. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 


Domestic Gas (to 200,000 Btu) 


Acme Heating Div., W. Hartford 10, Conn. 

Air Conditioning Eng. Co., Cambridge, 
Mass. 

Airflame, Inc., Waukegan, Ill. 

Airtemp Div., Dayton, Ohio. 

Airwasher Corp.,’Eaton Rapids, Mich. 

Altherm, Inc., New York 21, N. Y. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

American Furnace Co., St. Louis 10, Mo. 
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American Ideal-Aire Corp., Garden City, 
N.. ¥ 


American Rad. & Std. Sanitary Corp., New 
York 18, N. Y. 

Anchor Div., New Albany, Ind. 

Armstrong Furnace Co., Columbus, Ohio 

Auburn Burner Co., Edgerton, O. 

Auburn Fdry., Inc., Auburn, Ind. 

Automatic Firing Corp., St. Louis, Mo. 

grt Gas Burner Co., The, Cleveland 14, 

te) 

Bard Mfg. Co., Bryan, Ohio 

Barton Products, Inc., Wheaton, IIl. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Berger Furnace Co., Belle Vernon, Pa. 

Besser Metal Prods. Corp., Charlotte, N. C. 

Bonair Prods., Inc., Darby, Pa. 

Brandenburg Industries, Inc., Baltimore 9, 
Md 


Brandes Co., Madison, Wisc. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Heater Div., Indianapolis 4, Ind. 

Campbell Heating Co., Des Moines 17, Iowa 

Carrier Corp., Syracuse, N. Y. 

Century Eng. Corp., Cedar Rapids, Iowa 

Chandler Co., Cedar Rapids, Iowa 

Chicago Steel Furnace Co., Chicago 17, Il. 

Chimney Furnace Co., Rockville, Md. 

Coleman Co., Inc., The, Wichita, Kans. 

Conco Eng. Works, Mendota, III. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago 5, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Dornback Furnace & Fdry. Co., Cleveland 8, 
Ohio 

Daultron Co., The, Pittsburgh 29, Pa. 

Ducane Heating Corp., Lincoln Park, N. J. 

Ex Cel Co., Dowagiac, Mich. 

Farquhar Furnace Co., The, Wilmington, 
Ohio 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Floral City Heater Co., Monroe, Mich. 

Frigidaire Div., Dayton, Ohio 

Front Rank Mfg. Co., St. Louis 4, Mo. 

Furblo Co., Hermansville, Mich. 

General Automatic Products Corp., Balti- 
more, Md. 

General Electric Co., Bloomfield, N. J. 

Gillen Co., J. L., Detroit 28, Mich. 

Glasby Mfg. Co., Inc., J. P., Belleville 9, 
N.. d. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Gross-Aire Mfg. Co., St. Louis 14, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart Heat Div., Peoria, Ill. 

Hasko Utilities Co., New York, N. Y. 

Heat Controller, Inc., Jackson, Mich. 

Heating Specialties, Inc., Baltimore 29, Md. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Holland Furnace Co., Holland, Mich. 

Home Furnace & Fdry. Co., Coldwater, 
Mich. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich, 

International Heater Co., Utica, N. Y. 

International Oil Burner Co., St. Louis 10, 
Mo. 

International Sales Co., San Francisco, 
Calif. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Jettronaire, Inc., Pittsburgh, Pa. 

Johnson Heater Corp., Chelsea, Mass. 

Kaustine Furnace & Tank Corp., Perry, 
| it 


Klug & Sons, F. H., St. Joseph, Mich. 
Kresky Mfg. Co., Inc., Petaluma, Calif. 


Lennox Industries, Inc., Marshalltown, 
Iowa 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Little Burner Co., Inc., H. C., San Rafael, 
Calif. 

Luty Furnace Mfg. Co., Detroit 21, Mich. 

Magic Chef, Inc., St. Louis 10, Mo. 

Majestic Co., Inc., The, Huntington, Ind. 

Manville Boiler Co., Inc., Hackettstown, 
N. J. 

Marietta Metal Prods. Corp., Marietta, Pa. 

Mayflower Air-Conditioners, Inc., St. Paul 
6, Minn. 
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Metromatic Mtg. Co., Inc., Medford, Mass. 

Modine Mfg. Co., Racine, Wisc. 

Morrison Steel Prods., Inc., Buffalo 7, N. Y. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Nat’l.-U, S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Cleveland 13, Ohio 

Norge Heat Div., Kalamazoo, Mich. 

Norman Prods. Co., Columbus, Ohio 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Omaha Supply Co., Div. Omaha Stove Re- 
pair Works, Omaha, Nebr. 

Patten Co., J. V., Sycamore, IIl. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Perfection Industries, Cleveland 4, Ohio 

Premier Furnace Co., Dowagiac, Mich. 

Quincy Stove Mfg. Co., Quincy, Il. 

Ray Oil Burner Co., San Francisco, Calif. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Rheem Mfg. Co., Chicago 29, Ill. 

Richmond Rad. Co., Metuchen, N. J. 

Roberts-Gordon Appliance Corp., Buffalo 6, 
N. Y. 

Round Oak Co., Inc., Dowagiac, Mich. 

Rybolt Heater Co., The, Ashland, Ohio 

Sandberg Mfg. Co., Portland, Ore. 

Scaife Co., Oakmont, Pa. 

Schill Mfg. Co., The, Crestline, Ohio 

Silent Automatic Prods., Jackson, Mich. 

Smith Corp., A. O., Milwaukee, Wisc. 

Souther Iron Co., E. E., St. Louis 20, Mo. 

Steel City Furnace Corp., Springdale, Pa. 

Stewart Oil Burner Co., Hanover, Pa. 

Sunbeam Air Conditioner Div., Elyria, Ohio 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Surface Combustion Corp., Toledo 1, Ohio 

Synchromatic Corp., Watertown, Wisc. 

Thatcher Furnace Co., Garwood, N. J. 

Thermo-Prods., Inc., N. Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

U. S. Machine Div., Lebanon, Ind. 

Viking Mfg. Corp., Cleveland, Ohio 

Waterman-Waterbury Co., The, Minneapolis 
13, Minn. 

Wayne Home Egpt. Co., Inc., Fort Wayne 
4, Ind. 

Weatherall Eng., Inc., Providence, R. I. 

Williams Automatic, Inc., White Plains, 
MN, x. 

Williams Div., Bloomington, Ill. 

Williamson Co., The, Cincinnati, Ohio 

Wisconsin Oil Burner Co., Madison 5, Wisc. 

York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


Domestic Oil (to 200,000 Btu) 


Acme Heating Div., W. Hartford 10, Conn. 

Air Conditioning Eng. Co., Cambridge 41, 
Mass. 

Aire Director Mfg. Co., Seattle 9, Wash. 

Airflame, Inc., Waukegan, III. 

Airtemp Div., Dayton 1, Ohio 

Airwasher Corp., Eaton Rapids, Mich. 

Altherm, Inc., New York 21, N. Y. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

American Furnace Co., St. Louis 10, Mo. 

American Ideal-Aire Corp., Garden City, 
iy TN Y. 

American Oil Co., Baltimore, Md. 

American Rad. & Std. Sanitary Corp., New 
York 18, N. Y. 

Anchor Div., New Albany, Ind. 

Arcweld Mfg. Co., Inc., Seattle 99, Wash. 

Armstrong Furnace Co., Columbus, Ohio 

Auburn Burner Co., Edgerton, O. 

Auburn Fdry., Auburn, Ind. 

Automatic Firing Corp., St. Louis, Mo. 

oe Gas Burner Co., The, Cleveland 14, 

hio 

Bard Mfg. Co., Bryan, Ohio 

Barton Products, Inc., Wheaton, IIl. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Berger Furnace Co., Belle Vernon, Pa. 

eg Metal Products Corp., Charlotte, 


5. a 
Bethlehem Fdry. & Machine Co., Bethle- 
hem, Pa. 
Beyer Oil Burner Co., Rosamond, Calif. 
Bonair Prods., Inc., Darby, Pa. 
Bovee Furnace Works, Waterloo, Iowa 
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Brandenberg Industries, Inc., Baltimore 9, 
Md 


Brandes Co., Madison 4, Wisc. 

Brown Steel Tank Co., Minneapolis 14, 
Minn. 

Bryant Air Conditioning Corp., Philadel- 
phia 23, Pa. 

Bryant Corp., C. L., Cleveland 3, Ohio 

Bryant Heater Div., Indianapolis 4, Ind. 

Burtchaell Heating Co., Portland 2, Ore. 

Campbell Heating Co., Des Moines 17, Iowa 

Carrier Corp., Syracuse, N. Y. 

Cary Mfg. Co., Waupaca, Wisc. 

Century Eng. Corp., Cedar Rapids, Iowa 

Certified Furnace Co., St. Paul 4, Minn. 

Chandler Co., Cedar Rapids, Iowa 

Charter Oak Stove & Range Co., St. Louis 
15, Mo. 

Chicago Steel Furnace Co., Chicago 17, Il. 

Chimney Furnace Co., Rockville, Md. 

Coleman Co., Inc., The, Wichita, Kans. 

Conco Eng. Works, Mendota, Ill. 

Conn. State Furnace Co., Inc., Bridgeport, 
Conn. 

Connelley Co., St. Louis 3, Mo. 

Coroaire Heater Corp., Cleveland 15, Ohio 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Chicago, IIl. 

Delco Appliance Div., Rochester, N. Y. 

Delta Heating Corp., Trenton 8, N. J. 

DeSoto Oil Burner Co., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 

Dornback Furnace & Fdry. Co., Cleveland 
8, Ohio 

Daultron Co., The, Pittsburgh 29, Pa. 

Ducane Heating Corp., Lincoln Park, N. J. 


Electric Furnace-Man, Inc., Emmaus, Pa. 

Electro-Watt Industries, Inc., Salem, Ore. 

Electro-Watt, Inc., Seattle 1, Wash. 

Electrol Burner Mfg. Co., Inc., Rutherford, 
IMs ids 

Enico Products, Detroit 35, Mich. 

Ex Cel Co., Dowagiac, Mich. 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Floral City Heater Co., Monroe, Mich. 

Frigidaire Div., Dayton, Ohio 

Front Rank Mfg. Co., St. Louis 4, Mo. 

Furblo Co., Hermansville, Mich. 

General Automatic Prods. Corp., Baltimore, 
Md. 

General Electric Co., Bloomfield, N. J. 

General Machine Co., Inc., Emmaus, Pa. 

Gillen Co., J. L., Detroit 28, Mich. 

Glasby Mfg. Co., Inc., J. P. Belleville 9, 
NJ. 

Green Colonial Furnace Co., Des Moines, 
Iowa 

Greene Mfg. Co., A., Philadelphia, Pa. 

Gross-Aire Mfg. Co., St. Louis, Mo. 


Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart Heat Div., Peoria, Ill. 

Harvey-Whipple, Inc., Springfield, Mass. 

Hasko Utilities Co., New York, N. Y. 

Heat Controller, Inc., Jackson, Mich. 

Heatlox Furnace, Inc., Tacoma, Wash. 

Heil Co., The, Milwaukee 1, Wisc. 

Henry Furnace Co., Medina, Ohio 

Herco Oil Burner Corp., Lancaster, Pa. 

Hess Co., The, Cicero, Il. 

Hess-Snyder Co., The, Massillon, Ohio 

Holland Furnace Co., Holland, Mich. 

Home Furnace Co., Holland, Mich. 

Home Furnace & Fdry. Co., Coldwater, 
Mich. 

Illinois Iron & Bolt Co., Chicago, Ill. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

International Heater Co., Utica, N. Y. 

— Sales Co., San Francisco 24, 

lif. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Jackson & Church Co., Saginaw, Mich. 

Jettronaire, Inc., Pittsburgh, Pa. 

Johnson Heater Corp., Chelsea, Mass. 


K. G. Mfg. Corp., Center Valley, Pa. 

Kaustine Furnace & Tank Corp., Perry, 
i.e 

Keith Furnace Co., Des Moines, Iowa 

Kinsley Burner & Machine Co., Providence, 
Eas 

Klug & Sons, F. H., St. Joseph, Mich. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 


Laco Oil Burner Co., Inc., Griswold, Iowa 
Lennox Industries, Inc., Marshalltown, 
Iowa 
Lincoln Furnace Co., Inc., Hawthorne, N., J. 
“eo Burner Co., Inc., H. C., San Rafael, 
alit. 
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Livingston, Inc., Marshall, Mich. 

Loxaire Corp., Tacoma, Wash. 

Melee Air Conditioning Cay tizieuct 
cKee Air Conditioning Co., Mi d 
12, Minn. mneapolis 

Magic Chef, Inc., St. Louis 10, Mo. 

ee eg Inc., The, Huntington, Ind 
anville Boiler Co., Inc., Hacke f 
N. J. ttstown, 

Marietta Metal Prods. Corp., Marietta, p, 

Mayflower Air-Conditioners, Inc., St, Payj 
6, Minn. 

Mechanical Prods. Co., Seattle 4, Wash, 

Metromatic Mfg. Co., Medford, Mass, 

Montag Stove & Furnace Works, Portlang 
17, Ore. 

Morrison Steel Prods., Inc., Buffalo 7, N. y 

Mueller Climatrol, Milwaukee 15, Wisc, — 

Mulkey Co., J. F., Detroit 10, Mich. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa 

Niagara Furnace Div., Cleveland 13, Ohio 

Norge Heat Div., Kalamazoo, Mich. 

Oil Eqpt. Laboratories, Inc., Elizabeth, N, J, 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Omaha Supply Co., Div. Omaha Stove Re 
pair Works, Inc., Omaha, Nebr. 

Oneida Heater Co., Inc., Oneida, N, yY, 

Patten Co., J. V., Sycamore, Il. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lancas. 
ter, Pa. 

Perfection Industries, Cleveland 4, Ohio 

Premier Furnace Co., Dowagiac, Mich. 

Prentiss Wabers Products Co., Wisconsin 
Rapids, Wisc. 

Preway, Inc., Wisconsin Rapids, Wise. 

Quick Furnace Co., Des Moines, Iowa 

Quiet Automatic Burner Corp., Newark 4, 
N...J. 

Quiet May Div., Lancaster, Pa. 

Quincy Stove Mfg. Co., Quincy, III. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiation Furnace Corp., Benton Harbor, 
Mich. 

Radiant Utilities Corp., Brooklyn, N. Y, 

Ray Oil Burner Co., San Francisco, Calif. 

Reif-Rexoil, Inc., Buffalo, N. Y. 

Republic & General Heating Products, Phil- 
adelphia, Pa. 

Rheem Mfg. Co., Chicago 29, Ill. 

Richmond Radiator Co., Metuchen, N. J, 

Roberts-Gordon Appliance Corp., Buffalo, 
N.Y. 

Robot Auto Heat Corp., Middletown, Conn, 

Rossoe Mfg. Co., Inc., Seattle, Wash. 

Round Oak Co., Inc., Dowagiac, Mich. 

Rybolt Heater Co., The, Ashland, Ohio 

St. Louis Furnace Mfg. Co., St. Louis, Mo. 

Sandberg Mfg. Co., Portland 10, Ore. 

Scaife Co., Oakmont, Pa. 

Schill Mfg. Co., The, Crestline, Ohio 

Silent Automatic Prods., Jackson, Mich. 

Silent Sioux Corp., Orange City, Iowa 

Smith Corp., A. O., Milwaukee, Wisc. 

Souther Iron Co., E. E., St. Louis 20, Mo. 

Stainless Steel Prods. Co., St. Paul 4, Minn. 

Standard Automatic Burner Co., Newark, 

Steel City Furnace Corp., Springdale, Pa. 

Stewart Oil Burner Co., Hanover, Pa. 

Sunbeam Air Conditioner Div., Elyria, Ohlo 

Superior Furnace & Mfg. Co., Plymouth, 
Mich. 

Surface Combustion Corp., Toledo 1, Ohl 

Syncromatic Corp., Watertown 9, Wise. 

Thatcher Furnace Co., Garwood, N. J. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Thermo-Prods., Inc., North Judson, Ind. 

Tjernlund Mfg. Co., St. Paul 14, Minn. 

Tucker & Sons, Mfg., Tacoma 8, Wash. 

Universal Prods. Mfg. Corp., Auburn, Int 

Utility Appliance Corp., Los Angeles % 
Calif. 


Viking Mfg. Corp., Cleveland, Ohio Y 
Volcano Burner Corp., New York 61, N. ?: 
Waterman-Waterbury Co., The, Minneir 
olis 13, Minn. 
Wayne Home Eqpt. Co., Inc., Fort Wayn 
4, Ind. 
Weatherall Eng., Inc., Providence, B. L 
Williams Automatic, Inc., White 
‘. Bee 
Williams Div., Bloomington, Ill. 
Williamson Co., The, Cincinnati, Ohio 
Wisconsin Oil Burner Co., Madison 5, Co, 
XXth Century Heating & Ventilating 
Akron 1, Ohio 
York-Shipley, Inc., York, Pa. 


FUELOIL & OIL HEAT, MAY !%/ 








bk Salt od 





dianap- 
Lancas- 


Ohio 
ich, 
isconsin 


lise, 
wa 
wark 4, 


Ind. 
Harbor, 


N. Y. 
Calif. 


ts, Phil- 


N. J. 
Buffalo, 


n, Conn, 
ish, 
lich. 
Ohio 
uis, Mo. 
re. 


Ohio 
1 5, Wise 
ting C0. 





Furnace Accessories 


Automatic Door Closer 


Mfg., St. Paul 4, Minn. 
feisur-Maid Mfg. Corp., Grand Rapids, 


Mich. 


Bearings 


Air Controls, Inc., Cleveland 4, Ohio 
Lau Blower Co., The, Dayton 7, Ohio 
Randall Graphite Bearings, Inc., Lima, Ohio 


Belts 


Brammer Corp., New York, N. Y. 

Gates Rubber Co., The, Denver 17, Colo. 

Goodyear Tire & Rubber Co., Inc., Akron, 
Ohio 

Thermoid Co., Trenton, N. J. 

U.S. Rubber Co., New York 20, N. Y. 

Zatko Metal Products Co., Euclid, Ohio 


Blowers 


Air Conditioning Eng. Co., Cambridge, 
Mass. 

Air Controls, Inc., Cleveland 4, Ohio 

Airwasher Corp., Eaton Rapids, Mich. 

American Furnace Co., St. Louis 10, Mo. 

American Foundry & Furnace Co., Bloom- 
ington, Ill. 

American Machine Products, Marshalltown, 
Iowa 

Auburn Fdry., Inc., Auburn, Ind. * 

Bayley Blower Co., Milwaukee, Wisc. 

Barry Blower Co., Minneapolis, Minn. 

Berger Furnace Co., Belle Vernon, Pa. 

Bishop and Babcock Mfg. Co., Cleveland, O. 

Brundage Co., Kalamazoo, Mich. 

Buffalo Forge Co., Inc., Buffalo, N. Y. 

Campbell Htg. Co., Des Moines 17, Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

Connelley Co., St. Louis 3, Mo. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Ex Cel Co., Dowagiac, Mich. 

Fasco Industries, Inc., Rochester 2, N. Y. 

Firewel Co., Inc., The, Buffalo 25, N. Y. 

Gross-Aire Mfg. Co., St. Louis 14, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Illinois Iron & Bolt Co., Carpentersville, Il. 

Lau Blower Co., The, Dayton 7, Ohio 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Montag Stove & Furnace Works, Portland 
17, Ore, 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Premier Furnace Co., Dowagiac, Mich. 

a pla & Sons Co., Edw., Baltimore 24, 


Reveor, Carpentersville, Ill. 
= Oak Co., Inc. of Indiana, Dowagiac, 


Royal Products Co., Waterloo, Iowa 

berg Oil Burner Co., Los Angeles, Calif. 
ent Sioux Corp., Orange City, Iowa 

U.S. Radiator Corp., Detroit, Mich. 

= Me Conditioning Corp., Cleveland 
, Ohio 

— Blower Co., Seattle 4, Wash. 
lamson Co., The, Cincinnati, Ohio 


Duets 


en itte. Co., Philadelphia, Pa. 
Arey yee: Co., Philadelphia 46, Pa. 
© Furnace Pipe Co., Brighton, Mich. 
ger Furnace Corp., Belle Vernon, Pa. 
Pee eet Chicago 5, Ill. 
tl slor Steel Furnace Co., The, Chicago, 


“teen Colonial Furnace Co., Des Moines, 


International Hea 
ter Co., Utica, N. Y. 
Keith — sod Des Moines, Iowa 
: -» Seattle, Wash. 
My ine» Detrott Lakes, Minn. 
g. rp., Cleveland, Ohio 
Williamson Co., The, Cincinnati, Ohio 





Humidifiers, Pan Type 


Armstrong Machine Works, (evaporative 
type), Three Rivers, Mich. 

Auto-Flo Corp., Detroit, Mich. 

Automatic Humidifier Co., Cedar Falls, 
Iowa 

Cary Mfg. Co., Waupaca, Wisc. 

Char-Gale Mfg. Co., Anoka, Minn. 

Cleveland Humidifier Co., Cleveland 3, Ohio 

Combustioneer Eng. Div., Springfield, Ohio 

Gem Clay Forming Co., Sebring, Ohio 

General Filters Corp., Novi, Mich. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Mueller Climatrol, Milwaukee 15, Wisc. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Premier Furnace Co., Dowagiac, Mich. 

Round Oak Co., Inc., of Indiana, Dowagiac, 
Mich. 

Skuttle Mfg. Co., Milford, Mich. 

Thermo-Prods., Inc., N. Judson, Ind. 

U. S. Radiator Corp., Detroit, Mich. 

Viking Air Conditioning Corp., Cleveland 
2, Ohio 

Williamson Co., The, Cincinnati, Ohio 


Humidifiers, Portable 
Lennox Industries, Inc., Marshalltown, 
Iowa 
Walton Laboratories, Irvington, N. J. 


Humidifiers, Spray Type 


Air Conditioning Eng. Co., Cambridge 41, 
Mass. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

Chandler Co., Cedar Rapids, Iowa 

Handelan Washed Air Co., Minneapolis 10, 
Minn. 

Hanson Tool & Die Co., Milwaukee 4, Wisc. 

Herrmidifier Co., Neffsville, Pa. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Maid-O-Mist, Inec., Chicago 41, Ill. 

Research Prods. Corp., Madison, Wisc. 

U. S. Radiator Corp., Detroit, Mich. 

Walton Laboratories, Inc., Irvington, N. J. 


Jackets 


American Ideal-Aire Corp., Garden City, 
Dos Ege tte ee 

Armstrong Furnace Co., Columbus 12, Ohio 

Atlas Mfg. Co., St. Paul 14, Minn. 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Cary Mfg. Co., Waupaca, Wisc. 

Conn. State Furnace Co., Bridgeport, Conn. 

Dornback Furnace & Fdry. Co., Cleveland 8, 
Ohio 

Excelsior Steel Furnace Co., Chicago 6, Ill. 

General Machine Co., Inc., Emmaus, Pa. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Haydon Prod. Corp., Brooklyn 15, N. Y. 

International Heater Co., Utica, N. Y. 

Peerless Furnace & Fdry., Inc., Indianap- 
olis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Premier Furnace Co., Dowagiac, Mich. 

Robot Auto-Heat Corp., Middletown, Conn. 

Rybolt Heater Co., The, Ashland, Ohio 

Thermo-Products, Inc., North Judson, Ind. 

Valley Forge Metals Div., Lansdale, Pa. 

Williamson Heater Co., The, Cincinnati 9, 
Ohio 


Pillow Blocks 


Air Controls, Inc., Cleveland, Ohio 
Lau Blower Co., The, Dayton 7, Ohio 
Randall Graphite Bearings, Inc., Lima, Ohio 


Pulleys 


Cary Mfg. Co., Waupaca, Wisc. 
Equi-Dyne, Chicago 44, Ill. 

Gates Rubber Co., The, Denver 17, Colo. 
Lau Blower Co., The, Dayton 7, Ohio 
Zatko Metal Products Co., Euclid, Ohio 
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Gauges 


Altitude 


Crane Co., Chicago 5, Ill. 

Marsh Corp., Jas. P., Skokie, Ill. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Preferred Utilities Mfg. Corp., New York, 
WN. Y. 


Draft 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, Ill. 

General Controls Co., Glendale, Calif. 

Hahn Co., A., Hartford, Conn. 

Hays Corp., The, Michigan City 7, Ind. 

Lima Register Co., Lima, Ohio 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Perfex Corp., Milwaukee 7, Wisc. 

Preferred Utilities Mfg. Corp., New York 
23. Mt, ¥. 

Victory Eng. Co., Union, N. J. 


Filter 
Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 
Defender Instrument & Regulator Co., 
Boody, Ill. 


Dwyer Mfg. Co., F. W., Michigan City, Ind. 
Hays Corp., Michigan City, Ind. 
Trion, Inc., McKees Rocks, Pa. 


Glass, Water 


Defender Instrument & Regulator Co., 
Boody, Ill. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

Ernst Water Column & Gage Co., Living- 
ston, N. J. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

New York Air Valve Corp., Brooklyn, N. Y. 

Wright-Austin Co., Detroit 7, Mich. 


Liquid Level, Direct Reading 


Applied Mechanics Co., Boston, Mass. 

Bearlee Prods. Co., Green Bay, Wisc. 

Boston Auto Gage Co., Pittsfield, Mass. 

Boston Machine Works Co., Lynn, Mass. 

Carlson & Co., Inc., A. B., Aurora, Ill. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

Fisher Engineering Co., Washington, D. C. 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hays Corp., The, Michigan City 7, Ind. 

Homeward Products, Inc., Des Moines, Iowa 

Krueger Sentry Gauge Co., Inc., Green Bay, 
Wisc. 

Liquidepth Indicators, Inc., Long Island 
City 1, N. Y. 

Liquidivision Gauge & Control Corp., Ocean- 
side, N. Y. 

Liquidometer Corp., The, Long Island City 

Mel-Gauge Co., New Haven, Conn. 

Moormann Brothers Mfg. Co., Rushville, 
Ind. 

Newark Controls Co., Bloomfield, N. J. 

New York Air Valve Corp., Brooklyn, N. Y. 

OPW Corp., Cincinnati, Ohio 

a Mfg. Co., Inc., Rochester 10, 

= 


Scully Signal Co., Melrose, Mass. 

Shand & Jurs Co., Berkeley 10, Calif. 
Smith Corp., A. O., Los Angeles 22, Calif. 
bie = ¥ Recovery Systems Co., Compton, 

Calif. 

Watchman Mfg. Co., The, Long Beach, N. Y. 
Wheaton Brass Works, Union, N. J. 
Wright-Austin Co., Detroit, Mich. 
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... +» Gauges 


Liquid Level, Distant Reading 


Bailey Meter Co., Cleveland 10, Ohio 

Carlson & Co., Inc., A. B., Aurora, Il. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Ernst Water Column & Gage Co., Living- 
ston, N. J. 

Hammel Oil Burning Eqpt. Co., Providence, 
ae 

Homeward Products Co., Des Moines, Iowa 

King Eng. Corp., Ann Arbor, Mich. 

Kresno-Stamm Mfg. Co., Palisades Park, 
N. J. 

Krueger Sentry Gauge Co., Inc., Green Bay, 
Wisc. 

Liquidepth Indicators, Inc., Long Island 
City 1;.N:. YZ. 

Liquidivision Gauge & Control Corp., Ocean- 
side, N. Y. 

Liquidometer Corp., The, Long Island City 
, a Y, 

Mar-Coil Heater Co., Union City, N. J. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Newark Controls Co., Bloomfield, N. J. 

Oil Equipment Mfg. Co., New Haven, Conn. 

Petrometer Corp., Long Island City, N. Y. 

Plastic Appliance Co., Philadelphia, Pa. 

Preferred Utilities Mfg. Corp., New York, 
se 

Shand & Jurs, Berkeley 10, Calif. 

Teesdale Co., The R. S., Grand Rapids 3, 
Mich. 

Techniflex Corp., Port Jervis, N. Y. 

Vapor Recovery Systems Co., Compton, 
Calif. 

Wheaton Brass Works, Union, N. J. 


Pressure, Air, Steam 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Crane Co., Chicago 5, Ill. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Dunham-Bush, W. Hartford, Conn. 

Eclipse Fuel Eng. Co., Rockford, Ill. 

Eddington Metal Specialty Co. ,Eddington, 
Pa. 

General Controls Co., Glendale, Calif. 

Marsh Corp., Jas. P., Skokie, IIl. 

Perfex Corp., Milwaukee, Wis. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Rochester Mfg. Co., Inc., Rochester 10, 
N. Y 


Wright-Austin Co., Detroit 7, Mich. 


Pressure, Oil 


Crane Co., Chicago 5, Ill. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Preferred Utilities Mfg. Corp., New York 
Zo, N.Y. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Rochester Mfg. Co., Inc., Rochester 10, 
N. Y. 


Recording 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

General Controls Co., Glendale, Calif. 

Hays Corp., The, Michigan City, Ind. 

Heat-Timer Corp., New York 12, N. Y. 

Liquidometer Corp., Long Island City, N. Y. 

Master Eqpt. Corp., Dayton 1, Ohio 


Sticks, Tank Measuring 


Degree Day Systems, Woodside, N. Y. 
Hasko Utilities Co., New York, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 

Oregon Woodcraft Co., Beaverton, Ore. 
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.... Grilles, Registers 


Quaker City Iron Works, Inc., Philadelphia, 
Pa 


Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 


Tank, Low Level, Switch Equipped 


Defender Instrument & Regulator Co., 
Boody, Ill. 

Liquidometer Corp., The, Long Island City 
p IRE Se, 

Magnetrol, Inc., Chicago 23, Ill. 

Meriam Instrument Co., The, Cleveland, 
Ohio 

Petrometer Corp., Long Island City, N. Y. 

Shand & Jurs Co., Berkeley 10. Calif. 

Techniflex Corp., Port Jervis, N. Y. 


Temperature 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Barber-Colman Co., Rockford, Ill. 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

General Controls Co., Glendale, Calif. 

Marsh Corp., Jas. P., Skokie, Ill. 

Perfex Corp., Milwaukee, Wisc. 

Rochester Mfg. Co., Inc., Rochester 10, 
mS. 

Sarco Co., Ine., New York 1, N. Y. 


Vacuum 


Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Crane Co., Chicago 5, Ill. 

Dunham Co., C. A., Chicago, II. 

Hastings Inst. Co., Hampton, Va. 

Marsh Corp., Jas. P., Skokie, IIl. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Preferred Utilities Mfg. Corp., New York 
23, N.. Y: 

Rochester Mfg. Co., Inc., Rochester 10, 
Mm, 2. 


Grilles, Registers 


Automatic 


Dole Valve Co., Chicago, Ill. 
General Electric Co., Bloomfield, N. J. 
U. S. Register Co., Battle Creek, Mich. 


Baseboard 


A&A Register Co., Cleveland 9, Ohio 

A-J Mfg. Co., Kansas City, Mo. 

Air Control Prod. Inc., Coopersville, Mich. 

Auer Register Co., Cleveland 5, Ohio 

Barber-Colman Co., Rockford, Ill. 

Baseline Mfg. Corp., Minneapolis, Minn. 

Berger Furnace Mfg. Co., Belle Vernon, Pa. 

Bradley Mfg. Works, David, Bradley, IIl. 

Brandes Co., Madison, Wisc. 

Char-Gale Mfg. Co., Anoka, Minn. 

Crest Mfg. Co., Newton, Mass. 

Farquar Co., The, Wilmington, Ohio 

General Automatic Prod. Corp., Baltimore, 
Md. 

General Electric Co., Bloomfield, N. J. 

Gentle-Flo Co., Clifton Heights, Pa. 

Gerwin Ind., Inc., Michigan City, Ind. 

Gross-Aire Mfg. Co., St. Louis 14, Mo. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Heat Controller, Inc.. Manitou Beach, Mich. 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

Independent Register Co., The, Cleveland, 
Ohio 

Kalamazoo Furnace & Appliance Mfg. Co., 
Kalamazoo, Mich. 

Kritzer Radiant Coils, Inc., Chicago, Ill. 

Lennox Industries, Inc., Marshalltown, 
Iowa 

Lima Register Co., Lima, Ohio 

Louvra Corp., The, Union, N. J. 

National Grille & Register Co., Cleveland, 
Ohio 

Premier Furnace Co., Dowagiac, Mich. 

Radair Mfg. Co., Cambridge, Mass. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiant-Ray Radiation, Inc., New Britain, 
Conn. 


Radiation Furnace Corp., Benton 
Mich. Harber, 
Roberts Co., S. R., Marshall, Mich. 
Round Oak Co., Inc. of Indiana, D 
Mich. a 
Smith Co., J. B., Philadelphia, Pa, 
Thermo Base Div., Michigan City, Inq, 
Titus Mfg. Corp., Waterloo, Iowa 
Trico Baseboard Htg. Corp., 
Lakes, N. J. 
U. S. Radiator Corp., Detroit, Mich, 
U. S. Register Co., Battle Creek, Mich, 
Valley Forge Metals Div., Lansdale, Pa. 
Vectaire Mfg. Co., North Tonawanda, Ny. 
Ver-Mar Metal Industries, Inc., Center Line 
Mich. 
Viking Mfg. Corp., Cleveland, Ohio 
York-Shipley Mfg. Co., York, Pa. 


Pompton 


Dampers 


Air Control Prod., Inc., Coopersville, Mich, 

American Fdry. & Furnace Co., Blooming. 
ton, Ill. 

Auer Register Co., Cleveland 5, Ohio 

Barber-Colman Co., Rockford, Til. 

Berger Furnace Corp., Belle Vernon, Pa, 

Char-Gale Mfg. Co., Anoka, Minn. 

Demuth & Sons, Inc., Chas., Mineola, N, Y 

Gerwin Ind., Inc., Michigan City, Ind, 

Hart & Cooley Mfg. Co., Holland, Mich. 

Heat Controller, Inc., Manitou Beach, Mich, 

Independent Register Co., The, Cleveland, 
Ohio 

Ingersoll Conditioned Air Div., Kalamazoo, 
Mich. 

Louvra Corp., The, Union, N. J. 

Premier Furnace Co., Dowagiac, Mich. 

Titus Mfg. Corp., Waterloo, Iowa 

U. S. Register Co., Battle Creek, Mich. 

a Metal Industries, Inc., Center Line, 
Mich. 

Young Regulator Co., Cleveland, Ohio 


Diffusers, Ceiling Type 


A&A Register Co., Cleveland 9, Ohio 

Air Control Prods. Inc., Coopersville, Mich. 

Auer Register Co., Cleveland 5, Ohio 

Barber-Colman Co., Rockford, Ill. 

Berger Furnace Corp., Belle Vernon, Pa. 

Char-Gale Mfg. Co., Anoka, Minn. 

Coleman Co., Inc., Wichita, Kans. 

Conner Eng. Corp., Danbury, Conn. 

Demuth & Sons, Inc., Chas., Mineola, N. Y. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Independent Register Co., The, Cleveland, 
Ohio 

Lima Register Co., Lima, Ohio 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

Pyle-National Co., The, Chicago, Il. 

Round Oak Co., Inc., Dowagiac, Mich. 

Titus Mfg. Corp., Waterloo, Iowa 

U. S. Register Co., Battle Creek, Mich. 


Diffusers, Floor Type 


A&A Register Co., Cleveland, Ohio _ 

Air Control Prod., Inc., Coopersville, Mich. 

Auer Register Co., Cleveland, Ohio 

Coleman Co., Inc., Wichita, Kans. 

Gerwin Industries, Inc., Michigan City, Ind. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Heat Controller, Inc., Manitou Beach, Mich. 

Ingersoll Conditioned Air Div., Kalamaz00, 
Mich. 

Lima Register, Lima, Ohio. 

Titus Mfg. Corp., Waterloo, Iowa 

U. S. Radiator Corp., Detroit, Mich. 

U. S. Register Co., Battle Creek, Mich. 

Vectaire Mfg. Co., Inc., North Tonawanda, 
N.Y. 

Ver-Mar Metal Industries, Inc., Centerline, 
Mich. 


Diffusers, Wall Type 


A&A Register Co., Cleveland 9, Ohio 
A-J Mfg. Co., Kansas City, Mo. Mich 
Air Control Prods. Inc., Coopersville, 
Auer Register Co., Cleveland 5, Ohio 
Barber-Colman Co., Rockford, Il. ra 
Berger, Furnace Corp., Belle Vernon, 
Char-Gale Mfg. Co., Anoka, Minn. 
Coleman Co., Inc., Wichita, po a wi 
Demuth & Sons, Inc., Chas., Mineo a, ». 
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Grilles, Registers 


oeoee 


Genera] Automatic Products Corp., Balti- 
ore, Md. 

anna Electric Co., Bloomfield, N. J. 

Gentle-Flo Co., Clifton Heights, Pa. 

Gerwin Industries, Inc., Michigan City, Ind. 

Grand Island Furnace & Supply Co., Grand 
Island, Nebr. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Independent Register Co., The, Cleveland, 
Ohio 

Ingersoll Conditioned Air Div., Kalamazoo, 


ch, 
a Register Co., Lima, Ohio 
Morrison Steel Prods., Inc., Buffalo, N. Y. 
Mueller Furnace Co., L. J., Milwaukee 15, 
Wise. 
Premier Furnace Co., Dowagiac, Mich. 
Round Oak Co., Inc., Dowagiac, Mich. 
Smith Co., J. B., Philadelphia, Pa. 
Thermo-Base Div., Michigan City, Ind. 
(Baseboard) 
Titus Mfg. Corp., Waterloo, Iowa 
U. 8. Radiator Corp., Detroit, Mich. 
U. S. Register Co., Battle Creek, Mich. 
Vectaire Mfg. Co., Inc., North Tonawanda, 


N. Y. 

Ver-Mar Metal Industries, Inc., Centerline, 
Mich. 

Viking Mfg. Corp., Cleveland, Ohio 


‘Floor 


A&A Register Co., Cleveland 9, Ohio 

A-J Mfg. Co., Kansas City, Mo. 

Air Control Prod., Inc., Coopersville, Mich. 

Alton Mfg. Co., Dallas 2, Texas 

Auer Register Co., Cleveland 5, Ohio 

Barber-Colman Co., Rockford, III. 

Berger Furnace Mfg. Co., Belle Vernon, Pa. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Coleman Co., Inc., Wichita, Kans. 

Gerwin Industries, Inc., Michigan City, Ind. 

Hart & Cooley Mfg. Co., Holland, Mich. 

— Register Co., The, Cleveland, 
Ohio 

— Conditioned Air Div., Kalamazoo, 
Mich, 

Lima Register Co., Lima, Ohio 

Louvra Corp., The, Union, N. J. 

Midco Register Corp., St. Paul 5, Minn. 

5 Furnace Co., L. J., Milwaukee 15, 


sc. 
— Grille & Register Co., Cleveland 4, 
0 
Rock Island Register Co., Rock Island, Ill. 
Round Oak Co., Inc., Dowagiac, Mich. 
Smith Co., J. B., Philadelphia, Pa. 
Titus Mfg. Corp., Waterloo, Iowa 
U.S. Radiator Corp., Detroit, Mich. 
U. 8. Register Co., Battle Creek, Mich. 
be Mfg. Co., Inc., North Tonawanda, 


York-Shipley, Ine., York, Pa. 


Perimeter 


A&A Register Co., Cleveland, Ohio 
pe Control Prods. Inc., Coopersville, Mich. 
oo Co., Cleveland, Ohio 

r Furnace Corp., Belle Vernon, Pa. 
Char-Gale Mfg. Co., Anoka, Minn. 


General Automatic Prod 2 
more, Md. roducts Corp., Balti 


Gentle-Flo Co., Clifton Heights, Pa. 

ae Ind. Inc., Michigan City, Ind. 

; & Cooley Mfg. Co., Holland, Mich. 
— Conditioned Air Div., Kalamazoo, 


mernational Oil Burner Co., St. Louis 10, 


Linden Metal Specialty Co., Anoka, Minn. 
Morro The, Union, N. J. 
Pansy Steel Prods., Inc., Buffalo, N. Y. 
wd Furnace Co., Dowagiac, Mich. 

Titus Mere J. B., Philadelphia, Pa. 
Us oe Corp., Waterloo, Iowa 
Tia gister Co., Battle Creek, Mich. 

N “1g Mfg. Co., Inc., North Tonawanda, 


— Metal Industries, Inc., Center Line, 
York-Shipley, Inc., York, Pa. 


Splitters 


Inc., Chas., Mineola, N. Y. 
U's Regn The, Union, N. J. 
. Ster Co., Battle Creek, Mich. 


Demuth & Sons, 


Wall 


A&A Register Co., Cleveland 9, Ohio 

A-J Mfg. Co., Kansas City, Mo. 

Air Control Prod., Inc., Coopersville, Mich. 
Alton Mfg. Co., Dallas 2, Texas 

Auer Register Co., Cleveland 5, Ohio 


Barber-Colman Co., Rockford, IIl. 

Berger Furnace Corp., Belle Vernon, Pa. 

Bradley Mfg. Works, David, Bradley, IIl. 

Chandler Co., Cedar Rapids, Iowa 

Char-Gale Mfg. Co., Anoka, Minn. 

Coleman Co., Inc., Wichita, Kans. 

Dole Valve Co., Chicago 10, Ill. (Automatic 
type) 

General Electric Co., Bloomfield, N. J. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Independent Register Co., The, Cleveland, 
Ohio 

Ingersoll Conditioned Air Div., Kalamazoo, 
(Mich, 

Kalamazoo Furnace & Appliance Mfg. Co., 
Kalamazoo, Mich. 


Lima Register Co., Lima, Ohio 

Louvra Corp., The, Union, N. J. 

Midco Register Corp., St. Paul 5, Minn. 

Mueller Furnace Co., L. J., Milwaukee 15, 
Wisc. 

National Grille & Register Co., Cleveland 4, 
Ohio 

Radiant-Ray Radiation, Inc., New Britain, 
Conn. 

Rock Island Register Co., Rock Island, Ill. 

Round Oak Co., Inc. of Indiana, Dowagiac, 
Mich. 

Smith Co., J. B., Philadelphia, Pa. 

Titus Mfg. Corp., Waterloo, Iowa 

Tuttle & Bailey, New Britain, Conn. 

U. S. Rad. Corp., Detroit 26, Mich. 

U. S. Register Co., Battle Creek, Mich. 

Vectaire Mfg. Co., Inc., North Tonawanda, 
N. Y. 

Ver-Mar Metal Industries, Inc., Centerline, 
Mich. 


Instruments 


Advertising Thermometers 


Automatic Devices Co., Inc., Western 
Springs, Ill. 

Degree Day Systems, Woodside, N. Y. 

Marsh Corp., Jas. P., Skokie, Ill. 


Air Velocity 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Dewey Gas Furnace Co., Detroit, Mich. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, IIl. 

Hastings Instr. Co., Hampton, Va. 

Illinois Testing Laboratories, Inc., Chicago 


Meriam “Instrument Co., The, Cleveland 2, 
Ohio 


Air Volume 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Hays Corp., The, Michigan City, Ind. 


COz Indicating Portable 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Defender Instrument & Regulator Co., 
Boody, Iil. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, Ill. 

General Power Plant Corp., Ossining, N. Y. 

Hays Corp., The, Michigan City, Ind. 

Preferred Utilities Mfg. Corp., New York 23, 
| > 2 

Thermco Laboratories, Michigan City, Ind. 

Victory Eng. Corp., Union, N. J. 


CO, Indicating, Stationary 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Defender Instrument & Regulator Co., 
Boody, Til. 

Dwyer Mfg. Co., F. W., Chicago 12, Ill. 
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. . . . Instruments 


Preferred Utilities Mfg. Corp., New York 
23, N. Y. 
Thermco Laboratories, Michigan City, Ind. 


COz Recording 


Defender Instrument & Regulator Co., 
Boody, Ill. 

Hays Corp., The, Michigan City, Ind. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Thermo Laboratories, Michigan City, Ind. 

Victory Eng. Corp., Union, N. J. 


Combustion Test Sets, Portable 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Ellison Draft Gage Co., Chicago 6, IIl. 

General Power Plant Corp., Ossining, N. Y. 

Hays Corp., The, Michigan City, Ind. 

Thermco Laboratories, Michigan City, Ind. 

Victory Eng. Corp., Union, N. J. 


Degree-Day Recorder 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Hidy-Brown Revorder Co., Cincinnati, Ohio 

Hidy & Co., Elmo D., Cincinnati, Ohio 

Oakley & Oldfie:d, Kalamazoo, Mich. 


Dial Thermometers 


A-P Controls Corp., Milwaukee, Wisc. 

Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Degree Day Systems, Woodside, N. Y. 

Marsh Corp., Jas. P., Skokie, Ill. 

New York Air Valve Corp., Brooklyn, N. Y. 

Pacific Transducer Corp., Los Angeles 64, 
Calif. 

Preferred Utilities Mfg. Corp., New York 23, 
NY. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Taylor Instrument Co., Rochester 1, N. Y. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Draft Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Chicago 6, Ill. 

General Controls Co., Glendale, Calif. 

General Power Plant Corp., Ossining, N. Y. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Perfex Corp., Milwaukee 7, Wisc. 

Preferred Utilities Mfg. Corp., New York 
23, N.. Y. 

Victory Engineering Corp., Union, N. J. 


Draft Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator Co., 
Boody, Il. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 


Flow Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Bowser, Inc., Ft. Wayne, Ind. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Dwyer Mfg. Co.; F. W., Michigan City, Ind. 

Granberg Corp., Oakland, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

Henzey Co., Watertown, Wisc. 
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. . « « Instruments 


Liquidvision Gauge & Control Corp., Ccean- 
side, N. Y. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Magnetrol, Inc., Chicago 23, Ill. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

OPW Corp., Cincinnati, Ohio 

Republic Flow Meters Co., Chicago 47, Ill. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Smith Corp., A. O., Los Angeles 22, Calif. 


Flow Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Bowser, Inc., Ft. Wayne, Ind. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Granberg Corp., Oakland, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

King Eng. Corp., Ann Arbor, Mich. 

Master Eqpt. Co., Dayton 1, Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Smith Corp., A. O., Los Angeles 22, Calif. 


High-Low Thermometers 


Barber-Colman Co., Rockford, Ill. 

Degree Day Systems, Woodside 77, N. Y. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Simpson Electric Co., Chicago, Ill. 

Taylor Instrument Co., Rochester 1, N. Y. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Humidity Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Barber-Colman Co., Rockford, Ill. 

Friez Instrument Div., Baltimore 4, Md. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Walton Laboratories, Inc., Irvington, N. J. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Humidity Recording 


Barberm-Colman Co., Rockford, Ill. 

Friez Instrument Div., Baltimore 4, Md. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Walton Laboratories, Inc., Irvington, N. J. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Manometers 
Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 
Defender Instrument & Regulator Co., 
Boody, Ill. 


Dietz Co., Henry, Long Island City, N. Y. 

Dwyer Mfg. Co., F. W., Chicago 12, Ill. 

Ellison Draft Gage Co., Chicago 6, Ill. 

Hastings Instr. Co., Inc., Hampton, Va. 

King Eng. Corp., Ann Arbor, Mich. 

Liquidepth Indicators, Inc., Long Island 
City, N. Y. 

Liquidvision Gauge & Control Corp., Ocean- 
side, N. Y. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Petrometer Corp., Long Island City, N. Y. 

bee =? Recovery Systems Co., Compton, 

alif. 


Pocket Thermometers 


Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Degree Day Systems, Woodside, N. Y. 

Marsh Corp., Jas. P., Skokie, Ill. 

Rochester Mfg. Co., Inc., Rochester, N. Y. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Pressure Indicating 


Bacharach Industrial Instrument Co., Pitts- 
burgh, Pa. 

Bailey Meter Co., Cleveland 10, Ohio 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Cooper Co., Clark, Palmyra, N. J. 

Defender Instrument & Regulator Co., 
Boody, Il. 
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Ellison Draft Gage Co., Chicago 6, Ill. 

General Controls Co., Glendale, Calif. 

General Electric Co., Schenectady, N. Y. 

Hastings Instr. Co., Inc., Hampton, Va. 

Marsh Corp., Jas. P., Skokie, IIl. 

Meriam Instrument Co., The, Cleveland 2, 
Ohio 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

New York Air Valve Corp., Brooklyn, N. Y. 

Perfex Corp., Milwaukee 7, Wisc. 

Rochester Mfg. Co., Inc., Rochester 10, N. Y. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Pressure Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, Ill. 

Defender Instrument & Regulator Co., 
Boody, IIl. 

General Controls Co., Glendale, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City 7, Ind. 

Heat-Timer Corp., New York 12, N. Y. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Weston Electrical Instrument Corp., New- 
ark 5; NN. J. 


Pyrometers 


Bailey Meter Co., Cleveland 10, Ohio 

Barber-Colman Co., Rockford, IIl. 

Cleveland Fuel Eqpt. Co., Cleveland 9, Ohio 

Defender Instrument & Regulator Co., 
Boody, Iil. 

Friez Inst. Div., Baltimore, Md. 

General Electric Co., Schenectady, N. Y. 

Illinois Testing Laboratories, Inc., Chicago 
10, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Pacific Transducer Corp., Los Angeles, Cal. 

Simpson Electric Co., Chicago, Ill. 

Weston Electrical Instrument Corp., New- 
ark 5, N. J. 


Room Thermometers 


A-P Controls Corp., Milwaukee, Wisc. 

Automatic Devices Co., Inc., Western 
Springs, Ill. 

Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 

Barber-Colman Co., Rockford, Ill. 

Degree Day Systems, Woodside, N. Y. 

Friez Inst. Div., Baltimore 4, Md. 

Illinois Testing Laboratories, Inc., Chicago, 
tii, 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 

Pacific Transducer Corp., Los Angeles, Cal. 


Temperature Indicating 


Automatic Devices Co., Inc., Western 
Springs, Ill. 

Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 


Bailey Meter Co., Cleveland 10, Ohio 
Barber-Colman Co., Rockford, Ill. 
Clarkstan Corp., Los Angeles 64, Calif. 
Cooper Co., Clark, Palmyra, N. J. 
Defender Instrument & Regulator Co., 
Boody, Ill. 
Friez Inst. Div., Baltimore 4, Md. * 
General Controls Co., Glendale, Calif. 
Hastings Instr. Co., Inc., Hampton, Va. 
Heat-Timer Corp., New York 12, N. Y. 
Illinois Testing Laboratories, Inc., Chicago 
10, Ill. 
Marsh Corp., Jas. P., Skokie, IIl. 
Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 
Pacific Transducer Corp., Los Angeles, Cal. 
Preferred Utilities Mfg. Corp., New York, 
N. Y 


Rochester Mfg. Co., Inc., Rochester, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Simpson Electric Co., Chicago, Tl. 

Thermco Laboratories, Michigan City, Ind. 

Weston Electrical Instrument Corp., New- 
ark 5, N. Jw - 


Temperature Recording 
Bacharach Industrial Instrument Co., Pitts- 
burgh 8, Pa. 
Bailey Meter Co., Cleveland 10, Ohio 


- + + « Insulation 


Barber-Colman Co., Rockford, Ill, . 
Defender Instrument & Regulator ¢ 
Boody, Ill. . 
General Controls Co., Glendale, Calif. 
Hastings Instr. Co., Inc., Hampton, Ya, 
Hays Corp., Michigan City, Ind. 
Heat-Timer Corp., New York 12, N, y, 
Hidy & Co., Elmo P., Cincinnati, Ohio 
Friez Instrument Div., Baltimore 4, yg. 
Minneapolis-Honeywell Regulator Co., Min. 
neapolis 8, Minn. 
Pacific Transducer Corp., Los Angeles, (y] 
Weston Electrical Instrument Corp., New. 
ark 5, N. J. 


Vacuum Indicating 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator (p, 
Boody, Ill. 

Dwyer Mfg. Corp., F. W., Michigan City, 
Ind. 

Ellison Draft Gage Co., Chicago 6, Ill, 

General Controls Co., Glendale, Calif, 

General Electric Co., Schenectady 5, N, y. 

Hastings Instr. Co., Inc., Hampton, Va, 

Marsh Corp., Jas. P., Skokie, Ill. 

Meriam Instrument Co., The, Cleveland 2 
Ohio 

New York Air Valve Corp., Brooklyn, N. Y, 

Rochester Mfg. Co., Inc., Rochester, N, Y, 


Vacuum Recording 


Bailey Meter Co., Cleveland 10, Ohio 

Defender Instrument & Regulator (Co, 
Boody, Ill. 

General Controls Co., Glendale, Calif. 

Hastings Instr. Co., Inc., Hampton, Va. 

Hays Corp., The, Michigan City, Ind. 


Volt-ammeters 


General Electric Co., Schenectady, N, Y, 
Pyramid Instrument Corp., Lynbrook, N. Y. 


Insulation 


Boiler 


Armstrong Cork Co., Lancaster, Pa. 
Babcock & Wilcox Co., New York 17, N. Y. 
Carey Mfg. Co., Philip, Cincinnati, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo, 
Eagle-Picher Co., The, Cincinnati 1, Ohio 
Gem Clay Forming Co., The, Sebring, Ohio 
General Refractories Co., Philadelphia, Pa. 
Grant Wilson, Inc., Chicago 4, Ill. 
Insulating Refractories Co., San Rafael, 
Calif. 
Johns-Manville Corp., New York 16, N. ¥. 
Keeler Co., E., Williamsport, Pa. 
L-O-F Glass Fibers Co., Toledo, Ohio 
Mechanical Steel Tubing Corp., New York, 
N.Y. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cincinnati 3, Ohio 
Oswald Refractories Co., Inc., St. Louis 1, 


Mo. 
Reflectal Corp., Chicago, Ill. ‘ 
Refractory & Insulation Corp., New York 5, 
N. Y. 


Sall Mountain Div., Hamilton, Ohio — 
Union Asbestos & Rubber Co., Bloomingtom 


Til. 
Zonolite Co., Chicago 3, Ill. 


Duct 


Armstrong Cork Co., Lancaster Pa. 
Eagle-Picher Co., The, Cincinnati 1, ny 
General Refractories Co., Philadelphia, 
Grant Wilson, Inc., Chicago 4, Ill. NY 
Insulation Materials Corp., New Yo, 4 
Johns-Manville Corp., New York 16, ». * 
L-O-F Glass Fibers Co., Toledo, Ohio 
Mechanical Steel Tubing Corp., New 
nN; XY; 

Mexico Refractories Co., Mexico, Mo. ft 
Oswald Refractories Co., Inc., St. , 


Mo. 
Reflectal Corp., New York City, N. - 5 
Refractory & Insulation Corp., New 

N. Y. 


Sall Mountain Div., Hamilton, Ohio 
Union Asbestos & Rubber Co., Bloomingi™™ 


Til. 
Zonolite Co., Chicago 3, Ill. 
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_, « Insulation 


Firebox, High Temperature 


strong Cork Co., Lancaster, Pa. 

pabcock & Wilcox Co., New York 17, N. Y. 
Denver Fire Clay Co., The, Denver 17, Colo. 
Eagle-Picher Co., Cincinnati, Ohio 

cem Clay Forming Co., The, Sebring, Ohio 
Grant Wilson, Inc., Chicago, Ill. 

Green Fire Brick Co., A. P., Mexico, Mo. 
Insulating Refractories Co., San Rafael, 


Arm: 





lif. 
sohas- Manville Corp., New York 16 N. ¥. 
Mexico Refractories Co., Mexico, Mo. 
National Fuel Conservation Co., Inc., White 
Plains, N. Y. 
Nock Fire Brick Co., The, Cleveland 3, Ohio 
oswald Refractories Co., Inc., St. Louis, Mo. 
Peterson Co., B. A., Dowagiac, Mich. 
refractory & Insulation Corp., New York 5, 
N 


508. Prods. Co., Inc., Brooklyn 22, N. Y. 
Walsh Refractories Corp., St. Louis 7, Mo. 
qonolite Co., Chicago 3, Il. 


House, Bats 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio 
Eagle-Picher Co., The, Cincinnati 1, Ohio 
Johns-Manville Corp., New York 16, N. Y. 
Mechanical Steel Tubing Corp., New York, 
N, Y. 


House, Blanket 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio 
Johns-Manville Corp., New York 16, N. Y. 
L-O0-F Glass Fibers, Toledo, Ohio 

Mechanical Steel Tubing Corp., New York, 
N. Y. 

Reflectal Corp., New York City, N. Y. 


House, Blown 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio 
Eagle-Picher Co., The, Cincinnati 1, Ohio 
Johns-Manville Corp., New York 16, N. Y. 
Meyer & Sons, Inc., Wm. W., Skokie, Ill. 
Zonolite Co., Chicago 3, Ill. 


House, Reflective 


Carey Mfg. Co., The Philip, Cincinnati, Ohio 
Grant Wilson, Inc., Chicago 4, Til. 

L-0-F Glass Fibers Co., Toledo, Ohio 
— Steel Tubing Corp., New York, 


Reflectal Corp., Chicago, Ill. 


Pipe 


Armstrong Cork Co., Lancaster, Pa. 

Arey Mfg. Co., The Philip, Cincinnati, Ohio 
Eagle-Picher Co., The, Cincinnati 1, Ohio 
stant Wilson, Inc., Chicago 4, Tl. 

‘Nsulation Materials Corp., New York, N. Y. 
Johns-Manville Corp., New York 16, N. Y¥ 
Pes Glass Fibers Co., Toledo, Ohio 
a Refractories Co., Inc., St. Louis, Mo. 
‘eflectal Corp., New York City, 39. Y. 

*all Mountain Div., Hamilton, Ohio 

palan Asbestos & Rubber Co., Chicago, Ill. 
‘Nolite Co,, Chicago 3, Tl. 


Sound 


Armstrong Cork Co.. Lancaster, Pa 

oe Pleher Co., The, Cincinnati 1, Ohio 
ia t Wilson, Inc., Chicago 4, Ill. 

a eanville Corp., New York 16, N. Y. 
ae Fibers Co., Toledo, Ohio 

nedy od & Insulation Corp., Port Ken- 


Zonolite Co., Chicago 3, Ill. 


Tank 

A 
Carey one Cork Co., Lancaster, Pa. 
D&c Aa The Philip, Cincinnati, Ohio 
Pagle Pio pment Co., Hartford, Conn. 
General ord Co., The, Cincinnati 1, Ohio 
Johns-Ma: Tactories Co., Philadelphia, Pa. 

nville Corp., New York, N. Y. 








L-O-F Glass Fibers Co., Toledo, Ohio 


Oswald Refractories Co., Inc., St. Louis, Mo. 


Refiectal Corp., New York City, N. Y. 
Zonolite Co., Chicago 3, Il. 


Wall-Board, Rigid 


Armstrong Cork Co., Lancaster, Pa. 
Carey Mfg. Co., Philip, Cincinnati, Ohio 
Johns-Manville Corp., New York, N. Y. 
Sall Mountain Div., Hamilton, Ohio 


Wall-Board, Semi-Rigid 


Carey Mfg. Co., Philip, Cincinnati, Ohio 
Johns-Manville Corp., New York, N. Y. 


Mirrors 


Flame Inspection 


Barclay, Inc., Robert, Chicago, Ill. 
Delavan Mfg. Co., W. Des Moines, Iowa 
Hago Products, Mountainside, N. J. 
Harsch & Co., H., Maplewood, N. J. 


Monarch Mfg. Works, Inc., Philadelphia, 


Pa. 
Steinen Mfg. Co., Wm., Newark, N. J. 


Motors, Electric 


Damper 


Acro Mfg. Co., Columbus, Ohio 

Barber-Colman Co., Rockford, Ill. 

Crise Controls Div., Columbus, Ohio 

Dayton Elec. Mfg. Co., Chicago, IIl. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Electric Co., Schenectady 5, N. Y. 

Heat-Timer Corp., New York, N. Y. 

Soring Div., Schiller Park, Ill. 

Westinghouse Electric Corp., Pittsburgh, 
Pa. 


Hot Water Circulator 


Bell & Gossett, Morton Grove, IIl. 

Century Electric Co., St. Louis 3, Mo. 

Corly Co., Inc., New York, N. Y. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Delco Prods. Div., Dayton 1, Ohio 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Electric Co., Schenectady 5, N. Y. 

Grainger, Inc., W. W., Chicago 12, Ill. 

Marathon Electric Mfg. Corp., Wausau, 
Wisc. 

Piqua Machine & Mfg. Co., The, Piqua, Ohio 

Redmond Co., Inc., Owosso, Mich. 

Silent Flame Mfg. Co., Inc., New York 72, 
N.Y, 

Westinghouse Electric Corp., Lima, Ohio 


Oilburner 


Bogue Electric Mfg. Co., Paterson, N. J. 

Century Electric Co., St. Louis 3, Mo. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Delco Prods. Div., Dayton 1, Ohio 

Doerr Electric Corp., Cedarburg, Wisc. 

Electric Motor Development Co., Wickliffe, 
Ohio 

Electro Machines, Inc., Cedarburg, Wisc. 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Electric Co., Ft. Wayne, Ind. 

Grainger, Inc., W. W., Chicago 12, Ill. 

HomEase Prods. Div., Inc., Paterson, N. J. 

Hoover Co., Kingston-Colney Div., No. 
Plainfield, N. J. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Marathon Electric Mfg. Corp., Wausau, 
Wise. : 

Marco Industries, Inc., Depew, N. Y. 

Mar-Coil Heater Co., Union City, N. J. 


BWYER'S GUIDE & INDUSTRY DIRECTORY 


Ohio Electric Mfg. Co., Cleveland 4, Ohio 

Packard Electric Div., Warren, Ohio 

Piqua Machine & Mfg. Co., The, Piqua, Ohio 

Small Motors, Inc., Chicago 14, Ill. 

Westinghouse Electric Corp., Lima, Ohio 

Westinghouse Electric Corp., Pittsburgh 30, 
Pa. 


Warm Air Blower 


Century Electric Co., St. Louis 3, Mo. 

Dayton Electric Mfg. Co., Chicago, Ill. 

Delco Appliance Div., Rochester, N. Y. 

Delco Prods. Div., Dayton 1, Ohio 

Doerr Electric Corp., Cedarburg, Wisc. 

Emerson Electric Mfg. Co., The, St. Louis 
21, Mo. 

Fasco Industries, Inc., Rochester 2, N. Y. 

General Electric Co., Schenectady 5, N. Y. 

Grainger, Inc., W. W., Chicago 12, Ill. 

Hoover Co., No. Plainfield, N. J. 

Iron Fireman Electronics Div., Portland, 
Ore. 

Iron Fireman Mfg. Co., Cleveland, Ohio 

Marathon Electric Mfg. Corp., Wausau, 
Wisc. 

Marco Industries, Inc., Womelsdorf, Penna. 

Ohio Electric Mfg. Co., Maple Hts., Ohio 

Packard Electric Div., Warren, Ohio 

Redmond Co., Inc., Owosso, Mich. 

Small Motors, Inc., Chicago 14, IIl. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Soreng Div., Schiller Park, Ill. 

Universal Electric Co., Owosso, Mich. 

Westinghouse Electric Corp., Pittsburgh, 
Pa. 


Nozzles 


Atomizing Heavy Oil 
Delavan Mfg. Co., W. Des Moines, Iowa 
Eclipse Fuel Eng. Co., Rockford, Ill. 
Eddington Metal Specialty Co., Eddington, 
Pa. 
Faber Eng. Co., Inec., Philadelphia, Pa. 
Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 
Hammel Oil Burning Eqpt. Co., Providence, 
eo 
Harsh & Co., H., Maplewood, N. J. 
Leahy Mfg. Co., Los Angeles 21, Calif. 
Monarch Mfg. Works, Inc., Philadelphia 34, 


Pa. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Sussex Nozzle Co., Morristown, N. J. 


Atomizing Light Oil 

Balloffet Nozzle Co., Inc., Guttenberg, N. J. 

Boston Machine Works Co., Lynn, Mass. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Hago Prods., Mountainside, N. J. 

Harsch & Co., H., Maplewood, N. J. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Huss Oil Burner Accessories Corp., The, 
Bantam, Conn. 

Kopp Nozzle, Maplewood, N. J. 

Leahy Mfg. Co., Los Angeles, Calif. 

Monarch Mfg. Works, Inc., Philadelphia 34, 
Pa. 

Oil Eqpt. Laboratories, Inc., Elizabeth 4, 
N. J 


Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Steinen Mfg. Co., Wm., Newark 5, N. J. 

Sussex Nozzle Co., Morristown, N. J. 

Ultra Metal Utilities Corp., Long Island 
City 2,..N,. ¥. 


Atomizing Water 


Delavan Mfg. Co., W. Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. : 

Harsch & Co., H. Maplewood, N. J. 

Huss Oil Burner Accessories Corp., The, 
Bantam, Conn. 

Monarch Mfg. Works, Inc., Philadelphia 3, 
Pa. 

Rega Mfg. Co.. Rochester 20, N. Y. 

Steinen Mfg. Co., Wm., Newark 5, N. J. 

Weatherhead Co., The, Cleveland 8, Ohio 
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Extractors 
Boston Machine Works Co., Lynn, Mass. 


Oil Delivery 


Allied Tank Truck Equipment Co., Phila- 
delphia 3, Pa. 

Ardmore Prods., Chicago, Ill. 

Bowser, Inc., Ft. Wayne, Ind. 

Buckeye Iron & Brass Works, Dayton, O. 

Carlyle Rubber Co., Inc., New York, N. Y. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Goodall Rubber Co., Trenton 4, N. J. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Mechanical Prods. Co., Seattle 4, Wash. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Sharpsville Steel Fabricators, Sharpsville, 
Pa. 

Universal Valve Co., Elizabeth, N. J. 

Wheaton Brass Works, Union, N. J. 


Service Kits 


Barclay, Inc., Robert, Chicago, III. 

Boston Machine Works Co., Lynn, Mass. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Hago Prods., Mountainside, N. J. 

Harsch & Co., H., Maplewood, N. J. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Kingsley Mfg. Co., Inc., New Haven, Conn. 

Steinen Mfg. Co., Wm., Newark 5, N. J. 


Oil Delivery 


Automatic Systems 


Bowser, Inc., Ft. Wayne, Ind. 

Bressler Eng. Service, Oregon, IIl. 

Degree Day Systems, Woodside, N. Y. 
Hidy-Brown Recorder Co., Cincinnati, Ohio 
Hidy & Co., Elmo D., Cincinnati, Ohio 
Isaacs, Max, Brooklyn, N, Y. 
Kol-Master Corp., Oregon, II. 
Measurement Methods Co., Evanston, IIl. 
Scully Signal Co., Melrose, Mass. 


Emergency Valves 


Automatic Switch Co., Orange, N. J. 

Betts Machine Co., Warren, Pa. 

Buckeye Iron & Brass Works, Dayton, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Morrison Bros. Co., Dubuque, Iowa 

OPW Corp., Cincinnati, Ohio 

Philadelphia Valve Co., Philadelphia, Pa. 

Quaker City Iron Works, Inc., Philadelphia, 
Pa. 

Wheaton Brass Works, Union, N. J. 


Flexible Shaft Drives 
Stow Mfg. Co.. Binghamton, N. Y. 


Hose 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 
Bowser, Inc., Ft. Wayne, Ind. 
Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 
Carlyle Rubber Co., Inc., New York 7, N. Y. 
Electric Hose & Rubber, Wilmington 99, 
Del. 
Erie Meter Systems, Erie 6, Pa. 
Gasoline & Oil Eqpt. Co., New Haven, 
Conn. 
Goodall Rubber Co., Trenton 4, N. J. 
Goodrich Co., B. F., Akron, Ohio 
Goodyear Tire & Rubber Co., Akron, Ohio 
se Rubber Mfg. Corp., Trenton 3, 
Hewitt-Robins, Inc., Stamford, Conn. 
ee Metal Hose Co., Cleveland 3, 
ts) 
Metal Hose & Tubing Co., Dover, N. J. 
Moore & Kling, Inc., Boston 10, Mass. 
eee Metal Hose, Inc., New Rochelle, 
Quaker Rubber Corp., Philadelphia 24, Pa. 
— Tank & Mfg. Inc., Owensboro, 
y. 
Thermoid Co., Trenton, N. J. 
U. S. Rubber Co., New York 20, N. Y. 
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Hose Line Couplings 


Buckeye Iron & Brass Works, Dayton, O. 

Carlyle Rubber Co., Inc., New York 7, N. Y. 

Ever-Tite Coupling Co., Inc., New York 19, 
N.Y, 

Goodall Rubber Co., Trenton, N. J. 

Hamilton Rubber Mfg. Corp., Trenton 3, 
Nod. 

Hewitt-Robins, Inc., Stamford, Conn. 

Mead Cornell & Co., Cleveland 7, Ohio 

OPW Corp., Cincinnati, Ohio 

Packless Metal Hose, Inc., New Rochelle, 
N. Y. 

Scovill Mfg. Co., Waterbury, Conn. 

Universal Valve Co., Elizabeth, N. J. 

Wheaton Brass Works, Union, N. J. 


Hose Nozzles 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

Bowser, Inc., Ft. Wayne, Ind. 

Buckeye Iron & Brass Works, Dayton, O. 

Carlyle Rubber Co., Inc., New York 17, N. Y. 

Erie Meter Systems, Inc., Erie 6, Pa. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Goodall Rubber Co., Trenton 4, N. J. 

Hall Equipment Co., Quincy, Mass. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros, Dubuque, Iowa 

OPW Corp., Cincinnati, Ohio 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Scully Signal Co., Melrose, Mass. (Spouts) 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Universal Valve Co., Elizabeth, N. J. 

Wheaton Brass Works, Union, N. J. 


Hose Reels, Hand 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

American Steel Works, Kansas City, Mo. 

Ardmore Prods. Div., Chicago 12, Ill. 

Bowser, Inc., Ft. Wayne, Ind. 

Brown Steel Tank Co., Minneapolis, Minn. 

Columbian Steel Tank Co., Kansas City 3, 
Mo. 

Erie Meter Systems, Inc., Erie 6, Pa. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Goodall Rubber Co., Trenton, N. J. 

Hannay & Son, Inc., Clifford B., Westerlo, 
WN. Z. 

Moore & Kling, Inc., Boston, Mass. 

Owosso Tank Co., Owosso, Mich. 

Peerless Trailer & Truck Service, Inc., Port- 
land, Ore. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Progress Mfg. Co., Inc., Arthur, IIl. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 


Hose Reels, Power 


Allied Tank Truck Eqpt. Co., Philadelphia 
34, Pa. 

American Steel Works, Kansas City, Mo. 

Ardmore Prods. Div., Chicago 12, Ill. 

Boston Steel & Mfg. Co., Malden, Mass. 

Bowser, Inc., Ft. Wayne, Ind. 

Brown Steel Tank Co., Minneapolis, Minn. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Erie Meter Systems, Inc., Erie 6, Pa. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Hall Equipment Co., Quincy, Mass. 

Hannay & Son, Inc., Clifford B., Westerlo, 
NX. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque, Iowa 

Owosso Tank Co., Owosso, Mich. 

Peerless Trailer & Truck Service, Inc., Port- 
land, Ore. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Power Reels, Inc., Buffalo 22, N. Y. 

Progress Mfg. Co., Inc., Arthur, IIl. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 


Ky. 
Wishman Co., R. H., Buffalo 9, N. Y. 








Joints, Swing 


Barco Mfg. Co., Barrington. I 
Ball) (Swivel g 
Buckeye Iron & Brass Works, Dayton, ¢ 
Central Brass Mfg. Co., Cleveland 27, Ohi, 
McDonald Mfg. Co., A. Y., Dubuque oy, 
Milwaukee Valve Co., Milwaukee, Wise _ 
Moore & Kling, Inc., Boston, Mass. 
Morrison Bros. Co., Dubuque, Iowa 
OPW Corp., Cincinnati, Ohio 
Quaker City Iron Works, Inc., Philadelphis 
Pa. 
Wheaton Brass Works, Union, N, J. 


Loaders, Tank Truck 


Buckeye Iron & Brass Works, Dayton, 9 

Butler Mfg. Co., Kansas City, Mo, 

McDonald Mfg. Co., A. Y., Dubuque, Jow, 

Moore & Kling, Inc., Boston, Mass, 

OPW Corp., Cincinnati, Ohio 

Oil Equipment Mfg. Co., Inc., Louisyilie 
Ky. 

Wheaton Brass Works, Union, N. J. 


Loading Rack Equipment 


Buckeye Iron & Brass Works, Dayton, 0 
Butler Mfg. Co., Kansas City, Mo. 
Granberg Corp., Oakland, Calif, 
McDonald Mfg. Co., A. Y., Dubuque, Iows 
Milwaukee Valve Co., Milwaukee, Wisc 
Moore & Kling, Inc., Boston, Mass. 
Morrison Bros. Co., Dubuque, Iowa 
OPW Corp., Cincinnati, Ohio 

Oil Equipment Mfg. Co., Inc., Louisvil 


Ky. 
Wheaton Brass Works, Union, N. J. 


Manifold Valves 


Betts Machine Co., Warren, Pa. 
Buckeye Iron & Brass Works, Dayton, 0 
Central Brass Mfg. Co., Cleveland, Ohio 
McDonald Mfg. Co., A. Y., Dubuque, low 
Milwaukee Valve Co., Milwaukee, Wise. 
Morrison Bros. Co., Dubuque, Iowa 
OPW Corp., Cincinnati, Ohio 
Petrometer Corp., Long Island City, N. Y 
Philadelphia Valve Co., Philadelphia, Pa. 
Quaker City Iron Works, Inc., Philadelphia 


Pa, 
Wheaton Brass Works, Union, N. J. 


Meters 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

Bowser, Inc., Ft. Wayne, Ind. 

Ralph N. Brodie Co., Inc., San Leandro 
Calif. 

Columbian Steel Tank Co., Kansas City, Mo 

Gasoline & Oil Eqpt. Co., New Haven, Conn 

Gould Oil Burner Co., Boston, Mass. 

Granberg Corp., Oakland, Calif. 

Hall Equipment Co., Quincy, Mass. 

Moore & Kling, Inc., Boston, Mass. 

Neptune Meter Co., New York 20, N. ¥. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Smith Corp., A. O., Los Angeles 22, Calif ; 

Southern Tank & Mfg., Inc., Owensboro 
Ky. 

Tokheim Corp., Ft. Wayne, Ind. 


Motor Control at Nozzle 


Olson Throttle Co., Raynham, _— : 
Scully Signal Co., Cambridge 4, Mass. 


Power Take-Ofts 


‘ hia 

Allied Tank Truck Eqpt. Co., Philadelp!4 

30, Pa. ite 
American Steel Works, Kansas City, ’ 
Bowser, Inc., Ft. Wayne, Ind. 
Chelsea Prods., Inc., Chelsea, ween ¥ 
Columbian Steel Tank Co., Kansas C ~ 
Gasoline & Oil Eqpt. Co., New Hawes 
Quaker City Iron Works, Inc., Phila 

34, Pa. hia, Pa 
Philadelphia Valve Co., Philadelph! asber® 
Southern Tank & Mfg., Inc., Owe 

Ky. - y 
Stow Mfg. Co., Binghamton, N. Y. 


FUELOIL & OIL HEAT, MAY '#! 





















Ols 
Seu 


Eatoy 
True] 


Prow 


Powe 
(Hy 
Quake 
Pa. 


Auto 
Chevr 
Decke 


Ford | 
G.M.C 

Mic) 
Mack | 
Reo ¥ 
White 


4K 
Atlas 








Swivel g 





yton, 0 

L 27, Ohio 

Jue, low, 
Wisc. 

Ss. 

wa 


ladelphia 
J, 


yton, 0 

, 

que, Towa 
S, 


Louisville 


J. 


yton, 0 
). 


que, Iowa 
, Wise 
Ss, 

va 
Louisvil 


i F 


ryton, 0 
id, Ohio 
ique, Iowa 
2, Wisc. 
wa 

‘ity, N. Y 
phia, Pa. 
\iladelphia 


1. J. 


hiladelphia 


n Leandro 
is City, Mo 
aven, Conn 
Mass. 
ASS. 

ASS. 

0, N. Y. 
Pa. 

22, Calif 
Owensbor 


[ass. 
- Mass. 


rpiladelphié 


City, 


ven, Con 
>piladelpi 


Iphia, Pa. 
Owensbor" 


aS 


pay 191 











Oil Delivery 


Quick Couplings 


Buckeye Iron & Brass Works, Dayton. O. 

Ever-Tite Coupling Co., Inc., New York, 
ae 

deat Equip. Co., New Haven, Conn. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

yYorrison Bros. Co., Dubuque, Iowa 

OPW Corp., Cincinnati, Ohio 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Plastic Appliance Co., Philadelphia, Pa. 

Quaker City Iron Works, Inc., Philadelphia, 


Pa. 
Scully Signal Co., Melrose, Mass. 
Wheaton Brass Works, Union, N. J. 


Separators, Water 


Warner Lewis Co., Tulsa, Okla. 


Throttle Control 


Olson Throttle Control, Raynham, Mass. 
Scully Signal Co., Melrose, Mass. 


Ticket Printers 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

Bowser, Inc., Ft. Wayne, Ind. 

Ralph N. Brodie Co., Inc., San Leandro, 
Calif. 

Erie Meter Systems, Inc., Erie, Pa. 

Granberg Corp., Oakland Calif. 

Hall Equipment Co., Quincy, Mass. 

Moore & Kling, Inc., Boston, Mass. 

Neptune Meter Co., New York 20, N. Y. 

Smith Corp., A. O., Los Angeles 22, Calif. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 


Tight Connections 


a Truck Eqpt. Co., Philadelphia 
) Pa. 

Buckeye Iron & Brass Works, Dayton, O. 
— Coupling Co., Inc., New York, 


Gasollair Eqpt. Co., New Haven, Conn. 
Moore & Kling, Boston, Mass. 

OPW Corp., Cincinnati, Ohio 

Philadelphia City Iron Works, Inc., Phila- 

delphia 34, Pa. 
Plastic Appliance Co., Philadelphia, Pa. 
beg City Iron Works, Inc., Philadelphia 
, Pa, 


Seully Signal Co., Melrose, Mass. 
—7 Tank & Mfg., Inc., Owensboro, 
y. 


Truck Axles 
Eaton Mfg. Co., Cleveland 10, Ohio 
Trucksteil Co., The, Cleveland, Ohio 
Truck Bodies 
“town Steel Tank Co., Minneapolis, Minn. 


Truck Brakes 


Power Equipment Co., Kansas City, Mo. 
} (Hydraulic & Emergency) 
— City Iron Works, Inc., Philadelphia, 


Truck Chassis 


Pesta Co., Ardmore, Pa. 
-Hevrolet Motor Div., Detroit 2, Mich. 
ker Bros,, Hawthorne, N. J. 

pe agg Detroit 31, Mich. 
ame lv., Dearborn, Mich. 

Mic, Truck & Coach Div., Pontiac 11, 
_ Motor Truck Corp., New York EN; Y, 
White otors, Inc., Lansing, Mich. 

Motor Co., Cleveland 1, Ohio 


Truck Tanks 
All 
prank Truck Eqpt. Co., Philadelphia 


Amer 
i ' liga Works of Kansas, Wichita 
“ins Metal Products, Inc., Berlin, Conn. 


Bilings, Ine., Bronx 59, N. Y. 

Boston Steel & Mfg. Co., Malden, Mass. 

Brown Steel Tank Co., Minneapolis 14, 
Minn. 

Butler Mfg. Co., Kansas City 26, Mo. 

a Steel Tank Co., Kansas City 1, 

O. 

D. & C. Eqpt. Co., Hartford 1, Conn. 

Decker Bros., Hawthorne, N. J. 

Farrell Mfg. Co., Joliet, Il. 

Fruehauf Trailer Co., Detroit 32, Mich. 

Gary Carolina Co., Rocky Mount, N. C. 

Gasoline & Oil Eqpt. Co., New Haven, Conn. 

Hall Equipment Co., Quincy, Mass. 

Heil Co., The, Milwaukee 1, Wisc. 

— Furnace & Tank Corp., Perry, 

i A 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Peerless Trailer & Truck Service, Inc., Port- 
land 14, Ore. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Progress Mfg. Co., Inc., Arthur, Il. 

Quaker City Iron Works, Inc., Philadelphia 
34, Pa. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg. Co., Owensboro, Ky. 

Trailmobile Co., Cincinnati, Ohio 

Triangle Tank Div., Inc., Brooklyn 22, N. Y. 


Paint 


Touch Up 


Champion Bronze Powder & Paint Co., Chi- 
cago 12, Ill. 

Minit Spray Corp., Chicago 54, IIl. 

Sheffield Bronze Paint Corp., Cleveland 9, 
Ohio 


Pipe & Fittings 
Aluminum 


American Brass Co., Waterbury 20, Conn. 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Ever-Tite Coupling Co., Inc., New York 19, 
N.Y. 

Leggitt Co., S. H., Marshall, Mich. 

OPW Corp., Cincinnati, Ohio 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
N. Y , 


Specialty Sheet Metal Mfg. Co., Chicago, Ill. 
Universal Brass Corp., Arlington, N. J. 
Viking Mfg. Corp., Cleveland, Ohio 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Wolverine Tube Div., Detroit 26, Mich. 


Brass 


American Brass Co., Waterbury 20, Conn. 

Anderson Brass Co., Detroit, Mich. 

Best Brass Co., Marshall, Mich. 

Buckeye Iron & Brass Works, Dayton 1, 
Ohio 

Burn-Rite Products Co., Yonkers, N. Y. 

Capitol Mfg. & Supply Co., The, Columbus, 
Ohio 

Carlton Suppy Co., Hartford, Conn. 

Chase Brass & Copper Co., Waterbury 20, 
Conn. 

Couplings Co., Chicago, Ill. 

Crane Co., Chicago 40, Ill. 

Ever-Tite Couplings Co., Inc., New York, 
N.Y. 

Grinnell Co., Ine., Providence 1, R. I. 

Imperial Brass Mfg. Co., Chicago, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Detroit 16, Mich. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Madden Brass Products Co., Aurora, Ill. 

OPW Corp., Cincinnati, Ohio 
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. ... Pipe, Fittings 


Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prods. Co., Cleveland, 
Ohio 

= Copper & Brass, Inc., New York, 


Scovill Mfg. Co., Waterbury, Conn. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Taco Heaters, Inc., Cranston, R. I. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

Wayne Brass Co., Inc., Ft. Wayne. Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 

West Orange, Brass Co., Orange, N. J. 

Wolverine Tube Div., Detroit 26, Mich. 


Cast Iron 


Burn-Rite Products Co., Yonkers, N. Y. 

Crane Co., Chicago 5, Ill. 

Grinnell Co., Inc., Providence 1, R. I. 

Mel Gauge Co., E. Haven, Conn. 

OPW Corp., Cincinnati, Ohio 

O’Halloran Industries, Detroit, Mich. 

Taco Heaters, Inc., Cranston, R. I. 

Triplex Heating Specialties Co., Inc., Peru, 
Ind. 


Copper Tube, Flexible 


American Brass Co., Waterbury 20, Conn. 

Chase Brass & Copper Co., Inc., Waterbury 
20, Conn. 

Couplings Co., Chicago 16, Il. 

Crane Co., Chicago, Il. 

Grinnell Co., Ine., Providence 1, R. I. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Johnson Metal Hose, Inc., Waterbury, 
Conn. 

Leggitt Co., S. H., Marshall, Mich. 

Madden Brass Products Co.. Aurora. Ill. 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
N. ¥ 


Wayne Brass Co., Inc., Ft. Wayne, Ind. 


Copper Tube, Rigid 


American Brass Co., Waterbury 20, Conn. 
Chase Brass & Copper Co., Waterbury 20, 
Conn. 
Grinnell Co., Inc., Providence 1, R. I. 
Guardian Prod. Corp., Michigan City, Ind. 
Imperial Brass Mfg. Co., The, Chicago, Tl. 
Leggitt Co., S. H., Marshall, Mich. 
Reading Tube Corp., New York 1, N. Y. 


_ Reliance Tubular Prod. Co., Cleveland 8, 


Ohio 
Revere Copper & Brass, Inc., New York 17, 
iM: F 


Scovill Mfg. Co., Waterbury, Conn. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co.. The, Cleveland 8, Ohio 
Wolverine Tube Div., Detroit 26, Mich. 


Covering 


Armstrong Cork Co., Lancaster, Pa. 

Carey Mfg. Co., The Philip, Cincinnati, Ohio 
Grant Wilson, Inc., Chicago, Ill. 
Johns-Manville Corp., New York 16, N. Y. 
Sall Mountain Div., Hamilton, O. 

Union Asbestos & Rubber Co., Chicago, Il. 


Insulation 


Armstrong Cork Co., Lancaster, Pa. 
Carey Mfg. Co., The Philip, Cincinnati, Ohio 
Carlyle Rubber Co., Inc., New York 7, N. Y. 
Corbman Bros. Co., Inc., Philadelphia, Pa. 
Grant Wilson, Inc., Chicago, Til. 
Johns-Manville Corp., New York 16, N. Y. 
L-O-F Glass Fibers Co., Toledo, Ohio 
Refractory & Insulation Corp., New York 5, 
WY. 


Sall Mountain Co., Hamilton, Ohio 
Union Asbestos & Rubber Co., Chicago, Tll. 
Zonolite Co., Chicago 3, Ill. 


Joint Compound 


Buckeye Iron & Brass Works, Dayton, O. 
Carey Mfg. Co., The Philip, Cincinnati, Ohio 
Crane Co., Chicago 40, Ill. 

Crane Packing Co., Chicago 13, Ill. 
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Grinnell Co., Inc., Providence 1, R. I. 

Hercules Chemical Co., Inc., New York 13, 
a 

Johns-Manville Corp., New York 16, N. Y. 

Key Co., E. St. Louis, Mo. 

Lake Chemical Co., Chicago 12, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

McDonald Mfg. Co., A. Y., Dubuque, Ia. 

Radiator Specialty Co., Charlotte, N. C. 

Rector Well Eqpt. Co., Inc., Houston 2, 
Texas 

S.O.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Weatherhead Co., The, Cleveland 8, Ohio 


Plastic 


Dow Chemical Co., Midland, Mich. 

Goodrich Co., B. F., Akron, Ohio 

Hamilton Rubber Mfg. Corp., Trenton 3, 
N, J. 

Imperial Brass Mfg. Co., The, Chicago 7, 
Ill. 


Steel 


Babcock & Wilcox Co., The, New York 17, 
a 

Beall Pipe & Tank Corp., Portland 3, Ore. 

Capitol Mfg. & Supply Co., Columbus, Ohio 

Crane Co., Chicago 40, Ill. 

Crucible Steel Co. of America, Pittsburgh, 
Pa. 

Excelsior Steel Furnace Co., The, Chicago 
6, Ill. 

Grinnell Co., Inc., Providence 1, R. I. 

O’Halloran Inds., Detroit 4, Mich. 

Trent Tube Co., East Troy, Wisc. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 

Wolverine Tube Div., Detroit 26, Mich. 


Wrought Iron 


Grinnell Co., Inc.. Providence 1, R. I. 
Skinner Co., M. B., South Bend, Ind. 


Preheaters, Oil 
Electric 


Ace Eng. Co., Chicago 8, IIl. 

Anthony Co., Long Island City 1, N. Y. 

Billow Corp., Chicago 6, III. 

Brown Fintube Corp.. Elyria, Ohio 

Electro-Therm, Inc., Silver Spring, Md. 

Falcon Eqpt. Co., New Brighton, Pa. 

Fluid Systems, Inc., New Haven, Conn. 

Gabriel Boiler & Fabrication Co., Portland 
9, Ore. 

Hauck Mfg. Co., Brooklyn, N. Y. 

Hayden Heater Co., Inc., Easton, Md. 

Industrial Eng. & Equip Co., Inc., St. Louis, 
Mo. 

Instrument Laboratory, Inc., Seattle, Wash. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Preferred Utilities Mfg. Corp., New York, 


a 
Simplex Oil Htg. Corp., Philadelphia 11, Pa. 
Sternaman Oil & Supply Co., Chicago, Il. 
Todd Shipyards Corp., Elmhurst, N. Y. 
Trent, Inc., Philadelphia 27, Pa. 
Vulcan Electric Co., Danvers, Mass. 
Wells Mfg. Co., San Francisco 3, Calif. 
Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 
Wiegand Co., Edwin L., Pittsburgh 8, Pa. 
Woolley Co., E. L., Pawtucket, R. I. 


Gas Fired 


Brown Fintube Co., Elyria, Ohio 

Davis Eng. Corp., Elizabeth, N. J. 
Northern Fuel Control, Minneapolis, Minn. 
Water Tube Boiler & Tank Co., Chicago, III. 


Hot Water (Under the Water Line) 


Alstrom Corp., New York 60, N. Y. 
American District Steam Div., N. Tona- 
wanda, N. Y. 
American Tube Prods. Inc., Natick, R. I. 
Anthony Co., Long Island City 1, N. Y. 
Bell & Gossett Co., Morton Grove, Ill. 
Bernstrom, Inc., C. R., Providence, R. I. 
— Oil Burner Co., Minneapolis, 
nn. 
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. ... Preheaters 


Crotty Mfg. Co., Flushing, N. Y. (Water 
Wall) 

Davis Eng. Corp., Elizabeth, N. J. 

General Fittings Co., E. Greenwich, R. I. 

Hammel Oil Burning Eqpt. Co., Providence, 
ee 

Kam Water Heater Mfg. Co., Inc., Brook- 
Lym, DN. 2. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Lady Heaters, Inc., New York, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Northern Fuel Control, Minneapolis, Minn. 

Rempe Co., Chicago 12, Ill. 

Richmond Eng. Co., Inc., Richmond, Va. 

Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Superior Combustion Industries, Inc., New 
Zork, NN. X. 

Thrush & Co., H. A., Peru, Ind. 

Water Tube Boiler & Tank Co., Chicago, Ill. 

Westinghouse Industrial Heating Dept., 
Meadville, Pa. 

Yula Water Heaters, Inc., New York, N. Y. 


Jacketed Pipe & Fittings 
Parks-Cramer Co., Fitchburg, Mass. 


Non-Contaminating 


Alstrom Corp., New York 60, N. Y. 

Crotty Mfg. Corp., Flushing, N. Y. 

Davis Eng. Corp., Elizabeth, N. J. 

Kam Water Heater Mfg. Co., Inc., Brook- 
ign, N.Y. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, MM: YZ. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Reliable Products Mfg. Co., Brooklyn, N. Y. 

Water Tube Boiler & Tank Co., Chicago. 

Yula Water Heaters, Inc., New York, N. Y. 


Pipeline Resistance 


Electric Pipe Line, Inc., Jersey City, N. J. 

Falcon Eqpt. Co.. New Brighton. Pa. 

Fluid Systems, Inec., New Haven, Conn. 
(electrical impedance) 

Preferred Utilities Mfg. Corp., New York, 
N.Y: 

Wiegand Co., Edwin L., Pittsburgh, Pa. 


Steam, High Pressure 


Alstrom Corp., New York 60, N. Y. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

Anthony Co., Long Island City 1, N. Y. 

Bell & Gossett Co., Morton Grove, III. 

Bernstrom, Inc., C. R., Providence, R. I. 

Biggs Boiler Works Co., Akron, Ohio 

Billow Corp., Chicago 6, IIl. 

Davis Eng. Corp., Elizabeth, N. J. 

Fano-Flame Oil Burner Co., Huntington 
Park, Calif. 

Gabriel Boiler Co., Portland, Ore. 

Hammel Oil Burning Eqpt. Co., Providence, 
m3: 

Hauck Mfg. Co., Brooklyn, N. Y. 

Johnson Corp., The, Three Rivers, Mich. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Lientz & Co., B. P., Kansas City, Mo. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Nat’! Airoil Burner Co., Philadelphia, Pa. 

Norman Chemical Co., St. Paul, Minn. 

Northern Fuel Control, Minneapoils, Minn. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Preferred Utilities Mfg. Corp., New York 
Ne: 

Rempe Co., Chicago 12, Ill. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md 


Simplex Oil Htg. Corp., Philadelphia 11, Pa. 

Staples & Pfeiffer, San Francisco, Calif. 

Stout & Sons, David, St. Louis, Mo. 

Superior Combustion Industries, Inc., New 
York, N. Y. 

Water Tube Boiler & Tank Co., Chicago, IIl. 

Yula Water Heaters, Inc.New York, N, Y. 


Steam, Low Pressure 


Alstrom Corp., New York 60, N. Y. 
American District Steam Div., N. Tona- 
wanda, N. Y. 
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Anthony Co., Long Isiand City 1, n Y 

Bell & Gossett Co., Morton Grove, Ti]. ” 

Bernstrom, Inc., C. R., Providence, R I 

Brown Fintube Co., Elyria, Ohio 

Davis a ge Elizabeth, N. J 

Fano-Flame Burner Co., ti 
Park, Calif. Huntington 

Gabriel Boiler Co., Portland, Ore. 

Hammel Oil Burning Eqpt. Co., Proy 
ae 

Johnson Corp., The, Three Rivers, Mich 

Kam Water Heater Mfg. Co., Inc., Brook. 
lyn, N.Y. 

Lancaster Heat Transfer Co., Inc., Brook. 
lyn, I. &. 

Lientz & Co., B. P., Kansas City 42, Mo, 

Manning & Lewis Eng. Co., Newark 4, N.J 

Nat'l Airoil Buraer Co., Philadelphia, P, 

Northern Fuel Control, Minneapolis, Minn 

Patterson-Kelley Co., Inc., The, E. Strouds. 
burg, Pa. 

Preferred Utilities Mfg. Corp., New Yor, 
ee 

Rempe Co., Chicago 12, Ill. 

Renneburg & Sons Co., Edw., Baltimore 
Md. 

Simplex Oil Htg. Corp., Philadelphia 11, pa, 

Staples & Pfeiffer, San Francisco 7, Calif 

Superior Combustion Industries, Inc., New 
York, N. Y. 

Thrush & Co., H. A., Peru, Indiana 

Water Tube Boiler & Tank Co., Chicago, Ill 

York-Shipley Mfg. Co., York, Pa. 

Yula Water Heaters, Inc., New York, N. ¥ 


idence 


Printed Forms 


Billheads 


Bradford Price Book, Quincy 69, Mass. 
Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 
Isaacs, Max, Brooklyn, N. Y, 
Standard Register Co., The, Dayton 1, Ohio 


Budget Payment Envelopes 


Cromwell Printery, Inc., Albany, N. Y. 
Wassel Organization, Inc., Westport, Conn. 


Decalcomanias 


Crane Co., Chicago 5, IIl. 

Degree Day Systems, Woodside, N. Y. 

Hold-Tite Valve Mfg. Co., Brooklyn % 
1 ee 

Thatcher Furnace Co., Garwood, N. J. 

Williamson Heater Co., The, Cincinnati ? 
Ohio 


Degree-Day Cards 


Degree Day Systems, Woodside, N. Y. 
Hidy & Co., Elmo D., Cincinnati, 0. 
Isaacs, Max, Brooklyn, N. Y. 
Kol-Master Corp., Oregon, IIl. 
Measurement Methods Co., Evanston, Ill. 
Remington-Rand Div., New York, N. ¥. 


Degree-Day Indexes 


Degree Day Systems, Woodside, N. p 
Isaacs, Max, Brooklyn, N. Y. ' 
Measurement Methods Co., Evanston, Ill. 


Delivery Tickets 


Cromwell Printery, Inc., Albany, N. ¥. 
Degree Day Systems, Woodside, N. ee 
Hano Co.. Ine.. Philip. New York 1, N. f. 
Isaacs, Max, Brooklyn, N. Y. NY 
Moore Business Forms, Niagara Falls, Ohi 
Standard Register Co., The, Dayton 1,0 


Door Knob Notice Cards 


Cromwell Printery, Inc., Albany, ne 
Degree Day Svstems, Woodside, N, *. 
Isaacs, Max, Brooklyn, N. Y. 


Drivers’ Daily Reports 


Cromwell Printery, Inc., Albany, ag 
Degree Day Systems, Woodside, N. * 
Isaacs, Max, Brooklyn, N. Y. NY 
Remington-Rand Div., New Yerk, »- 
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Printed Forms 


Fueloil Order Forms 


Degree Day Svstems, Woodside, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 
Remington-Rand Div., New York, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 





Oilburner Instruction Cards 


e Co., Chicago 5, N. Y. 
cae Day Systems, Woodside, N. Y. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 


Oilburner Service Order Forms 


Degree Day Systems, Woodside, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 


Oilburner Service Record Cards 


Degree Day Systems. Woodside, N. Y. 


Isaacs, Max, Brooklyn, N. Y. 
Remington-Rand Div., New York, N. Y. 


Oilburner Service Tickets 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Svstems, Woodside, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 


Price Charts 


Degree Day Systems, Woodside, N. Y. 

Delbridge Calculating Systems, Inc., St. 
Louis 17, Mo. 

Isaacs, Max, Brooklyn, N. Y. 

Mellicke Systems, Inc., Chicago, II. 


Statements 


Bradford Price Book, Quincy 69, Mass. 
Cromwell Printery, Inc.. Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 
Remington-Rand Div., New York, N. Y. 
Standard Register Co., The, Dayton 1, Ohio 


Tank Capacity Charts 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Systems, Woodside, N. Y. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Isaacs, Max, Brooklyn, N. Y, 

Owosso Tank Co., Owosso, Mich. 


Ticket Holders 


Cromwell Printery, Inc., Albany, N. Y. 
Degree Day Svstems. Woodside, N. Y. 
Isaacs, Max, Brooklyn, N. Y. 


Pumps 


Boiler Feed 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 
Aurora Pump Div., Aurora, TI. 
Clarke-Cooper Co., Ine., Palmyra, N. J. 
— Steam Turbine Co., Trenton 2, 


— Walter H. Co., Inc., Philadelphia, 


Economy Pumps, Inc., Philadelphia 32, Pa. 
ra Corp., Oakland, Calif. 

offberger Co., C., Baltimore 2, Md. 
= Specialty Mfg. Corp., Indianapolis, 


Ingersoll-Rand Co., New Y 
a ork 4, N. Y. 
oe Co., Byron, Los Angeles, Calif. 
cn Bros., Inc., Richmond, Calif. 
P -iggaed & Engineering Co., St. Louis 


Lattner 
sf Mfg. Co., P. M., Cedar Rapids, 


ysnafiow Pump Corp., Westfield. N. J. 
Nash Pumps, Midland ru, i; J. 
Schauk - Co., S, Norwalk, Conn. 
Skidmon ng. Co., Fred H.. Chicago 23, Ill. 
Sterit e Corp., St. Joseph, Mich. 

e Ine., Milwaukee. Wisc. 
Stomt i Burner Co., Hanover, Pa. 
Vera! Revere David, St. Louis. Mo. 
Worse ating Corp., Chicago, Ill. 
Yorkegneen Corp., Harrison, N. J. 

ipley Mfg. Co., York, Pa. 






BUYER’ 








ose + ee 


Bulkplant 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 

Ardmore Prods., Chicago, Ill. 

Aurora Pump Div., Aurora, IIl. 

Blackmer Pump Co., Grand Rapids, Mich. 

Bowser, Inc., Ft. Wayne, Ind. 

Carver Pump Co., Muscatine. Iowa 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

De Laval Steam Turbine Co., Trenton 2, 
i. 


Eagan, Walter H. Co., Inc., Philadelphia, 


Pa. 
Gasoline & Oil Eqpt. Co.. New Haven, Conn. 
Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 
Gorman-Rupp Co., The, Mansfield, Ohio 
Granberg Corp., Oakland, Calif. 
Hall Eqpt. Co., Quincy, Mass. 
Ingersoll-Rand Co., Phillipsburg, N. J. 
Jackson Co., Byron, Los Angeles, Calif. 
Kraissl Co., The, Hackensack, N. J. 
Marlow Pumps, Midland Pk., N. J. 
Roper Corp., G. D., Rockford, III. 
Schirmer Div., Cieveland 14, Ohio 
Viking Pump Co., Cedar Falls. Iowa 
Worthington Corp., Harrison, N. J. 
Yale & Towne Mfg. Co., Stamford, Conn. 


Condensation Return 


Allis-Chalmers Mfg. Co., Milwaukee, Wis. 

Aurora Pump Co., Aurora, Il. 

Buffalo Pumps, Inc., Buffalo, N. Y. 

Burn-Rite Products Co., Yonkers 2, N. Y. 

Byron Jackson Co., Los Angeles, Calif. 

Chicago Pump Co., Chicago. Ill. 

Cochrane Corp., Philadelphia, Pa. 

De Laval Steam Turbine Co., Trenton, N. J. 

Dunham-Bush, W. Hartford, Conn. 

Dutton Boiler Div.. Kalamazoo, Mich. 

Eagan Co., Inc., Walter H., Philadelphia, 
Pa. 

Economy Pumps, Inc., Philadelphia, Pa. 

Faber Eng. Co., Inc.. Philadelphia. Pa. 

Fairbanks, Morse & Co., Chicago, Ill. 

Gould Pumps, Inc., Seneca Falls, N. Y. 

Granberg Corp., Oakland. Calif. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Ingersoll-Rand Co., New York, N. Y. 

Jacuzzi Bros., Richmond, Calif. 

Johnson Corp., Three Rivers, Mich. 

Kisco Boiler & Eng. Co., St. Louis, Mo. 

Lattner Mfg. Co., P. M., Cedar Rapids, Iowa 

Mears-Kane-Ofeldt Div., Bridgeport, Pa. 

Nash Eng. Co., South Norwalk, Conn. 

Preferred Utilities Mfg. Corp., New York, 
NN; eS. 

Schaub Eng. Co., Fred H., Chicago, Ill. 

Sellers Eng. Co., Chicago, Ill. 

Sterling, Inc., Milwaukee, Wisc. 

Stout & Sons, David, St. Louis, Mo. 

Trane Co., LaCrosse, Wisc. 

Worthington Corp., Harrison, N. J. 


Fuel Unit 


De Laval Steam Turbine Co., Trenton 2, 


Eagan, Walter H. Co., Inc., Philadelphia, 
Pa. 

Eclipse Fuel Eng. Co.. Rockford, III. 

Faber Eng. Co.. Inc., Philadelphia. Pa. 

Flame-Master Co., Inc., Chicago, IIl. 

Granberg Corp., Oakland, Calif. 

Hasko Utilities Co., New York, N. Y. 

Hauck Mfg. Co., Brooklyn, N. Y. 

Kraissl Co., Ine., The, Hackensack. N. J. 

Leahy Mfg. Co., Los Angeles, Calif. 

Preferred Utilities Mfg. Corp., New York, 
N. Y 


Schirmer Dornbrier Pump Co., Cleveland 
14, Ohio 

Simplex Oil Heating Corp., Philadelphia, 
Pa 


Standard Automatic Burner Div., Newark, 


Sundstrand Hydraulic Div., Rockford, Tll. 
Viking Pump Co., Cedar Falls, Iowa 
Webster Electric Co., Racine, Wisc. 
Yale & Towne Mfg. Co., Stamford, Conn. 


Fuel Unit Booster 
Webster Electric Co., Racine, Wisc. 
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Fuel Unit Tester 


Gasoilair Eqpt. Co.. New Haven. Conn. 
Kingsley Mfg. Co., New Haven, Conn. 


Oil Circulating Unit 


Allis-Chalmers Mfg. Co.. Milwaukee 1, Wis. 
Ace Engineering Co.. Chicago. Ill. 
Autopulse Corp., Ludington, Mich. 
Blackmer Pump Co., Grand Rapids, Mich. 
Drying Systems, Inc., Chicago 40, III. 
Granberg Corp., Oakland, Calif. 
Hauck Mfg. Co., Brooklyn. N. Y. 
Ingersoll-Rand Co., Phillipsburg, N. J. 
Iron Fireman Mfg. Co.. Cleveland, Ohio 
Kraissl Co., Inc.. The, Hackensack, N. J. 
Marlow Pump Div., Midland Pk., N. J. 
Northern Fuel Control, Minneapolis, Minn. 
Preferred Utilities Mfg. Corp., New York, 
N.S, 


Ray Oil Burner Co., San Francisco. Calif. 

Rayfield-Staffco Burner Co., Chicago, Ill. 

Roper Corp., G. D., Rockford, Ill. 

Schirmer Div., Cleveland, Ohio. 

Schurs Oil Burner Co., Los Angeles. Calif. 

Simplex Oil Heating Corp., Philadelphia, 
Pa. 

Tuthill Pump Co., Chicago. IIl. 

Viking Pump Co., Cedar Falls, Iowa 


Oil, Lift 


A-P Controls Corp., Milwaukee, Wisc. 

Barclay, Inc., Robert, Chicago, Ill. 

Carver Pump Co., Muscatine, Iowa 

De Laval Steam Turbine Co., Trenton 2, 
Me 'd. 

Detroit Controls Corp., Detroit, Mich. 

Flame-Master Co., Inc., Chicago, II. 

Kraiss] Co., The, Hackensack, N. J. 

Gorman-Rupp Co., The, Mansfield, Ohio 

Granberg Corp., Oakland, Calif. 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 

Pentwater Machinery Co., Pentwater, Mich. 

Preferred Utilities Mfg. Corp., New York, 
Nw. x. 

Roper Corp., G. D., Rockford. Ill. 

Schirmer Dornbrier Pump Co., Cleveland 
14, Ohio 

Seeger-Williams, Inc., Bridgeport, Conn. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Viking Pump Co., Cedar Falls, Iowa 

Webster Electric Co., Racine, Wisc. 


Oil, Wall 


A-P Controls Corp., Milwaukee, Wisc. 

Detroit Controls Corp., Detroit, Mich. 

Pentwater Machinery Co., Pentwater, Mich. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Viking Pump Co., Cedar Falls, Iowa 


Oilburner 


Combustioneer Div., Springfield, Ill. 

De Laval Steam Turbine Co., Trenton 2, 
N.. J. 

Delo Screw Products Co.. Delaware, Ohio 

Flame-Master Co., Inc.. Chicago 18, IIl. 

HomEase Prods. Div., Inc., Paterson, N. J. 

Illinois Iron & Bolt Co., Carpentersville. Ill. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kraiss] Co., The, Hackensack, N. J. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
N. Y 


Rayfield-Staffco Burner Co.. Chicago, III. 
Roper Corp., Geo. D., Rockford, Ill. 
Schurs Oil Burner Co., Los Angeles, Calif. 
Simplex Oil Htg. Corp., Philadelphia 11, Pa. 
Standard Automatic Burner Div., Newark, 
N. 2. 

Sundstrand Hydraulic Div.. Rockford, Il. 
Tuthill Pump Co., Chicago 19, Ill. 

Viking Pump Co., Cedar Falls, Iowa 
Webster Electric Co., Racine, Wisc. 


Sets, Heavy Oil 


Ace Eng Co., Chicago 8. Ill. 
Billow Corp., Chicago 6, IIl. 
Blackmer Pump Co., Grand Rapids 9, Mich. 
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Combustion Service Eng., W. Allis, Wisc. 
Eagen Walter H., Co., Inc., Philadelphia, 
P 


a. 

Faber Eng. Co., Inc., Philadelphia, Pa. 

Granberg Corp., Oakland, Calif. 

Hammel Oil Burning Eqpt. Co., Providence, 
a 

Hauck Mfg. Co., Brooklyn, N. Y. 

Iron Fireman Mfg. Co., Cleveland 11, Ohio 

Kraissl] Co., The, Hackensack, N. J. 

Leahy Mfg. Co., Los Angeles, Calif. 

Lammert & Mann Co., Chicago 12, Ill. 

Lancaster Heat Transfer Co., Inc., Brook- 
lyn, N. Y. 

Lientz & Co., B. P., Kansas City, Mo. 

National Airoil Burner Co., Philadelphia, 
Pa. 

National Oil Burner Co. of N. Y., Inc., 
Brooklyn, N. Y. 

Northern Fuel Control, Minneapolis, Minn. 

Preferred Utilities Mfg. Corp., New York, 
Rie 

Rayfield-Staffco Burner Co., Chicago, Ill. 

Renneburg & Sons Co., Edw., Baltimore 24, 
Md. 

Roper Corp., Geo. D., Rockford, Il. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Simplex Oil Heating Corp., Philadelphia 
Pa. 

Staples & Pfeiffer, San Francisco 7, Calif. 

Tuthill Pump Co., Chicago 19, Ill. 

Viking Pump Co., Cedar Falls, Iowa 

Webster Electric Co., Racine, Wisc. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 

Woolley Co., E. L., Pawtucket, R. I. 

Worthington Corp., Harrison, N. J. 

York-Shipley Mfg. Co., York, Pa. 


Sump-Pumps 
Burn-Rite Products Co., Yonkers, N. Y. 


Tank Truck 
Allied Tank Truck Eqpt. Co., Philadelphia 


, Pa. 
Ardmore Products, Chicago, Ill. 


Blackmer Pump Co., Grand Rapids, Mich. 
Bowser, Inc., Ft. Wayne, Ind. 


Carver Pump Co., Muscatine, Iowa 
Columbian Steel Tank Co., Kansas City 1, 


Mo. 
Gasoline & Oil Eqpt. Co., New Haven, Conn. 
Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 
Gorman-Rupp Co., The, Mansfield, Ohio 
Gould Oil Burner Co., Boston, Mass. 
Granberg Corp., Oakland, Calif. 
Hall Eqpt. Co., Quincy, Mass. 
Marlowe Pumps, Midland Pk., N. J. 
Moore & Kling, Inc., Boston, Mass. 
Quaker City Iron Works, Inc., Philadelphia 
Pa. 
Roper Corp., Geo. D., Rockford, Ill. 
Schirmer Div., Cleveland 14, Ohio 
Southern Tank & Mfg. Co., Inc., Owensboro, 
Ky. 
Viking Pump Co., Cedar Falls, Iowa 
Worthington Corp., Harrison, N. J. 
Yale & Towne Mfg. Co., Stamford, Conn. 


Vacuum 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 
Clark-Cooper Co. Inc., Palmyra, N. J. 
Dunham-Bush, W. Hartford, Conn. 
Economy Pumps, Inc., Philadelphia, Pa. 
Faber Eng. Co. Inc., Philadelphia, Pa. 
Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 
Ingersoll-Rand Co., New York 4, N. Y. 
Kraissl Co., The, Hackensack, N. J. 
Meyer & Sons, Inc., Wm., Skokie, III. 
Nash Eng, Co., S. Norwalk, Conn. 
National Steam Pump Co., Upper Sandusky, 
Ohio 
Schirmer Div., Cleveland 14, Ohio 
Skidmore Corp., St. Joseph, Mich. 
Sterling, Inc., Milwaukee, Wisc. 
Worthington Corp., Harrison, N. J. 


Water Circulating 


Allis-Chalmers Mfg. Co., Milwaukee 1, Wisc. 
Baseline Mfg. Corp., Minneapolis 23, Minn. 
Bell & Gossett Co., Morton Grove, Ill. 
Burn-Rite Products Co., Yonkers, N. Y. 
Carver Pump Co., Muscatine, Iowa 
Cool-ette, Inc., Detroit, Mich. 

Curley Co. Inc., New York, N. Y. 
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Dayton Elec. Mfg. Co., Chicago, Ill. 

De Laval Steam Turbine Co., Trenton 2, 
N. J. 

Dunham-Bush, W. Hartford, Conn. 

Eagen Walter H., Co., Inc., Philadelphia, 
Pa. 

Econo Prods. Co., East Haddam, Conn. 

Economy Pumps, Inc., Philadelphia 32, Pa. 


Flair Mfg. Corp., Brooklyn, N. Y. 
Flame-Master Co., Inc., Chicago 18, Ill. 
Fostoria Pressed Steel Corp., Fostoria, Ohio 


General Automatic Products, Inc., Balti- 
more, Md. 

Golden Flame Mfg. Co., Camden, N. J. 

Gorman-Rupp Co., The, Mansfield, Ohio 

Granberg Corp., Oakland, Calif. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Ingersoll-Rand Co., Phillipsburg, N. J. 

Jackson Co., Byron, Los Angeles, Calif. 

Jancuzzi Bros., Inc., Richmond, Calif. 

Marlow Pumps, Midland Pk., N. J. 

Metal Master Corp., Newark, N. J. 

Peerless Pump Div., Los Angeles, Calif. 

Piqua Machine & Mfg. Co., The, Piqua, Ohio 

Skidmore Corp., St. Joseph, Mich. 

Thrush & Co., H. A., Peru, Ind. 

Trane Co., The, La Crosse, Wisc. 

Triplex Htg. Specialty Co., Peru, Ind. 

Worthington Corp., Harrison, N. J. 


Radiators 


Baseboard 


American Air Filter Co., Inc., Louisville, 
Ky. 

American Rad. & Std. Sanitary Corp., New 
York, ‘N.Y. 

American Tube Products, Inc., West War- 
wick, R. I. 

Argo Co., Hartford, Conn. 

Baseline Mfg. Corp., Minneapolis 23, Minn. 

Bethlehem Foundry & Machine Co., Beth- 
lehem, Pa. 

Berger Furnace Mfg. Co., Pittsburgh 6, Pa. 

Brandenburg Industries, Inc., Baltimore 9, 
Md 


Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Brown Prods. Co., Forest Hills, N. Y. 

Burnham Corp., Irvington, N. Y. 

Bush Mfg. Co., W. Hartford, Conn. 

Columbia Boiler Co., Pottstown, Pa. 

Conn-State Furnace Co., Bridgeport, Conn. 

Crane Co., Chicago 5, Ill. 

Dewey-Shepard Boiler Co., 
Ind. 

Dixon Mfg. Co., Baltimore 2, Md. 

Dunham-Bush, W. Hartford, Conn. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

Ejay Baseboard Mfg. Co., Winsted, Conn. 

Electrigas Corp., Bergenfield, N. J. 

Fedders-Quigan Corp., Buffalo, N. Y. 

Federal Boiler Co., Inc., Midland Park, N. J. 

Federal Engs., Inc., Barrington, R. I. 

General Automatic Prod. Corp., Baltimore, 
Md. 

General Htg. Prods. Co., Philadelphia, Pa. 

General Thriftmaster Prods., Philadelphia, 
Pa. 

Gouernale Bros., Inc., Brooklyn, N. Y. 

Hoff Mfg. Co., Bethany, Conn. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Kritzer Radiant Coils, Inc., Chicago 24, Tl. 

Manville Boiler Co., Inc., Hackettstown, 
1 a 

Nat’1.-U. S. Radiator Corp., Johnstown, Pa. 

Nesbitt, Inc., John J., Philadelphia 36, Pa. 

New Yorker Steel Boiler Co., Inc., Colmar, 
Pa. 

Percoflash Mfg. Corp., Madison, N. J, 

Quiet Automatic Burner Corp., Newark, 
ee 

Radiant Ray Radiation, Inc., New Britain, 
Conn. 

Republic & General Heating Prods. Co., 
Philadelphia 36, Pa. 

Rittling Corp., Buffalo, N. Y. 

Romac Industries, Inc., N. J. 

Rome-Turney Radiator Co., Rome, N. Y. 

Sarco Co., Inc., New York, N. Y. 

Schemenauer Mfg. Co., Holland, Ohio 

Slant-Fin Radiator Corp., Richmond Hill, 
5 Rep oe 

Smith Co., H. B., Westfield, Mass. 


Indianapolis, 








Spi-Rol-Fin Corp., Pequannock, N, J. 
Stedco Prods., Kingston, Pa. 
Sterling Radiator Co., Inc., Westfield, Mass 
Therma Prods. Co., Inc., Boston 18, Mase 
Thermo Base Div., Michigan City, Inq. 
Trane Co., The, La Crosse, Wisc, 
Triad Prods, Corp., Chicago, Il. 
Trico Baseboard Htg., Pompton Lakes, N. J 
Turbo-Ray, Inc., New Rochelle, N.Y. 
Tuttle & Bailey, New Britain, Conn. 
Union Asbestos & Rubber Co., Chicago, 1 
Utica Radiator Corp., Utica, N. Y. 
Valley Forge Metals Div., Lansdale, Pa, 
Vulcan Radiator Co., Hartford 6, Conn. 
Warren Webster & Co., Camden 5, N. J. 
Waterfilm Boilers, Inc., Jersey City, N, J 
Weil-McLain Co., Michigan City, Ind. 
Woodruff Thermo Prods. Inc., Fair Lawn 
N. J. 
York-Shipley, Inc., York, Pa. 
Young Radiator Co., Racine, Wisc. 


Coils, Copper 


American Tube Products, Inc., West War. 
wick, R. I. 

Bush Mfg. Co., W. Hartford, Conn. 

Dunham Co., C. A., Chicago, Til. 

Kritzer Radiant Coils, Inc., Chicago 2%, Il, 


Manville Boiler Co., Inc., Hackettstown, 
N.. J. 
Modine Mfg. Co., Racine, Wisc. 
Nesbitt, Inc., John J., Philadelphia, Pa. 
Perfex Corp., The, Milwaukee, Wisc. 
Romac Industries, Inc., Camden, N. J. 
Rittling Corp., Buffalo 3, N. Y. 
Spi-Rol-Fin Corp., Pequannock, N. J. 
Stedco Prods., Wilkes-Barre, Pa. 
Trane Co., The, La Crosse, Wisc. 
Young Rad. Co., Racine, Wisc. 


Convectors, Copper 


Airtherm Mfg. Co., St. Louis 10, Mo. 

American Air Filter Co., Inc., Louisville, 
Ky. 

American Coils, Inc., Newark 5, N. J. 

American Rad. & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Argo Industries, Inc., Hartford, Conn. 

Auburn Burner Corp., Auburn, Ind. 

Auto Rad. Specialty Co., Chicago 24, Ill. 

Baseline Mfg. Corp., Minneapolis, Minn. 

Brandenburg Industries, Inc., Baltimore 9, 


Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 
Brown Prods. Co., Forest Hills, N. Y. 
Bush Mfg. Co., W. Hartford, Conn. 
Dunham-Bush, W. Hartford, Conn. 
Federal Engs., Inc., Barrington, R. I. 
General Htg. Prods. Co., Philadelphia, Pa. 
Gouernale Bros., Inc., Brooklyn, N. Y. 
Hoff Mfg. Co., Bethany, Conn. 
Kramer Trenton Co., Trenton, N. J. 
Kritzer Radiant Coils, Inc., Chicago, Ill. 
Manville Boiler Co., Inc., Hackettstown, 
N. J. 
Modine Mfg. Co., Racine, Wisc. 
Nat’l.-U. S. Radiator Corp., Johnstown. Pa 
Percoflash Mfg. Corp., Madison, N. J. 
Rempe Co., Chicago 12, Ill. 
Republic & General Heating Prods. Co., 
Philadelphia 36, Pa. 
Rittling Corp., Buffalo, N. Y. 
Romac Industries, Inc., Camden, N. J. 
Rome-Turney Rad. Co., Rome, N. Y. 
Stedco Prods., Wilkes-Barre, Pa. 
Therma Prods. Co., Inc., Boston 18, Mass. 
Trane Co., The, La Crosse, Wisc. 
Tuttle & Bailey, New Britain, Conn. y 
Warren Webster & Co., New York 16, N. » 
York-Shipley Mfg. Co., York, Pa. 
Young Radiator Co., Racine, Wisc. 


Convectors, Iron 


American Air Filter, Louisville, Ky- po 
American Rad. & Std. Sanitary Corp. ° 

York, N. Y. Minn. 
Baseline Mfg. Corp., Minneapolis, , 
Fedders-Quigan Corp., Buffalo, N. Y. . 
Gouerpale Bros., Inc., Brooklyn, a 
Kritzer Radiant Coils, Inc., Chicago, rat 
Manville Boiler Co., Inc., Hacketts 

NW. d. 
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"he . Radiators 
1,U, S, Radiator Corp., Johnstown, Pa. 

ico Prods., Wilkes-Barre, Pa . 

Therma Prods. Co., Inc., Boston 18, Mass. 

Utiea Radiator Corp., Utica, N. Y. 

U. §. Rad. Corp., Detroit 26, Mich. 





Extended Surface, Copper 


American Rad, & Std. Sanitary Corp., New 
York, N. Y. 

American Tube Products, Inc., West War- 
wick, R. I. 

Baseline Mfg. Corp., Minneapolis, Minn. 

Brandenburg Industries, Inc., Baltimore 9, 


Md. 
Brown Prods. Co., Forest Hills 75, N. Y. 
Bush Mfg. Co., W. Hartford, Conn. 
Crane Co., Chicago, Ill. 
Dunham Co., C. A., Chicago, IIl. 
Dunkirk Radiator Corp., Dunkirk, N. Y. 
General Automatic Prod. Corp., Baltimore, 
Md. 
Harner Boiler Corp., Brooklyn, N. Y. 
Kritzer Radiant Coils, Inc., Chicago 24, Ill. 
Modine Mfg. Co., Racine, Wisc. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Nesbitt, Inc., John J., Philadelphia 36, Pa. 
Radiant-Ray Radiation, Inc., New Britain, 


Conn. 
Rempe Co., Chicago 12, Ill. 
Rittling Corp., Buffalo, N. Y. 
Rome-Turney Rad. Co., Rome, N. Y. 
Sarco Co., Inc., New York, N. Y. 
Slant-Fin Rad. Corp., Richmond Hill, N. Y. 
Smith Co., H. B., Westfield, Mass. 
Spi-Rol-Fin Corp., Pequannock, N. J. 
Stedeco Prods.. Wilkes-Barre. Pa. 
Sterling Radiator Co., Inc., Westfield, Mass. 
Trane Co., The, La Crosse, Wisc. 
Young Rad. Co., Racine, Wisc. 


Extended Surface, Iron 


American Rad. & Std. Sanitary Corp., New 
York, N. Y. 

Argo Industries, Inc., Hartford, Conn. 

Baseline Mfg. Corp., Minneapolis 23, Minn. 

Brown Prods. Co., Forest Hills 75, N. Y. 

Bush Mfg. Co., W. Hartford, Conn. 

Dunkirk Radiator Corp., Dunkirk, N. Y. 

General Automatic Products Corp., Balti- 
more, Md. 

Kritzer Radiant Coils, Inc., Chicago 24, Ill. 

Nat'l.-U. S. Radiator Corp., Johnstown. Pa. 

Pilgrim Industries, Brookline 46, Mass. 
(“Raparound’’ Material) 

Br gene Radiation, Inc., New Britain, 

nn, 

Slant-Fin Rad. Corp., Richmond Hill, N. Y. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Stedeo Prods., Wilkes-Barre, Pa. 

Sterling Radiator Co.., Inc., Westfield, Mass. 

Utica Radiator Corp., Utica, N. Y. 


Heating & Cooling 


Baseline Mfg. Corp., Minneapolis, Minn. 

Brown Products Corp., Forest Hills, N. Y. 

General Automatic Products Corp., Balti- 
more, Md. 

_ l.-U. S. Radiator Corp., Johnstown, Pa. 
esbitt, Inc.. John J., Philadelphia, Pa. 

Percoflash Mfg. Corp., Madison, N. J. 

Quiet May Div., Lancaster, Pa. 

piling Corp., Buffalo, N. Y. 

eri Rad. Corp., Richmond Hill, N. Y. 

- ne Asbestos & Rubber Co., Chicago, III. 
ulean Radiator Co., Hartford, Conn. 


Standing, Cast-Iron 
American Rad, & Std 
bate Fae wy . Sanitary Corp., Pitts- 
m Corp., Irvington, N. Y. 
Crane Co,, Chicago 5, Ill. 
Neil = Rad. Corp., Dunkirk, N. Y. 
Oran S. Radiator Corp., Johnstown, Pa. 
Wenn Corp., Utica, N. Y. 
be cLain Co., Michigan City, Ind. 
& Radiator Co., Racine, Wisc. 


Radios, Two-Way 


Genera} Electric Co., Schenectady, N. Y. 
ey ee Inc., Chicago, Ill. 
rp. of America, Camden 2, N. J. 





Refractories 


Castable 


Babcock & Wilcox Co., New York 17, N. Y. 
Carolina Refractories Co., Hartsville, S. C. 
Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo. 
Fireline Co., Chicago, Ill. 
France Refractories Co., J. H., Snow Shoe, 
Pa. 
Gem Clay Forming Co., The, Sebring, Ohio 
General Refractories Co., Philadelphia, Pa. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hyzer & Lewellen, Southampton, Pa. 
Insulating Refractories Co., San Rafael, 
Calif. 
Insul-Lyte Corp., River Rouge, Mich. 
Johns-Manville Corp., New York, N. Y. 
Kolb Refractories Co., Philadelphia, Pa. 
Laclede-Christy Co., St. Louis 1, Mo. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cleveland, Ohio 
Oswald Refractories Co., Inc., St. Louis, Mo. 
Peterson Co., B, A., Dowagiac, Mich. 
Plibrico Firebrick Co., Chicago 14, Ill. 
Preferred Utilities Mfg. Corp., New York, 
be @ 
Ramtite Co., Chicago, Ill. 
Refractory & Insulation Corp., New York, 
in ae 
Refractory Specialties Co., Philadelphia, 
Pa. 


Rex Roto Corp., Detroit, Mich. 

S.O.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City, 
WN. 

Shenango Refractories Div., New Castle, 
Pa. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 


Cement 


Armstrong Cork Co., Lancaster, Pa. 

Babcock & Wilcox Co., New York 17, N. Y. 

Carolina Refractories Co., Hartsville, S. C. 

Clinton Metallic Paint Co., Clinton, N. Y. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., The, Denver 17, Colo. 

Fireline Co., Chicago, Il. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, Ohio 

General Refractories Co., Philadelphia, Pa. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hercules Chemical Co., Inc., New York, 
|. ee 

Hyzer & Lewellen, Southampton, Pa. 

Insulating Refractories Co., San Rafael, 
Calif. 

Johns-Manville Corp., New York 16, N. Y. 

Kolb Refractories Co., Philadelphia, Pa. 

Laclede-Christy Co., St. Louis 1, Mo. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland, Ohio 

Oswald Refractories Co., Inc., St. Louis, 
Mo. 

Plibrico Firebrick Co., Chicago 14, Ill. 

Preferred Utilities Mfg. Corp., New York, 
N. Y. 

Refractory & Insulation Corp., New York, 
i; ¥ 


Refractory Specialties Co., Philadelphia, 
Pa. 


S.0.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City 4, 
N. J. 

Shenango Refractories Div., New Castle, Pa. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 

Zonolite Co., Chicago 3, Ill. 


Chamber Back-Fill 


Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., Denver, Colo. 

Gem Clay Forming Co., Sebring, Ohio 
General Refractories Co., Philadelphia, Pa. 
Grant Wilson, Inc., Chicago, Ill. 

Green Fire Brick Co., A. P., Mexico, Mo. 
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Harbison-Walker Refractories Co., Pitts- 
burgh, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Insulating Refractories Co., San Rafae1, 
Calif. 

Tron-Hides Sales Co., Matawan, N. J. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland, Ohio 

OswaldRefractories Co., Inc., St. Louis, Mo. 

Peterson Co., B. A., Dowagiac, Mich. 

— & Insulation Corp., New York, 


Rex Roto Corp., Walled Lake, Mich. 

Schlitt & Son, Inc., Joseph A., Jersey City 
4,N. J. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 

Zonolite Co., Chicago 3, Ill. 


Fire Brick 


Babcock & Wilcox Co., New York 17, N. Y. 
Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo. 
France Refractories Co., J. H., Snow Shoe, 
Pa. 
Gem Clay Forming Co., The, Sebring, O. 
General Refractories Co., Philadelphia, Pa. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 
Hyzer & Lewellen, Southampton, Pa. 
Johns-Manville Corp., New York, N. Y. 
Laclede-Christy Co., St. Louis 1, Mo. 
Louthan Mfg. Co., E. Liverpool, Ohio 
MacLeod & Henry Co., Inc., Troy, N. Y. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cleveland, Ohio 
Oswald Refractories Co., Inc., St. Louis, Mo. 
Plibrico Firebrick Co., Chicago 14, Ill. 
Presbrey Refractories Corp., Taunton, 
Mass. 
Refractory Specialties Co., Philadelphia, 
a 


Schlitt & Son, Inc., Joseph A., Jersey City, 
N. J 


Shenango Refractories Div., New Castle, Pa. 
Walsh Refractories Corp., St. Louis 7, Mo. 
Western Stove Lining Works, Mexico, Mo. 


Fire Brick, Insulating 


Armstrong Cork Co., Lancaster, Pa. 
Babcock & Wilcox Co., New York 17, N. Y. 
Boston Machine Works Co., Lynn, Mass. 
Clinton Metallic Paint Co., Clinton, N. Y. 
Corundite Refractories, Inc., Massilon, Ohio 
Denver Fire Clay Co., The, Denver 17, Colo. 
France Refractories Co., J. H., Snow Shoe, 
Pa. 
Gem Clay Forming Co., The, Sebring, Ohio 
General Refractories Co., Philadelphia, Pa. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 
Hyzer & Lewellen, Southampton, Pa. 
Iron-Hide Sales Co., Matawan, N. J. 
Johns-Manville Corp., New York 16, N. Y. 
MacLeod & Henry Co., Inc., Troy, N. Y. 
Mexico Refractories Co., Mexico, Mo. 
Nock Fire Brick Co., The, Cleveland, Ohio 
Oswald Refractories, Inc., St. Louis, Mo. 
Plibrico Firebrick Co., Chicago 14, Ill. 
Presbrey Refractories Corp., Taunton, 
Mass. , 
Schlitt & Son, Inc., Joseph A., Jersey City, 
N. J. 
Shenango Refractories Div., New Castle, Pa. 
Walsh Refractories Corp., St. Louis 7, Mo. 
Western Stove Lining Works, Mexico, Mo. 
Zonolite Co., Chicago 3, Ill. 


Fire Brick Plastic 


Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., Denver, Colo. 

Fireline Co., Chicago, Ill. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, O. 

General Refractories Co., Philadelphia, Pa. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 
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. . . « Refractories 


Insul-Lyte Corp., River Rouge, Mich. 

Johns-Manville Corp., New York, N. Y. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland, O. 

Oswald Refractories Co., Inc., St. Louis, 
Mo. 

Refractory & Insulating Corp., New York, 
:, ae 6 


Schlitt ‘& Son, Inc., Joseph A., Jersey City, 
N. J 


Shenango Refractories Div., New Castle, Pa. 
Walsh Refractories Corp., St. Louis 7, Mo. 


Firebox Baffles 


American Clay Forming Co., Tiffin, Ohio 

Bauer Oil Burner, Inc., Wilmington, Del. 

Boston Machine Works Co., Lynn, Mass. 
(Steel) 

Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., The, Denver 17, Colo. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, Ohio 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Insulating Refractories Co., San Rafael, 
Calif. 

Insul-Lyte Corp., River Rouge, Mich. 

Insulation & Refractories Co., Williamson, 
N. Y. (Steel) 

Iron-Hide Sales Co., Matawan, N. J. 

Kolb Refractories Co., Philadelphia, Pa. 

Mexico Refractories Co., Mexico, Mo. 

Nock Fire Brick Co., The, Cleveland, Ohio 

Oil Eqpt. Mfg. Corp., New Haven, Conn. 
(Stainless Steel) 

Oswald Refractories Co., 
Mo. 

Peterson Co., B. A., Dowagiac, Mich. 

Refco Mfg. Co., St. Louis, Mo. 

Rex Clay Prods. Co., The, Detroit 6, Mich. 

Rex Roto Corp., Walled Lake, Mich. 

S.O.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A, Jersey City, 
N. J. 

Shenango Refractories Div., New Castle, Pa. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 

Zeh Co., Inc., Passaic, N. J. 


Inc., St. Louis, 


Pre-cast Combustion Chambers 


American Clay Forming Co., Tiffin, Ohio 

Armstrong Cork Co., Lancaster, Pa. 

Bard Mfg. Co., Bryan, Ohio 

Boston Machine Works Co., Lynn, Mass. 

Carolina Refractories Co., Hartsville, S. C. 

Corundite Refractories, Inc., Massilon, Ohio 

Denver Fire Clay Co., Denver, Colo. 

Eastern Prod. Co., Morganville, N. J. 

Federal Boiler Co., Inc., Midland Park, N. J. 

France Refractories Co., J. H., Snow Shoe, 
Pa. 

Gem Clay Forming Co., The, Sebring, Ohio 

General Refractories Co., Philadelphia, Pa. 

Grant Wilson, Inc., Chicago, IIl. 

Green Fire Brick Co., A. P., Mexico, Mo. 

Harbison-Walker Refractories Co., Pitts- 
burgh 22, Pa. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hyzer & Lewellen, Southampton, Pa. 

Ingersoll Steel Div., Chicago 4, Ill. (Steel) 

Insulating & Refractories Co., Williamson, 
Be a 

Insulating Refractories Co., 
Calif. 

Insul-Lyte Corp., River Rouge, Mich. 

Iron-Hide Sales Co., Matawan, N. J. 

Kolb Refractories Co., Philadelphia, Pa. 

Laclede-Christy Co., St. Louis 1, Mo. 

Louthan Mfg. Co., The, E. Liverpool, Ohio 

MacLeod & Henry Co., Inc., Troy, N. Y. 

Mexico Refractories Co., Mexico, Mo. 

ere Prods. Co., Inc., Philadelphia 4, 

A. 

National Airoil Burner Mfg. Co., Philadel- 
phia, Pa. 

Nock Fire Brick Co., The, Cleveland, Ohio 

Oswald Refractories Co., Inc., St. Louis, 
Mo. 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Peterson Co., B. A., Dowagiac, Mich. 


San Rafael, 
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Corp., Taunton, 





Presbrey Refractories 
Mass. 

Refco Mfg. Co., St. Louis, Mo. 

Refractory & Insulation Corp., New York, 
1 Be 

Rex Clay Prods. Co., The, Detroit 6, Mich. 

Rex Roto Corp., Walled Lake, Mich. 

Rybolt Heating Co., The, Ashland, Ohio 

S.O.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City, 
N. J. 

Shenango Refractories Div., New Castle, Pa. 

U. S. Machine Div., Lebanon, Ind. 

Walsh Refractories Corp., St. Louis 7, Mo. 

Western Stove Lining Works, Mexico, Mo. 

York-Shipley Mfg. Co., York, Pa. 


Reflective Paint 


National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Refractory & Insulation Corp., Port Ken- 
nedy, Pa. 

S.O.S. Prods. Co., Inc., Brooklyn 22, N. Y. 

Schlitt & Son, Inc., Joseph A., Jersey City, 
VW. d. 


Reflective Powder 


Fuel Econ-O-mizer Co., Providence 5, R. I. 
National Fuel Conservation Co., White 
Plains, N. Y. 


Stainless Steel Chambers 


Air Conditioning Eng. Corp., Cambridge, 
Mass. 
Conn. State Furnace Co., Bridgeport, Conn. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Ingersoll Steel Div., Chicago 4, IIl. 
Mechanical Prod. Mfg. Co., Seattle 4, Wash. 
Oil Eqpt. Mfg. Co., New Haven, Conn. 
Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 
Rybolt Heating Co., The, Ashland, Ohio 
Sandberg Mfg. Co., Portland 10, Ore. 
Stefco Steel Co., Michigan City, Ind. 


Salamanders, Oilburning 
Scheu Prods. Co., Upland, Calif. 


Service Truck Bodies 
American Steel Works of Kansas, Inc., 
Wichita 4, Kansas 
Holan Co., J. H., Cleveland 11, Ohio 
McCabe Powers Auto Body Co., St. Louis 
15, Mo. 
Stahl Metal Prods., Inc., Cleveland, Ohio 


Signals 
Liquid, Low Level 


Carlson & Co., Inc., A. B., Aurora, III. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

Econo Products Co., Inc., 
Conn. 

General Controls Co., Glendale, Calif. 

Johnson Corp., The, Three Rivers, Mich. 

Liquidepth Indicators, Inc., Long Island 
City 1, ‘N. ¥. 

Liquidometer Corp., Long Island City, N. Y. 

Liquiduision Gauge & Control Corp., Ocean- 
side, N. Y. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Magnetrol, Inc., Chicago 23, Ill. 

Newark Controls Co., Bloomfield, N. J. 

Petrometer Corp., Long Island City, N. Y. 

Rochester Mfg. Co., Inc., Rochester, N. Y. 

Stout & Sons, David, St. Louis, Mo. 

Techniflex Corp., Port Jervis, N. Y. 

Wright-Austin Co., Detroit 7, Mich. 


East Haddam, 


Smoke 


Cleveland Fuel Eqpt. Co., Cleveland, O. 

Combustion Control Div., Cambridge, Mass. 

Diamond Power Specialty Corp., Lancaster, 
Ohio 

General Power Plant Corp., Ossining, N. Y. 

Heat Timer Corp., New York 12, N. Y. 

Preferred Utilities Mfg. Corp., New York 
23, N. Y. 


. ... Signals 


Tank Fill 


Carlson & Co., Inc., A. B., Aurora, II] 
ee Mfg. Co., Palisades Park 
os ' 
Magnetrol, Inc., Chicago 23, Ii). 
Oil Equipment Mfg. Corp., New Hayen 
Conn. : 
Plastic Appliance Co., Philadelphia, pa 
Rochester Mfg. Co., Inc., Rochester, n Y 
Scully Signal Co., Melrose, Mass. a 


Switches 


Manual 


Burke Eng. Co., Los Angeles 7, Calif. 
Cutler-Hammer, Inc., Milwaukee 1, Wig 
General Electric Co., Schenectady 5, N. y 
Master Appliance Co., Racine, Wisc. 
Soreng Div., Schiller Park, Ill. 
Square D Co., Milwaukee 12, Wisc, 
Westinghouse Electric Corp., Industria) 
Heating Div., Meadville, Pa. 


Overload 


Burke Eng. Co., Los Angeles 7, Calif. 
Cutler-Hammer, Inc., Milwaukee 1, Wise, 
General Electric Co., Schenectady 5, N. Y, 
Spencer Thermostat Div., Attleboro, Mass, 
Square D Co., Milwaukee 12, Wisc. 
Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 


Pressure or Vacuum Actuated 


Barksdale Valves, Los Angeles 11, Calif. 
Cleveland Fuel Eqpt. Co., Cleveland, Ohio 
Combustion Control Div., Boston, Mass, 
Cutler-Hammer, Inc., Milwaukee, Wise. 
Defender Instrument & Regulator Co., 
Boody, Ill. 
Dietz Co., Henry, Long Island City, N. Y. 
Detroit Controls Corp., Detroit, Mich. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 
Dewey Gas Furnace Co., Detroit 2, Mich. 
Friez Inst. Div., Baltimore, Md. 
General Electric Co., Schenectady, N. Y. 
Mercoid Corp., The, Chicago, Il. 
Penn Controls, Inc., Goshen, Ind. 
Preferred Utilities Mfg. Corp., New York, 
N. ¥: 
Soreng Div., Schiller Park, Ill. 


Temperature 


Automatic Devices Co., Inc., Wester 


Springs, Ill. 
Barber-Colman Co., Rockford, Ill. 
Cambridge Tool & Mfg. Co., Somerville, 
Mass. 
Cam-Stat Div., Los Angeles 64, Calif. 
Cleveland Fuel Egqpt. Co., Cleveland, 0. 
Defender Instrument & Regulator (0, 
Boody, Ill. 
Detroit Controls Corp., Detroit 8, Mich. 
General Controls Co., Glendale, Calif. 
General Electric Co., Schenectady 5, N. Y, 
McClarty Systems, Battle Creek, Mich. 
Mercoid Corp., The, Chicago 41, Il. 
Miller-Harris Instrument Co., Milwaukee 
Wisc. 
Penn Controls, Inc., Goshen, Ind. : 
Preferred Utilities Mfg. Corp., New Yor 
N.Y. 
Seifert Mfg. Co., Highland Park, Mich. 
Soreng Div., Schiller Park, Il. 
Spencer Thermostat Div., Attleboro, Mass. 
Westinghouse Electric Corp., Ind 
Heating Div., Meadville, Pa. Mo 
White-Rodgers Electric Co., St. Louis 6, M0. 


Time 


Devices Co., Inc., Wester 


Automatic 
Springs, Ill. 
Cleveland Fuel Eqpt. Co.. Cleveland, © 
Detroit Controls Corp., Detroit, sr : 
Dietz Co., Henry G., Long Island city, % 
General Electric Co., Schenectady, *. © 
Iron Fireman Mfg. Co., Portland, peg 
Miller-Harris Inst. Co., Milwaukee, 
Paragon Electric Co., Two Rivers, : 
Preferred Utilities Mfg. Corp., New 
N. Y. 
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Reliance Automatic Lighting Co., Racine, 


ise. 
ounet Mfg. Co., Highland Park, Mich. 
soreng Div., Schiller Park, Ill. 
Tork Time Controls, Inc., Mount Vernon, 


N. Y 


Tanks 


Basement, Steel Oil Storage 


Ace Tank & Welding Co., Seattle, Wash. 
Aeme Welding Div., W. Hartford 10, Conn. 
Areweld Mfg. Co., Inc., Seattle 99, Wash. 
Bard Mfg. Co., Bryan, Ohio 
Beall Pipe & Tank Corp., Portland, Ore. 
Biggs Boiler Works'Co., Akron, Ohio 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Boston Steel & Mfg. Co., Malden, Mass. 
Brown Steel Tank Co., Minneapolis, Minn. 
Burtchaell Heating Co., Portland, Ore. 
Butler Mfg. Co., Kansas City 26, Mo. 
Clemmy Co., Inc., J. L., Mansfield, Mass. 
Crown Tank Works, Inc., Taunton, Mass. 
D&C Eqpt. Co., Hartford, Conn. 
Derby Tank & Welding Co., Shelton, Conn. 
Dowagiac Steel Tank Co., Dowagiac, Mich. 
Eaton Metal Prods. Co., Omaha, Nebr. 
Economie Steel Pack Co., Everett, Mass. 
Electro-Watt Industries, Inc., Salem, Ore. 
Farquhar Furnace Co., Wilmington, Ohio 
Fire Proven Products, Baltimore, Md. 
Furblo Co., Hermansville, Mich. 
Gary Steel Prods., Gary, Ind. 
Gary Carolina Co., Rocky Mount, N. C. 
General Automatic Products Corp., Balti- 
more, Md. 
Gibraltar Corp. of America, Inc., Brooklyn, 
N, Y 


Gold Seal Tank Co., Inc., Fall River, Mass. 

Hall Eqpt. Co., Quincy, Mass. 

Harlan & Hollingsworth Tank Corp., Phila- 
delphia, Pa. 

Harner Boiler Corp., Brooklyn, N. Y. 

Henry Furnace Co., Medina, Ohio 

Island Tank Eqpt. Co., Bayport, N. Y. 

Kaustine Furnace & Tank Corp., Inc., 
Perry, N. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind, 

Klaff & Sons, Brooklyn, N. Y. 

Koven & Bro. Inc., L, O., Jersey City, N. J. 

Lynch Co., Inc., The, Portland, Ore. 

Meldon Industries, Inc., Detroit, Mich. 

— Tank & Heater Corp., Dearborn, 

ch. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 

Morrison Bros. Co., Dubuque, Iowa 

Montag Inc., Portland 17, Ore. 

Norwalk Tank Co., So. Norwalk, Conn. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Om Mfg. Co., The C. A., Elyria, Ohio 
ee Furnace & Iron Co., Warren, 

prlladelphia Valve Co., Philadelphia 34, Pa. 
pr ee Heater & Tank Corp., Buf- 


— City Iron Works, Inc., Philadelphia, 


Remeo, Inc Baltimore 
, ” , Md. 
Rlchmond Eng. Co., Richmond, Va. 
a Mfg. Co., Seattle, Wash. 
es “il Tank & Steel Co., Newburyport, 


sundberg Mfg. Co., Portland 10, Ore. 

Saw, Inc., Syracuse, N. Y. 

yside Fdry., Martins Ferry, Ohio 
PPy, Inc., Detroit Lakes, Minn. 


a Tank & Mfg., Inc., Owensboro, 
Steel Tank & Sh 
eet M 
Chieago 9, Ti. etal Fabricators, Inc., 


tate Heating Inc. D 
Ww. -, Detroit Lakes, Minn. 
Nea Bollers, Inc., Jersey City 7, N. J. 
00d Ce be Boller & Tank Co., Chicago, Ill. 
Zambelt 5 John, Conshohocken, Pa. 
Boiler Works, Philadelphia 25, Pa. 


5 ae 
Bulk Plant 


Ace Tank & Welding Co., Seattle, Wash. 

Acme Welding Div., W. Hartford 10, Conn. 

Allied Tank Truck Egqpt. Co., Philadelphia 
30, Pa. 

American Steel Works of Kansas, Wichita 
4, Kan. 

Beall Pipe & Tank Corp., Portland, Ore. 

Biggs Boiler Works Co., Akron, Ohio 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Bowser, Inc., Ft. Wayne, Ind. 

Brown Steel Tank Co., Minneapolis, Minn. 

Buffalo Tank Corp., Dunellen, N. J 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Butler Mfg. Co., Kansas City 26, Mo. 

Clemmey Co., Inc., John L., Mansfield, 
Mass. 

Columbian Steel Tank Co., Kansas City 1, 


Mo. 

Eastern Steel Tank Corp., Flushing, N. Y. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Fisher Tank Co., Chester, Pa. 

Gary Carolina Co., Rocky Mount, N. C, 

Graver Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 

Hall Eqpt. Co., Quincy, Mass. 

Hammond Iron Works, New York, N. Y. 

Island Tank & Eqpt. Co., Bayport, N. Y. 

Kaustine Furnace & Tank Corp., Perry, 
N.Y, 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Koven & Bro. Inc., L. O., Jersey City, N. J. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Norwalk Tank Co., So. Norwalk, Conn. 

Novelty Steam Boiler Works, Inc., Baltl- 
more 30, Md. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Price Fireplace Heater & Tank Corp., Buf- 
falo, N. Y. 

Quaker City Iron Works, Inc., Philadelphia, 
Pa 


Richmond Eng. Co., Richmond, Va. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 


Ky. 
Zambelli Boiler Works, Philadelphia 25, Pa. 


Expansion 


Ace Tank & Welding Co., Seattle 99, Wash. 

Acme Welding Div., W. Hartford 10, Conn. 

American District Steam Co., Inc., N. Tona- 
wanda, N. Y. 

American Steel Works of Kansas, Wichita, 
Kan. 

American Tube Prods., Inc., Natick, R. I. 

Baseline Mfg. Corp., Minneapolis 23, Minn. 

Beall Pipe & Tank Corp., Portland, Ore. 

Bell & Gossett Co., Morton Grove, Ill. 

Biggs Boiler Works Co., Akron, Ohio 

Buffalo Tank Corp., Dunellen, N. J. 

Clemmey Co., Inc., John L., Mansfield, 
Mass. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Crown Tank Works, Taunton, Mass. 

Eastern Steel Tank Corp., Flushing, N. Y. 

Farrell Mfg. Co., Joliet, Ill. 

Fire Proven Prods., Baltimore 18, Md. 

Furblo Co., Hermansville, Mich. 

Gabriel Boiler Co., Portland, Ore. 

General Automatic Products Corp., Balti- 
more, Md. 

Gibraltar Corp. of America, Inc., Brooklyn, 
N. Y 


Gold Seal Tank Co., Fall River, Mass. 

Graven Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 

Hammond Iron Works, New York, N. Y. 

Harner Boiler Corp., Brooklyn, N. Y. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 





Klaff & Sons, Brooklyn, N. Y. 

Koven & Bro. Inc., L, O., Jersey City, N. J. 

Michigan Tank & Heater Corp., Dearborn, 
Mich, 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 

Morrison Bros. Co., Dubuque, Iowa 

Nat’l-U, S. Radiator Corp., Johnstown, Pa. 

National Steel Construction Co., Seattle 8, 
Wash. 

Niles Steel Tank Co., Niles, Mich. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Patterson-Kelley Co., The, E. Stroudsburg, 
Pa. ‘ 

Penn Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Richmond Eng. Co., Inc., Richmond, Va. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Scaife Co., Oakmont, Pa. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Thrush & Co., H. A., Peru, Ind. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Water Tube Boiler & Tank Co., Chicago, 
Ill. 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Wood Co., John, Conshohocken, Pa. 


Hot Water Storage 


Acme Htg. Div., W. Hartford 10, Conn. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Steel Works of Kansas, Wichita, 
Kan. 

Beall Pipe & Tank Corp., Portland, Ore. 

Bell & Gossett Co., Morton Grove, III. 

Biggs Boiler Works Co., Akron, Ohio 

Brown Oil Burning Eqpt. Co., Cambridge 
39, Mass. 

Brown Steel Tank Co., Minneapolis, Minn. 

Buffalo Tank Corp., Dunellen, N. J. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Clemmey Co., John L., Mansfield, Mass. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Davis Eng. Corp., New York 53, N. Y. 

Dillon Steam Boiler Works, Inc., D. M., 
Fitchburg, Mass. 

Eastern Steel Tank Corp, Flushing, N. Y. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Farrell Mfg. Co., Joliet, Ill. 

Gabriel Boiler Co., Portland, Ore. 

General Fittings Co., Providence 5, R. I. 

Gerstein & Cooper, Inc., South Boston, Mass. 

Hapman-Dutton Co., Kalamazoo, Mich. 

Island Tank & Eqpt. Co., Bayport, N. Y. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Koven & Bro. Inc., L. O., Jersey City, N. J. 

Manning & Lewis Eng. Co., Newark, N. J. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Morrison Bros Co., Dubuque, Iowa 

Mund Boilers, Inc., Los Angeles 63, Calif. 

National Steel Construction Co., Seattle 8, 
Wash. 

Niles Steel Tank Co., Niles, Mich. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 
Pa. 

Quaker City Iron Works, Inc., Philadelphia, 

Richmond Eng. Co., Richmond, Va. 

Scaife Co., Oakmont, Pa. 

Schaub Eng. Co., Fred H., Chicago 23, Ill. 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Steel Tank & Sheet Metal Fabricators, Inc., 
Chicago 9, Ill. 

Thermo-Prods., Inc., No. Judson, Ind. 

Trageser Copper Works, Inc., Jamaica, L. 

4 


tS. be # 
Waterfilm Boilers, Inc., Jersey City 7, N. J. 
Water Tube Boiler & Tank Co., Chicago, Ill. 
Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 
Wood Co., John, Conshohocken, Pa. 
Yula Water Heaters, Inc., New York, N. Y. 
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Range Burner, Oil 


Acme Htg. Div., West Harford, Conn. 
Barridon Oil Burner Corp., Hartford, Conn. 
Columbian Steel Tank Co., Kansas City 1, 
Mo. 
Crown Tank Works, Inc., Taunton, Mass. 
Novelty Steam Boiler Works, Baltimore, 
Philadelphia Valve Co., Philadelphia 3, Pa. 
Progress Mfg. Co., Inc., Arthur, Ill. 
Salisbury Tank & Steel Co., Newburyport, 
Mass. 


Repair Kits 
Tankit Co., Newark, N. J. 


Space Heater, Oil 


Barridon Oil Burner Corp., Hartford, Conn. 

Coleman Co., Inc., The, Wichita, Kan. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Gary Carolina Co., Rocky Mount, N. C. 

Little Burner Co., H. C., San Rafael, Calif. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Silent Sioux Corp., Orange City, Iowa 

Southern Tank & Mfg., Owensboro, Ky. 


Stone Liner 


DeWolfe, James L., Reading, Mass. 


Tank Cleaning Equipment 


Meyer & Sons, Inc., Wm., Skokie, III. 
National Visa-Clean Co., Baltimore, Md. 


Truck 


Allied Tank Truck Eqpt. Co., Philadelphia 
30, Pa. 

American Steel Works of Kansas, Wichita, 
Kan. 

Beall Pipe & Tank Corp., Portland, Ore. 

Biggs Boiler Works Co., Akron, Ohio 

Billings, Inc., Bronx 59, N. Y. 

Boston Steel & Mfg. Co., Malden, Mass. 

Bowser, Inc., Ft. Wayne, Ind. 

Brown Steel Tank Co., Minneapolis, Minn. 

Butler Mfg. Co., Kansas City 26, Mo. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

D. & C. Eqpt. Co., Hartford 1, Conn. 

Decker Bros., Corp., Hawthorne, N. J. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Farrell Mfg. Co., Joliet, Ill. 

Gary Carolina Co., Rocky Mount, N. C. 

Gramm Trailer Corp., Delphos, Ohio 

Hall Eqpt. Co., Quincy, Mass. 

Heil Co., The, Milwaukee 1, Wisc. 

Kaustine Furnace & Tank Corp., Perry, 
is. Be 

Kennedy Tank & Mfg. Co., Indianapolis. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Owosso Tank Co., Owosso, Mich. 

Peerless Trailer & Truck Service, Inc. 
Portland, Ore. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 3, Pa. 

Progress Mfg. Co., Arthur, Ill. 

Quaker City Iron Works, Inc., Philadelphia, 


a, 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 


y. 
Trailmobile Co., Cincinnati, Ohio 
Triangle Tank Div., Inc., Brooklyn 22, N. Y. 
Zambelli Boiler Works, Philadelphia, Pa. 


Underground, Concrete, Oil Storage 


Acme Htg. Div., West Harford, Conn. 

Beall Pipe & Tank Corp., Portland, Ore. 

Conspheres Co., New Canaan, Conn. 

Hammond Iron Works, New York, N. Y. 

Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. 
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Underground, Steel, Oil Storage 


Ace Tank & Welding Co., Seattle, Wash. 

Acme Welding Div., W. Hartford 10, Conn. 

Allied Tank Truck Egqpt. Co., Philadelphia 
30, Pa. 

American Steel Works of Kansas, Wichita, 


Kan. 

Areweld Mfg. Co., Inc., Seattle 99, Wash. 

Beall Pipe & Tank Corp., Portland, Ore. 

Biggs Boiler Works Co., Akron, Ohio 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Brown Steel Tank Co., Minneapolis, Minn. 

Buffalo Tank Corp., Dunellen, N. J. 

Burtchaell Htng. Co., Portland 2, Ore. 

Butler Mfg. Co., Kansas City, Mo. 

Clemmey Co., Inc., John L., Mansfield, 
Mass. 

Columbian Steel Tank Co., Kansas City 1, 
Mo. 

Crown Tank Works, Inc., Taunton, Mass. 

D. & C. Eqpt. Co., Hartford, Conn. 

Denby Tank & Welding Co., Shelton, Conn. 

Dowagiac Steel Tank Co., Dowagiac, Mich. 

Eaton Metal Prods. Corp., Omaha 2, Nebr. 

Eastern Steel Tank Corp., Flushing, N. Y. 

Electro-Watt Industries, Inc., Salem, Ore. 

Furblo Co., Hermansville, Mich. 

Gary Carolina Co., Rocky Mount, N. C. 

Gary Steel Prods. Co., Gary, Ind. 

Gibraltar Corp. of America, Inc., Brooklyn, 
N. Y. 

Gold Seal Tank Co., Inc., Fall River, Mass. 

Graver Tank & Mfg. Co., Inc., E. Chicago, 
Ind. 

Hall Eqpt. Co., Quincy, Mass. 

Hammond Iron Works, New York, N. Y. 

Harlan & Hollingsworth Tank Corp., Phila- 
delphia, Pa. 

Island Tank & Eqpt. Co., Bayport, N. Y. 

Kaustine Furnace & Tank Corp., Perry, 
1a ee Se 

Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 

Klaff & Sons, Brooklyn 36, N. Y. 

Koven & Bro, Inc., L. O., Jersey City, N. J. 

Lynch Co., Inc., The, Portland 11, Ore. 

Meldon Industries, Inc., Detroit 23, Mich. 

Michigan Tank & Heater Corp., Dearborn, 
Mich. 

Moore & Kling, Inc., Boston, Mass. 

Morrison Bros. Co., Dubuque, Iowa 

Niles Steel Tank Co., Niles, Mich. 

Norse Boiler Co., Inc., New Market, N. J. 

Norwalk Tank Co., So. Norwalk, Conn. 

Novelty Steam Boiler Works, Baltimore 30, 
Md. 

Owosso Tank Co., Owosso, Mich. 

Pennsylvania Furnace & Iron Co., Warren, 
Pa. 

Philadelphia Valve Co., Philadelphia 34, Pa. 

Price Fireplace Heater & Tank Div., Buf- 
falo, N. Y. 

Progress Mfg. Co., Arthur, Ill. 

= City Iron Works, Inc., Philadelphia, 

a. 

Remco, Inc., Baltimore, Md. 

Rossoe Mfg. Co., Inc., Seattle, Wash. 

Richmond Eng. Co., Richmond, Va. 

Salisbury Tank & Steel Co., Newburyport, 
Mass. 

Sandberg Mfg. Co., Portland 10, Ore. 

Scaife Co., Oakmont, Pa. 

San-Equip, Inc., Syracuse, N. Y. 

Shadyside Fdry., Martins Ferry, Ohio 

Sharpsville Steel Fabricators, Inc., Sharps- 
ville, Pa. 

Southern Tank & Mfg., Inc., Owensboro, 
Ky. 

Waterfilm Boilers, Inc., Jersey City 7, N. J. 

Water Tube Boiler & Tank Co., Chicago, Il. 

Wm. Bros Boiler & Mfg. Co., Minneapolis, 
Minn. 

Wood Co., John, Conshohocken, Pa. 

Zambelli Boiler Works, Philadelphia 25, Pa. 


Water Heating 


Acme Welding Div., West Hartford, Conn. 

American District Steam Co., Inc., N. Tona- 
wanda, N. Y. 

American Steel Works, Kansas City, Mo. 

Bell & Gossett Co., Morton Grove, Ill. 

Buffalo Tank Corp., Dunellen, N. J. 

Coleman Co., Inc., The, Wichita, Kan. 





Dillon Steam Boiler Works, Inc., p M 
Fitchburg, Mass. BES ss 
Eastern Steel Tank Corp., Flushing, N, y 
Eaton Metal Prods. Corp., Omaha 2, Nebr 
Gabriel Boiler & Fabrication Co., Portiang 
9, Ore. 
Gerstein & Cooper, 
Mass. 
Hapman-Dutton Co., Kalamazoo, Mich 
Island Tank & Eqpt. Co., Bayport, N. Y 
Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 
Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 
Koven & Bro, Ine., L, O., Jersey City, N.J 
Michigan Tank & Heater Corp., Dearborn, 
Mich. 
National Steel Construction Co., Seattle g 
Wash. ; 
Niles Steel Tank Co., Niles, Mich. 
Norse Boiler Co., Inc., New Market, N. J 
— Steam Boiler Works, Baltimore. 


Inc., South Boston 


Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Quaker City Iron Uorks, Inc., Philadelphia 
Pa ; 


Richmond Eng. Co., Richmond, Va. 

Sharpsville Steel Fabricators, Inc., Sharps 
ville, Pa. 

Waterfilm Boilers, Inc., Jersey City 7, N. J, 

Watertube Boiler & Tank Co., Chicago, Il), 

Wood Co., John, Conshohocken, Pa. 

Yula Water Heaters, Inc., New York, N. Y. 


Tank Stands, Racks 


Fueloil Storage, Basement 


Ace Tank & Welding Co., Seattle 99, Wash. 
Acme Welding Div., W. Hartford 10, Conn. 
American Steel Works, Kansas City, Mo. 
Ardmore Prods., Chicago, III. 
Beall Pipe & Tank Corp., Portland, Ore. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Brown Oil Burning Egqpt. Co., Cambridge 
39, Mass. 
Butler Mfg. Co., Kansas City 26, Mo. 
Eaton Metal Prods. Corp., Omaha 2, Nebr. 
Economic Steel Pack Co., Everett, Mass. 
Kennedy Tank & Mfg. Co., Inc., Indianap- 
olis, Ind. 
McGillis Service Eng., Brockton, Mass. 
Missouri Boiler & Sheet Iron Works, St. 
Louis, Mo. : 
Morrison Bros., Inc., Dubuque, Ia, 
O’Halloran Inds., Detroit 4, Mich. 
Philadelphia Valve Co., Philadelphia, Pa. 
Progress Mfg. Co., Inc., Arthur, Ill. 
Rossoe Mfg. Co., Seattle, Wash. 
Southern Tank & Mfg., Inc., Owensboro, 
Ky. 


Hot Water Storage 


Acme Welding Div., West Hartford, Conn. 

American Steel Works of Kansas, Wichita, 
Kan. 

Beall Pipe & Tank Corp., Portland, Ore. 

Buffalo Tank Corp., Dunellen, N. J. 

Eastern Steel Tank Corp., Flushing, N. ¥. 

Gerstein & Cooper, Inc., South Boston, 
Mass. 

Hapman-Dutton Co., Kalamazoo, Mich. 

Kam Water Heater Mfg. Co., Inc., Brook 
lyn, N. Y. 

Michigan Tank & Heater Corp., Dearbor, 
Mich. 

Morrison Bros. Co., Dubuque, Iowa 

Waterfilm Boilers, Inc., Jersey City 7, N.J: 

Wm. Bros Boiler & Mfg. Co., Minneapolis 
14, Minn. 


Tools, Pipe 
Air Hammer 


Brown-Appton Co., New York 22, N. 3 
Ingersoll-Rand Co., Phillipsburg, N. 4. 


Benders 

Boiler Engineering & Supply ©. ™" 
Phoenixville, Pa. . 
Carlton Supply Co., Hartford 1, Comm. 
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ee Too! Co., Rockford, Ill. 
— Bros., Inc., Evansville, Ind. 


rial Brass Mfg. Co., The, Chicago, Ill. 
See Tubular Prod. Co., Cleveland 8, 


hio 
aneer Co., M. B., South Bend, Ind. 


Tal Bender, Inc., Milwaukee, Wisc. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Wysong & Miles Co., Greensboro, N. C. 


Copper Tubing Tools, Bend 


Carlton Supply Co., Hartford, Conn. 

Chase Brass & Copper Co., Inc., Waterbury, 
Conn. ‘ 

Couplings Co., Chicago, Ill. 

Greenlee Tool Co., Rockford, Ill. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co. S. H., Marshall, Mich. 

Madden Brass Prod. Co., Aurora, Ill. 

Martin Tube Benders, W. H., Owensboro, 


Fe Tubular Prod. Co., Cleveland 8, 
hio 

an Brass Mfg. Co., Inc., Otsego, Mich. 

Tal Bender, Inc., Milwaukee 2, Wisc. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Copper Tubing Tools, Cut 


Armstrong Bros. Tool Co., Chicago 30, Ill. 

C-S Brass Mfg. Co., New York 23, N. Y. 

Carlton Supply Co., Hartford 1, Conn. 

Chase Brass & Copper Co., Waterbury, 
Conn, 

Couplings Co., Chicago, IIl. 

Imperial Brass Mfg. Co., The, Chicago 7, III. 

Leggitt Co., S. H., Marshall, Mich. 

Madden Brass Prod. Co., Aurora, Ill. 

Penn Brass & Copper Co., Erie, Pa. 

Ridge Tool Co., The, Elyria, Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Copper Tubing Tools, Flare 


Armstrong Bros. Tool Co., Chicago 30, IIl. 

Carlton Supply Co., Hartford 1, Conn. 

Chase Brass & Copper Co., Waterbury 20, 
Conn, 

Couplings Co., Chicago 16, Ill. 

Imperial Brass Mfg. Co., The, Chicago 7, IIl. 

Leggitt Co., S. H., Marshall, Mich. 

Madden Brass Prod. Co., Aurora, IIl. 

— Tube Benders, W. H., Owensboro, 

y. 

Penn Brass & Copper Co., Erie, Pa. 

Reading Brass Co., Hillsdale, Mich. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Copper Tubing Tools, Ream 
Armstrong Bros. Tool Co., Chicago 30, Ill. 
= Brass & Copper Co., Inc., Waterbury, 

nn. 
nt Brass Mfg. Co., The, Chicago 7, 


Madden Brass Prod. Co., Chicago 10, IIl. 
Ridge Tool Co., The. Elyria, Ohio 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 


Cutters 


snatrong Bros. Tool Co., Chicago 30, III. 
ne Tool Co., The, Elyria. Ohio 
ayne Brass Co., Inc., Ft. Wayne, Ind. 
Masonry Drills 


putoloy Dept., Detroit 32, Mich. 
eersoll-Rand Co.. Phillipsburg, N. J. 


New England Carbi ; “a 
ford, Mace, arbide Tool Co., Inc , Med 


Power Stands 


Ridge Too! Co., The, Elyria, Ohio 


Reamers 


Armstrong Bros, T 
- Tool Co., Chicago 30, Ill. 
Ridge Tool Co., The, Elyria, Ohio 


Stocks & Dies 


Armstrong Bros. Tool Co., Chicago 30, IIl. 


Ridge Tool Co., The, Elyria, Ohio 


Threading Machine 


Armstrong Bros. Tool Co., Chicago 30, IIl. 


Ridge Tool Co., The, Elyria, Ohio 


Vises & Stands 


Armstrong Bros. Tool Co., Chicago 30, IIl. 
Ridge Tool Co., The, Elyria, Ohio 


Wrenches 


Armstrong Bros. Tool Co., Chicago 30, IIl. 
Ridge Tool Co., The, Elyria, Ohio 


Tools, Portable Electric 


Drills 


Dayton Elec. Mfg. Co., Chicago, Ill. 

Ingersoll-Rand Co., Phillipsburg, N. J. 

Krieg, Victor J., Inc., New York, N. Y. 

Milwaukee Electrical Tool Corp., Milwau- 
kee, Wisc. 

Syntron Co., Homer City, Pa. 


Electric Hammer 


Milwaukee Electric Tool Corp., Milwaukee, 
Wisc. 

Snytron Co., Homer City, Pa. 

Tri-Saw Corp., St. Louis 17, Mo. 


Saws 


Bett-Marr Mfg. Co., Hopkins, Minn. 

Dayton Elec. Mfg. Co., Chicago, Ill. 

Krieg, Inc., Victor J., New York 12, N. Y. 

Milwaukee Electrical Tool Corp., Milwau- 
kee, Wisc. 

R.C.S. Tool Sales Co., Bloomington, IIL. 

Syntron Co., Homer City, Pa. 


Tools, Powder-actuated 
Niagara Machine & Tool Works, Buffalo, 
N. Y 


Ramset Div., Cleveland 11, Ohio 
Remington Arms Co., Bridgeport, Conn. 


Tools, Sheet Metal 


Band Saws 


Bett-Marr Mfg. Co., Hopkins. Minn. 
Independent Blade Co., East Haven 12, 
Conn. 


Brakes 


Beverly Shear Mfg. Co., Chicago, IIl. 
Cutler-Hammer, Inc., Milwaukee, Wisc. 
Falsington Mfg. Co., Falsington, Pa. 
Niagara Machine & Tool Works, Buffalo, 


N; 

Peck, Stow & Wilcox Co., Southington, 
Conn. 

Power Eqpt. Co., Kansas City, Mo. 

Stueck, Inc., W. Whitney, Old Saybrook, 
Conn. 


Hand Shears 


Falsington Mfg. Co., Falsington, Pa. 

Krieg, Inc., V. J., New York, N. Y. 

Mercury Supply Co., Elmhurst, Ill. 

Niagara Machine & Tool Works, Buffalo 
11, N. Y. 

Peck, Stow & Wilcox Co., Southington, 
Conn. 

Whitney Mfg. Co., W. A., Rockford, Ill. 

Wiss & Sons, Co., J., Newark 7, N. J. 


Lockformers 


Falsington Mfg. Co., Falsington, Pa. 

Lockformer Co., The, Chicago 50, IIl. 

Niagara Machine & Tool Works, Buffalo, 
N, 3. 


PUYER'S GUIDE % INDUSTRY DIRECTORY 





. . . . Transformers 


Portable Brakes 
Niagara Machine & Tool Works, Buffalo 11, 
| Fie é 


Stueck, Inc., W. Whitney, Old Saybrook 
Conn. 

Peck, Stow & Wilcox Co., Southington, 
Conn. 

Webb Machine & Tool Co., Imperial, Pa. 


Portable Shears 


Beverly Shear Mfg. Co., Chicago 43, Ill. 
Falsington Mfg. Co., Falsington, Pa. 
Kraus Mfg. Co., C. E., Louisville 2, Ky. 
Krieg, Inc., V. J., New York, N. Y. 
Mercury Supply Co., Elmhurst, Ill. 
— Machine & Tool Works, Buffalo, 
Peck, Stow & Wilcox, Southington, Conn. 
Whitney Mfg. Co., W. A., Rockford, Ill. 
Wilder Mfg. Co., Carmel, Calif. 


Power Hammer 


American Pneumatic Tool Co., New York 
22, N. Y¥. 


Power Shears 


Krieg, Inc., V. J., New York, N. Y. 

Libert Machine Co., Green Bay, Wisc. 

Niagara Machine & Tool Works, Buffalo 
33 RY. 

Peck, Stow & Wilcox, Southington, Conn. 

Wilder Mfg. Co., Carmel, Calif. 

Wysong & Miles Co., Greensboro, N. C. 


Punches 


Falsington Mfg. Co., Falsington, Pa. 

Niagara Machine & Tool Works, Buffalo 
Lt WF; 

Peck, Stow & Wilcox, Southington, Conn. 

Whitney Mfg. Co., W. A., Rockford, III. 

Wilder Mfg. Co., Carmel, Calif. 


Transformers 


Control 


Acme Electric Corp., Cuba, N. Y. 

Detroit Controls Corp., Detroit 8, Mich. 

Dongan Electric Mfg. Co., Detroit, Mich. 

Forest Electric Co., The, Forest Park, IIl. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady 5, N. Y. 

a at a Valve Mfg. Co., New York 22, 

Jefferson Electric Co., Bellwood, II. 

Mercoid Corp., The, Chicago, Ill. 

Soreng Div., Schiller Park, Ill. 

Square D Co., Milwaukee 12, Wisc. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 


Ignition 
Ace Transformer Co., Inc., New York 16, 
N. Y 


Acme Electric Corp., Cuba, N. Y. 

Aldrich Co., Wyoming, Ill. 

Berkshire Transformer Corp., New Milford, 
Conn. 

Bogue Elec. Mfg. Co., Paterson, N. J. 

Burn-Rite Products Co., Yonkers, N. Y. 

Dongan Electric Mfg. Co., Detroit, Mich. 

Forest Electric Co., The, Forest Park. Ill. 

General Electric Co., Ft. Wayne 2, Ind. 

General Electric Co., Schenectady 5, N. Y. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hold-Tite Valve Mfg. Co., New York 22, 
N. Y. 

HomEase Prods. Div., Inc., Paterson, N. J. 

Jefferson Electric Co., Bellwood, Ill. 

Penn Transformer Corp., Bellefonte, Pa. 

Silent Flame Mfg. Co., Inc., New York 72, 
1 ae 4 

Standard Automatic Burner Div., Newark, 
N. J. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 

Westinghouse Electric Corp., Industrial 
Heating Div., Meadville, Pa. 
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Traps 


Boiler Return 


Acker Corp., Meridian, Miss. 

Anderson Co., V. D., Cleveland 2, Ohio 
Dunham-Bush, W. Hartford, Conn. 
Johnson Corp., The, Three Rivers, Mich. 
Marsh Corp., Jas. P., Skokie, ill. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Sarco Co., Inc., New York, N. Y. 

Sterling, Inc., Milwaukee, Wisc. 

Warren Webster & Co., New York 17, N. Y. 


Lifting 


Acker Corp., Meridian, Miss. 
Johnson Corp., The, Three Rivers, Mich. 
Sarco Co., Inc., New York, N. Y. 


Non-return 


Acker Corp., Meridian, Miss. 

Armstrong Machine Works, Three Rivers, 
Mich. 

Johnson Corp., The, Three Rivers, Mich. 

Marsh Corp., Jas. P., Skokie, Lil. 

O’ Halloran Industries, Detroit, Mich. 

Sarco Co., Inc., New York, N. Y. 


Steam 


Acker Corp., Meridian, Miss. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

Anderson Co., V. D., Cleveland 2, Ohio 

Armstrong Machine Works, Three Rivers, 
Mich. 

Barnes & Jones, Inc., Boston 30, Mass. 

Clark Mfg. Co., Cleveland 14, Ohio 

Dunham-Bush, W. Hartford, Conn. 


Hoffman Specialty Mfg. Corp., Indianap- 
olis, Ind. 

Marsh Corp., Jas. P., Skokie, Ill. 

Nat’l.-U, S. Radiator Corp., Johnstown, Pa. 

Sarco Co., Inc., New York, N. Y. 

Schaub Eng. Co., Fred H., Chicago 25, Ill. 

Sterling, Inc., Milwaukee, Wisc. 

Strong, Carlisle & Hammond, Cleveland, 
Ohio 

Warren Webster & Co., New York, N. Y. 

Wright-Austin Co., Detroit, Mich. 


Truck Bodies 


Service & Installation 


Atlas Metal Products, Inc., Berlin, Conn. 

Beall Pipe & Tank Corp., Portland, Ore. 

Boyertown Auto Body Works, Boyertown, 
Pa. 

Brown Steel Tank Co., Minneapolis, Minn. 

Gramm Trailer Corp., Delphos, Ohio 

Heil Co., The, Milwaukee, Wisc. 

Holan Corp., J. H., Cleveland, O. 

Karyall Body, Inc., Cleveland 9, Ohio 

Meyers & Sons, Inc., Wm., Skokie, II. 

Nolan Corp., J. H., Cleveland, Ohio 

Stahl Metal Prods., Inc., Cleveland 10, Ohio 


Truck Cranes 
Stedt Hydraulic Crane Co., Brookline, Mass. 


Tubing 
Aluminum 


American Brass Co., Waterbury 20, Conn. 

American Tube Products, Inc., West War- 
wick, R. I. 

Leggitt Co., S. H., Marshall, Mich. 

Linderme Tube Co., The, Cleveland 17, Ohio 

Mechanical Steel Tubing Corp., New York, 
ly oe 

Penn Brass & Copper Co., Erie, Pa. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

ge Copper & Brass, Inc., New York 17, 


Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Viking Mfg. Corp., Cleveland, Ohio 

West Orange Brass Co., Orange, N. J. 
Wolverine Tube Div., Detroit 26, Mich. 


D44 


. «+. Tubing 


Brass 


American Brass Co., Waterbury 20, Conn. 

Chase Brass & Copper Co., Waterbury, 
Conn. 

Grinnell Co., Inc., Providence 1, R. I. 

Mechanical Steel Tubing Corp., New York, 
N. Y. 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
N. Y 


Scovill ‘Mtg. Co., Waterbury, Conn. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Wolverine Tube Div., Detroit 26, Mich. 


Coils 


American Tube Products, Inc., West War- 
wick, R. I. 

Cariton Supply Co., Hartford 1, Conn. 

Lewis & Co., J. E., Baltimore 30, Md. 

Madden Brass Prod. Co., Chicago 10, Ill. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Rome-Turney Rad. Co., Rome, N. Y. 

Taco Heaters, Inc., Providence, R. I. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Wolverine Tube Div., Detroit, Mich. 

Yula Water Heaters, Inc., New York 63, 
mM, X. 


Copper 


American Brass Co., Waterbury 20, Conn. 

American Tube Products, Inc., West War- 
wick, R. I. 

C-S Brass Mfg. Co., Woodside, N. Y. 

Chase Brass & Copper Co., Waterbury, 
Conn. 

Couplings Co., Chicago 16, IIl. 

Grinnell Co., Inc., Providence 16, Ill. 

H. & H. Tube & Mfg. Co., Detroit 17, Mich. 

Imperial Brass Mfg. Co., The, Chicago 7, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

Linderme Tube Co., The, Cleveland 17, Ohio 

Madden Brass Prod. Co., Chicago 10, Ill. 

Mechanical Steel Tubing Corp., New York, 
LS a 

Penn Brass & Copper Co., Erie, Pa. 

Reading Tube Corp., New York 1, N. Y. 

Reliance Tubular Prods. Co., Cleveland 8, 
Ohio 

Revere Copper & Brass, Inc., New York 17, 
NS. 


Rome-Turney Rad. Co., Rome, N. Y. 
Seovill Mfg. Co., Waterbury, Conn. 
Slant-Fin Rad. Corp., Richmond Hill, N. Y. 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
Weatherhead Co., The, Cleveland 8, Ohio 
Wolverine Tube Div., Detroit 26, Mich. 


Hangers 


American Tube Products, Inc., Natick, R. I. 
Carlton Supply Co., Hartford 1, Conn. 
Grinnell Co., Inc., Providence 1, R. I. 
Leggitt Co., S. H., Marshall, Mich. 
Universal Brass Corp., Arlington, N. J. 


Metal Flexible 


American Brass Co., Waterbury, Conn. 


International Metal Hose Co., Bellevue, 
Ohio 
Johnson Metal Hose, Inc., Waterbury, 
Conn. 


McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Packless Metal Hose, Inc., New Rochelle, 
N.Y 


Techniflex Mfg. Co., Port Jervis, N. Y. 


Plastic 


Dow Chemical Co., Midland, Mich. 
Flexible Tubing Corp., Guilford, Conn. 
Goodrich Co., B. F., Akron, Ohio 
Imperial Brass Mfg. Co., The, Chicago, Ill. 
Pyramid Plastics, Inc., Chicago 7, Ill. 

U. S. Rubber Co., New York 20, N. Y. 





. . . « Unit Heaters 


Steel 


American Tube Products, Inc., West Way. 


wick, R. I. 

Avon Tube Div., Rochester, Mich. 

Beail Pipe & Tank Corp., Portland, Ore 

Crucible Steel Co. of America, Pittsburgh, 
Pa. 

Revere Copper & Brass, Inc., New York 
NY, f 


Trent Tube Co., East Troy, Wise. 
Wolverine Tube Div., Detroit, Mich. 


Unit Heaters 
Direct Oilfired 


Air Conditioning Eng. Co., Cambridge 4 
Mass. : 

Airtherm Mfg. Co., St. Louis 10, Mo. 

American Crop Drying Egqpt. Co., Crystal 
Lake, Ill. 

American Fdry. & Furnace Co., Blooming- 
ton, Ill. 

Anchor Div., New Albany, Ind. 

Auto-Therm Mfg. Co., Detroit, Mich. 

Beck Eng. Combustion Co., St. Louis 6, Mo. 

Campbell Heating Co., Des Moines 17, Iowa 

Chicago Steel Furnace Co., Chicago 17, Ill, 

Chimney Furnace-Western, Seattle 44, 
Wash. 

Dravo Corp., Pittsburgh 22, Pa. 

Drying Systems, Inc., Chicago 40, Il. 

Fageol Heat Machine Co., Detroit 11, Mich, 

Gilbert & Barker Mfg. Co., W. Springfield, 
Mass. 

Herman Nelson Div., Moline, Ill. 

Lee Corp., Wilmington, Del. 

Mammoth Furnace Co., St. Paul, Minn. 

Mechanical Products Mfg. Co., Seattle 4, 
Wash. 

Mechanical Steel Tubing Corp., New York, 
i Pale g 


Montag, Inc., Portland, Ore. 
National Heater Co., Inc., St. Paul 4, Minn. 
Norwalk Air Conditioning Corp., The, So. 
Norwalk, Conn. 
Olson & Co., Arthur A, Canfield, Ohio 
Overhead Heaters. Inc., New York, N. Y. 
Peabody Eng. Corp., New York 36, N. Y. 
Prat-Daniel Corp., So. Norwalk, Conn. 
Rybolt Htg. Co., Ashland, Ohio 
Therm-O-Bloc Div., So. Norwalk, Conn. 
Tjernlund Mfg. Co., St. Paul, Minn. 
Viking Mfg. Corp., Cleveland, Ohio 
Young Radiator Co., Racine, Wisc. 


Hot Water 


Airtherm Mfg. Co., St. Louis 10, Mo. — 
American Air Filter Co., Inc., Louisville, 
Ky. 
American Blower Corp., Dearborn, Mich. 
Bishop & Babcock Mfg. Co., Cleveland, 0. 
Brown Prods. Co., Forest Hills, N. Y. 
Buffalo Forge Co., Inc., Buffalo, N. Y. 
Burnham Corp., Irvington, N. Y. 
Carrier Corp., Syracuse, N. Y. 
Clarage Fan Co., Kalamazoo, Mich. 
Dunham-Bush, W. Hartford, Conn. 
Fedders-Quigan Corp., Buffalo, N. Y. 
Grinnell Co., Inc., Providence 1, R. 1. 
Hastings Air Conditioning Co., Inc., Hast- 
ings, Nebr. 
Hoff Mfg. Co., Bethany, a 
McQuay, Inc., Minneapolis, nn. 
Martin Fan & Blower Co., Inc., Chicago 3, 
Tl. 
Modine Mfg. Co., Racine, Wisc. 
Nat’l.-U. S. Radiator Corp., Johnstown, “4 
Nesbitt, Inc., John J., Philadelphia 36, 
Patterson-Kelley Co., Inc., The, E. Strou 
burg, Pa. 
Rittling Corp., Buffalo 3, N. Y. Py 
Skinner Htg. & Ventilating Co., Inc., 
Louis 6, Mo. 
Sturtevant Div.. Boston 36, Mass. 
Trane Co., The, LaCrosse, Wisc. tL 
Union Asbestos & Rubber Co., Chicago 
U. S. Air Conditioning Corp., Minneapo 
14, Minn. NJ 
Warren Webster & Co., Camden 5, ¥. * 
Wing Mfg. Co., L. J., Linden, N. J: 
Young Rad. Co., Racine, Wisc. 
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_, Vacuum Cleaners 


Steam 


irtherm Mfg. Co., St. Louis 10, Mo. 


, Air Filter Co., Inc., Louisville, 


American 


Ky. 
n Blower Corp., Dearborn, Mich. 
ee prods. Co., Forest Hills, N. Y. 
Buffalo Forge Co., Inc., Buffalo, N. Y. 
Burnham Corp., Irvington, N. Y. 
carrier Corp., Syracuse, Ne ¥. 
Clarage Fan Co., Kalamazoo, Mich. 
Dunham-Bush, W. Hartford, Conn. 
Fedders-Quigan Corp., Buffalo, N. Y. 
Grinnell Co., Inc., Providence 1, R. I. 
Hastings Air Conditioning Co., Inc., Hast- 
ings, Nebr. 
Hoff Mfg. Co., Bethany, Conn. 
Kisco Boiler & Eng. Co., St. Louis 14, Mo. 
McQuay, Inc., Minneapolis, Minn. 
Martin Fan & Blower Co., Inc., Chicago 50, 
Ill. 
Modine Mfg. Co., Racine, Wisc. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Nesbitt, Inc., John J., Philadelphia 36, Pa. 
Patterson-Kelley Co., Inc., The, E. Strouds- 
burg. Pa. 
Rittling Corp., Buffalo 3, N. Y. 
Skinner Htg. & Ventilating Co., Inc., St. 
Louis 6, Mo. 
Sturtevant Div., Boston, Mass. 
Trane Co., The, LaCrosse, Wisc. 
Union Asbestos & Rubber Co.,- Chicago, Ill. 
U. §. Air Conditioning Corp., Minneapolis 
14, Minn. 
Warren Webster & Co., Camden 5, N. J. 
Wing Mfg. Co., L. J., Linden, N. J. 
Young Rad. Co., Racine, Wisc. 


Vacuum Cleaners 


Boilers & Furnaces 


Baker Furnace & Cleaner Mfg. Co., Toledo 
6, Ohio 

Breuer Electric Mfg. Co., Chicago 49. Tl. 

Delamater Distributing Co., Janesville, 
Wis. 

Doyie Vacuum Cleaner Co., Grand Rapids, 
Mich, 

Empire Chemical Prod. Co., Newark, N. J. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Ideal Industries, Inc., Sycamore, Ill. 

Kent Co.. Inc., The, Rome, N. Y. 

ae ina Mfg. Co., Palisades, Park, 

J 


Master-Craft Supply Co., Inc., West Haver- 
Straw, N, Y. 

Meyer & Sons, Inc., Wm., Skokie, III. 

Molloy Machine Corp.. Chicago. Ill. 

ag Super Service Co., Inc., Toledo 2, 

0 

Premier Co., St. Paul, Minn. 

Pullman Vacuum Cleaner Corp., Boston, 
Mass. 

Seeger-Williams, Inc., Bridgeport, Conn. 

Stetson Co., M. D., Boston. Mass. 

Unique Art Mfg. Co., Inc., Newark, N. J. 


Cleaning Brushes 


Ace Wire Brush Co., Brooklyn, N. Y. 

Difle Veewum Cleaner Co., Grand Rapids, 
Mich, 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Ideal Industries, Inc.. Sycamore, Ill. 


Master-Craft Supply Co., Inc., West Haver- 
straw, N. Y. 


Movers & Sons, Inc., Wm., Skokie, Ill. 
tm Super Service Co., Toledo, Ohio 
—— Co., St. Paul, Minn. 

sol Brush Mfg. Co., Milwaukee 4, 


Stetson Co., M. D., Boston, Mass. 


Worcester Bru 
sh and S - 
cester, Mags craper Co., Wor. 


Hose 


Admiral Rubber Corp., Brooklyn 32, N. Y. 


Mas Rubber Co., Inc., New York, N. Y. 
i acuum Cleaner Co., Grand Rapids, 


aver, Inc., Sid, Valley Stream, N. Y. 
© Utilities Co., New York, N. Y. 


.... Valves 


Hewitt-Robbins, Inc., Stamford, Conn. 

Ideal Industries, Inc.. Sycamore, Ill. 

Master-Craft Supply Co., Inc., West Haver- 
straw, N. Y. 

Mevers & Sons, Inc., Wm., Skokie, IIl. 

National Super Service Co., Toledo, Ohio 

Premier Co., St. Paul, Minn. 

Pullman Vacuum Cleaner Corp., Boston, 
Mass. 

Stetson Co., M. D., Boston, Mass. 


Tools & Accessories 


Baker Furnace & Cleaner Mfg. Co., Toledo 
6, Ohio 

Breuer Electric Mfg. Co., Chicago 49, Ill. 

Doyle Vacuum Cleaner Co., Grand Rapids, 
Mich. 

Empire Chemical Prod. Co., Newark, N. J. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Ideal Industries, Inc., Sycamore, Il. 

Kent Co., Inc.. The, Rome, N. Y. 

Master-Craft Supply Co., Inc., West Haver- 
straw, N. Y. 

Meyers & Sons, Inc., Wm., Skokie, IIl. 

Molloy Machine Corp., Chicago, Il. 

National Super Service Co., Inc., Toledo 2, 
Ohio 

Premier Co., St. Paul, Minn. 

Pullman Vacuum Cleaner Corp., Boston, 
Mass. 

Schaefer Brush Mfg. Co., Milwaukee, Wis. 

Stetson Co., M. D., Boston, Mass. 

Unique Art Mfg. Co., Inc., Newark, N. J. 


Valves 


Air Relief 


American Rad. & Std. Sanitary Corp., New 
York, WN. %. 
Anthony Co., Long Island City 1, N. Y. 
Anderson Co., V. D., Cleveland, Ohio 
Anderson Prods., Cambridge 39, Mass. 
Beacon Brass Co., Inc., Waltham, Mass. 
Bell & Gossett Co., Morton Grove, Ill. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. ‘ 
Cooper Co., Clark. Palmyra, N. J. 
Dole Valve Co., Morton Grove, Ill. 
Dunham-Bush, W. Hartford, Conn. 
Edward Valves, Inc., E. Chicago, Ind. 
Ex-cell Valve Div., Cleveland, O. 
Heat-Timer Corp., New York, N. Y. 
Keeney Mfg. Co., Newington, Conn. 
Klipfel Valves, Inc., Hamilton, Ohio 
Kunkle Valve Co., Fort Wayne 2, Ind. 
Lammert & Mann Co., Chicago 12, Ill. 
Maid-O-Mist, Inc., Chicago, III. 
Morrison Bros., Inc., Dubuque, Ia. 
Multiplex Mfg. Co., Berwick, Pa. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
New York Air Valve Corp., Brooklyn, N. Y. 
OPW Corp., Cincinnati, Ohio 
Oster Laboratories, Ellenville, N. Y. 
Rockwell Co., W. S., Fairfield, Conn. 
Span Brass Mfg. Co., Inc., Otsego, Mich. 
Taco Heaters, Inc., Cranston, R. I. 
Thrush & Co., H. A., Peru, Ind. 
Watts Regulator Co., Lawrence, Mass. 


Angle 


Anderson Brass Co., Detroit, Mich. 

Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Buckeye Iron & Brass Works, Dayton, O. 

Cambridge Tool & Mfg. Co., Inc., Somer- 
ville, Mass. 

Central Brass Mfg. Co., Cleveland, Ohio 

Chase Brass & Copper Co., Waterbury, 
Conn. 

Couplings Co., Chicago 8, Il. 

Detroit Controls Corp., Detroit, Mich. 

Edward Valves, Inc., E. Chicago, Ind. 

Grinnell Co., Inc., Providence 1, R. I. 

Guardian Products Corp., Michigan City, 
Ind. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Leggitt Co., S. H., Marshall, Mich. 

Marsh Corp., Skokie, Ill. 

Milwaukee Valve Co., Milwaukee, Wisc. 

Morrison Bros., Inc., Dubuque, Ia. 

Morse-Smith-Morse Co., Watertown, Mass. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 








Ohio Brass Co., Mansfie]d, Ohio 

Oil Eqpt. Mfg. Co., Ine., Louisville, Ky. 

OPW Corp., Cincinnati, Ohio 

Preferred Utilities Mfg. Corp., New York 
23, Nz YY, 

Reliance Tubular Prod. Co., Cleveland, O. 

Schaible Co., The, Cincinnati 4, Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 

Taco Heaters, Inc., Cranston, R. I. 

Universal Brass Corp., Arlington, N. J. 

Wayne Brass Co., Inc., Ft. Wayne, Ind. 

Weatherhead Co., The, Cleveland 8, Ohio 


Blow-off 


Atkomatie Valve Co., Inc., 
Ind. 
Automatic Switch Co., Orange, N. J. 
Burn-Rite Products Co., Yonkers, N. Y. 
Central Brass Mfg. Co., Cleveland 27, Ohio 
Crane Co., Chicago 5, Ill. 
Defender Instrument & Regulator Co., 
Boody, Ill. 
Edward Valves, Inc.. E. Chicago, Ill. 
Homestead Valve Mfg. Co.. Coraopolis, Pa. 
Rockwell Co., W. S., Fairfield, Conn. 
Uniblow Valve Co., Cleveland 2, Ohio 
Universal Brass Corp., Arlington, N. J. 
Vapor Heating Corp., Chicago 31, Ill. 
Wright-Austin Co., Detroit 7, Mich. 


Indianapolis, 


Boiler Feed 


Atkomatic Valve Co., Ince., 
Ind. 

Automatic Switch Co., Orange, N. J. 

Bailey Meter Co., Cleveland, O. 

Bell & Gossett Co., Morton Grove, Il. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Burn-Rite Products Co., Yonkers, N. Y. 

Cash Valve Mfg. Corp., A. W., Decatur, I1.. 

Central Brass Mfg. Co., Cleveland. Ohio 

Clark-Cooper Co. Inc., Palmyra, N. J. 

Crane Co., Chicago 40, Ill. 

Defender Instrument & Regulator Co., 
Boody, IIl. 

Edward Valves, Inc., E. Chicago, Tl. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Klipfel Valves. Inc., Hamilton, Ohio 

McDonnell & Miller; Inc., Chicago 18, Til. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Thrush & Co., H. A., Peru. Ind. 

Triplex Heating Specialty Co., Inc., Peru, 
Ind. 

Vapor Heating Corp., Chicago, III. 

Watts Regulator Co., Lawrence, Mass. 


Indianapolis, 


Emergency, Truck 


Automatic Switch Co., Orange, N. J. 

Buckeye Iron & Brass Works, Dayton, Ohio 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

OPW Corp., Cincinnati 25, Ohio 

Quaker City Iron Works, Inc., Philadel- 
phia, Pa. 

Wheaton Brass Works, Union, N. J. 


Exhaust 


Automatic Switch Co., Orange, N. J. 

Crane Co., Chicago 40, Il. 

National Fuel Conservation Co., Inc., White 
Plains, N. Y. 

Rockwell Co., W. S., Fairfield, Conn. 


Flow Control 


A-P Controls Corp., Milwaukee, Wisc. 
Askania Regulator Co., Chicago 11, Ill. 
Automatic Switch Co., Orange, N. J. 
Bailey Meter Co., Cleveland, O. 
Barber-Colman Co., Rockford, Ill. 
Barksdale Valves, Los Angeles, Calif. 
Beacon Brass Co., Inc., Waltham, Mass. 
Bell & Gossett Co., Morton Grove, Ill. 
Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 
Carleton Supply Co., Hartford 1, Conn. 
Cary Mfg. Co., Waupaca, Wisc. 
Cash Valve Corp., A. W., Decatur, Ill. 
Clark Mfg. Co., Cleveland 14, Ohio 
Defender Instrument & Regulator Co., 
Boody, Il. 
Dole Valve Co., Morton Grove, Ill. 
Dunham-Bush, W. Hartford, Conn, 
General Controls Co., Glendale, Calif. 
Granberg Corp., Oakland, Calif. 
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Hammel Oil Burning Eqpt. Co., Providence, 
a 
Hauck Mfg. Co., Brooklyn, N. Y. 
Hoffman Specialty Corp., Indianapolis, Ind. 
Homestead Valve Mfg. Co., Coraopolis, Pa. 
Imperial Brass Mfg. Co., The, Chicago 7, Il. 
Lientz Mfg. Co., B. P., Kansas City, Mo. 
McDonnell & Miller, Inc., Chicago 16, Ill. 
Maxon Premix Burner Co., Muncie, Ind. 
North American Mfg. Co., The, Cleveland 
5, Ohio 
Philadelphia Valve Co., Philadelphia 34, Pa. 
Quality Specialty Co., Camden, N. J. 
Rockwell Co., W. S., Fairfield, Conn. 
Staples & Pfeiffer, San Francisco 7, Calif. 
Strong, Carlisle & Hammond Co., Cleveland 
13, Ohio 
Taco Heaters, Inc., Cranston, R. I. 
Thrush & Co., H. A., Peru, Ind. 
Triplex Heating Specialty, Inc., Peru, Ind. 
Vapor Heating Corp., Chicago, Ill. 
Worcester Taper Pin Co., Worcester, Mass. 


Fueloil 


A-P Controls Corp., Milwaukee, Wisc. 

Anderson Brass Co., Detroit, Mich. 

Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Buckeye Iron & Brass Works, Dayton, Ohio 

Defender Instrument & Regulator Co., 
Boody, Ill. 

EhCo Heating 
Ind. 

Flame Master Co., Inc., Chicago, Ill. 

Granberg Corp., Oakland, Calif. 

Leahy Mfg. Co., Los Angeles, Calif. 

Leggitt Co., S. H., Marshall, Mich. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

National Airoil Burner Co., Philadelphia, 
Pa. 

OPW Corp., Cincinnati, O. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Schurs Oil Burner Co., Los Angeles, Calif. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Vapor Heating Corp., Chicago, Ill. 

Wheaton Brass Works, Union, N. J. 


Specialties, Indianapolis, 


Furnace Exhaust 


Fuel Econ-O-Mizer Co., Providence 5, R. I. 


Gate 


Automatic Switch Co., Orange, N. J. 

Buckeye Iron & Brass Works, Dayton, Ohio 

Chase Brass & Copper Co., Waterbury, 
Conn. 

Crane Co., Chicago 5, Ill. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Detroit Controls Corp., Detroit, Mich. 

Edward Valves, Inc., E. Chicago, Ind. 

Guardian Products Corp., Michigan City, 
Ind. 

Leggitt Co., S. H., Marshall, Mich. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Milwaukee Valve Co., Milwaukee, Wisc. 

Morrison Bros., Dubuque, Iowa 

Morse-Smith-Morse Co., Watertown, Mass. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

OPW Corp., Cincinnati, Ohio 

Ohio Brass Co., Mansfield, Ohio 

Pilgrim Oil Burner Co., Hartford, Conn. 

Preferred Utilities Mfg. Corp., New York, 
Wd 

Rockford Brass Works, Rockford, III. 

Schaible Co., The, Cincinnati 4, Ohio 

Schurs Oil Burner Co., Los Angeles 1, Calif. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 


Globe 


Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Buckeye Iron & Brass Works, Dayton, O. 

Cambridge Tool & Mfg. Co., Inc., Somer- 
ville, Mass. 

Central Brass Mfg. Co., Cleveland, Ohio 

‘Chase Brass & Copper Co., Waterbury, 
Conn. 

Crane Co., Chicago 5, Ill. 

Defender Instrument & Regulator Co., 


Boody, Ill. 
Detroit Controls Corp., Detroit, Mich. 
Edward Valves, Inc., E. Chicago, Ind. 
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Grinnell Co., Inc., Providence 1, R. I. 
Guardian Prods. Corp., Michigan City, Ind. 
Leggitt Co., S. H., Marshall, Mich. 

Marsh Co., Jas. P. Skokie, Ill. 

Milwaukee Valve Co., Milwaukee 7, Wisc. 
Morrison Bros., Dubuque, Iowa 
Morse-Smith-Morse Co., Watertown, Mass. 
Nat’1.-U. S. Radiator Corp., Johnstown, Pa. 
Ohio Brass Co., Mansfield, Ohio 

OPW Corp., Cincinnati, Ohio 

Pilgrim Oil Burner Co., Hartford, Conn. 
Remco, Inc., Baltimore, Md. 

Rockford Brass Works, Rockford, IIl. 
Schaible Co., The, Cincinnati, Ohio 

Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 


Humidifier 


Barber-Colman Co., Rockford, IIl. 

Cary Mfg. Co., Waupaca, Wisc. 

Imperial Brass Mfg. Co., The, Chicago, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Maid-O-Mist, Inc., Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn, 

Oster Laboratories, Ellenville, N. Y. 

Scovill Mfg. Co., Waterbury 20, Conn. 

Skuttle Mfg. Co., Milford, Mich. 

Viking Air Conditioning Div., Cleveland, 
Ohio 


Magnetic 


Atkomatic Valve Co., 
Ind. 

Automatic Switch Co., Orange, N. J. 

Barksdale Valves, Los Angeles, Calif. 

Bell & Gossett Co., Morton Grove, IIl. 

Bryant Heater Div., Cleveland, Ohio 

Cary Mfg. Co., Waupaca, Wisc. 

Clark-Cooper Co. Inc., Palmyra, N. J. 

Detroit Controls Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

General Electric Co., Schenectady 5, N. Y. 

Johnson Corp., The, Three Rivers, Mich. 

Maxon Premix Burner Co., Muncie, Ind. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Perfex Corp., Milwaukee 7, Wisc. 

Preferred Utilities Mfg. Corp., New York, 
MN, 2. 

Skinner Electric Valve Div., New Britain, 
Conn. 

Soreng Div., Schiller Park, Ill. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 


Inc., Indianapolis, 


Manifold (Radiant Heating) 


Flair Mfg. Corp., Brooklyn, N. Y. 
Milwaukee Valve Co., Milwaukee 7, Wisc. 
Ohio Brass Co., Mansfield, Ohio 

Thrush & Co., H. A., Peru, Ind. 


Manifold, Truck 


Buckeye Iron & Brass Works, Dayton, Ohio 

McDonald Mfg. Co., A. Y., Dubuque, Ia. 

Milwaukee Valve Co., Milwaukee, Wisc. 

Morrison Bros., Dubuque, Iowa 

Quaker City Iron Works, Inc., 
phia, Pa. 

Rockwell Mfg. Co., Pittsburgh, Pa. 


Philadel- 


Mixing 


Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, III. 

Beacon Brass Co., Waltham, Mass. 

Bell & Gossett Co., Morton Grove, IIl. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Detroit Controls Corp., Detroit 8. Mich. 

Dole Valve Co., Morton Grove, IIl. 

Eclipse Fuel Eng. Co., Rockford, III. 

General Electric Co., Schenectady 5, N. Y. 

General Fittings Co., E. Greenwich, R. I. 

Lawler Automatic Controls, Inc., Mt. Ver- 
non, N. Y. 

Metromatic Mfg. Co., Inc., Medford, Mass. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

North American Mfg. Co., The, Cleveland 5, 
Ohio 

Ohio Brass Co., Mansfield, Ohio 


. - -» Valves 


Radiant Utilities Corp., Brooklyn, N, y 
Sarco Co., Inc., New York 1, Ny. 
Soreng Div., Schiller Park, jj, ~ 
Taco Heaters, Inc., Cranston, R. I 
Watts Regulator Co., Lawrence, Mass 
— er Heaters, Inc., New York 63 


Motor-Operated 


Barber-Colman Co., Rockford, Il. 
Bell & Gossett Co., Morton Grove, Ill 
Clark-Cooper Co., Inc., Palmyra, N. J 
Combustion Control Div., Cambridge. Mass 
Crane Co., Chicago 5, Ill. j 
Defender Instrument & Re ’ 
Boody, Il. gulator Co 
Dunham Co., C. A., Chicago, Il. 
Eclipse Fuel Eng. Corp., Rockford, I 
Fuel Watchman, Inc., New York 5, N, Y 
General Controls Co., Glendale, Calif. 
Grinnell Co., Inc., Providence 1, R. 1. 
Hauck Mfg. Co., Brooklyn, N. y 
Heat-Timer Corp., New York 12, N. y, 
—" Specialty Mfg. Corp., Indianapolis 
nd. 
Homestead Valve Mfg. Co., Coraopolis, Ps 
Jordan Corp., Cincinnati, 0. 
Mar-Coil Heater Co., Union City, N. J. 
Maxon Premix Burner Co., Muncie, Ind. 
Nat’l.-U, S. Radiator Corp., Johnstown Pa 
North American Mfg. Co., The, Cleveland 
Ohio 
Rockwell Co., W. S., Fairfield, Conn. 
Rockwell Mfg. Co., Pittsburgh, Pa, 
Sarco Co., Inc., New York 1, N. Y. 


Needle 


Automatic Switch Co., Orange, N. J. 

Best Brass Co., Marshall, Mich. 

Carleton Supply Co., Hartford 1, Conn. 

Cary Mfg. Co., Waupaca, Wisc. 

Central Brass Mfg. Co., Cleveland, Ohio 

Couplings Co., Chicago 8, IIl. 

Crane Co., Chicago, III. 

Defender Instrument & Regulator Co 
Boody, Ill. 

Edward Valves, Inc., E. Chicago, Ind. 

Imperial Brass Mfg. Co., The, Chicago 7, 
Til. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Marsh Corp., Jas. P., Skokie, Il. 

Milwaukee Valve Co., Milwaukee, Wis¢ 

Ohio Brass Co., Mansfield, Ohio 

Reliance Tubular Prod. Co., Cleveland 8, 
Ohio 

Renneburg & Sons Co., Edw., Baltimore 4, 
Md 


Schurs Oil Burner Co., Los Angeles 1, Calif. 
Skuttle Mfg. Co., Milford, Mich. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 
Universal Brass Corp., Arlington, N. J. 
Wayne Brass Co., Inc., Ft. Wayne, Ind. 
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Weatherhead Co., The, Cleveland 8, Ohio 
Werco Prods., Chicago 50, Ill. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 
Worcester Taper Pin Co., Worcester, Mass 


Oil, Anti-hum 


Automatic Switch Co., Orange, N. J. 
Barclay, Inc., Robert, Chicago, | re 
Cambridge Tool & Mfg. Co., Somerville 
Mass. ‘ea Ss 
Cary Mfg. Co., Waupaca, . 
Posada or Prods. Corp., Michigan City, Is# 
Hold-Tite Valve Mfg. Co., Brooklyn, %. ° 
Milwaukee Valve Co., Milwaukee, =, 
Morse-Smith-Morse Co., Watertown, Mé 
Preferred Utilities Mfg. Corp., New Yo" 
1 ee AF 
Therm Gas Generator Co., Inc., Seat 
Wash. 


Oil, Anti-syphon 


Barclay, Inc., Robert, Chicago, ne y 

Burn-Rite Prods. Co., Yonkers 2, wilt 

Cambridge Tool & Mfg. Co., Some 
Mass. 

Hold-Tite Valve Mfg. Co., Brooklyt . 
Ne Xs 2 Ul. 
Lammert & Mann Co., Chicago 12, 

Morse-Smith-Morse Co., Watertew®, 


y 19) 
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preferred Utilities Mfg. Corp., New York, 
N. Y. 
yi] Burner Co., San Francisco 12, Calif. 
a viame Mfg. Co., Inc., New York 72, 


N. Y. 


Oil, Check 


i e, Waukegan, Il. 
pew Switch Co., Orange, N. J. 
Beacon Brass Co., Waltham, Mass. 
Buckeye Iron & Brass Works, Dayton, O. 
Cambridge Tool & Mfg. Corp., Somerville, 
Mass. 
om Co., Chicago 5, Ill. 
Detroit Controls Corp., Detroit 8, Mich. 
Edward Valves, Inc., E. Chicago, Ind. 
Hold-Tite Valve Mfg. Co., Brooklyn 26, 
N. Y. 
Hydrovalve Co., Brooklyn 3, N. Y. 
tammert & Mann Co., Chicago 12, Ill. 
Leggitt Co., S. H., Marshall, Mich. 
Milwaukee Valve Co., Milwaukee 7, Wisc. 
Yorrison Bros., Inc., Dubuque, Ta. 
Morse-Smith-Morse Co., Watertown, Mass. 
OPW Corp., Cincinnati, Ohio 
Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 
Preferred Utilities Mfg. Corp., New York, 
}. 
Remco, Inc., Baltimore, Md, 


Oil, Float 


AP Controls Div., Milwaukee, Wisc. 

Autopulse Corp., Ludington, Mich. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cooper Co., Clark, Palmyra, N. J. 

Crane Co., Chicago, Ill. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Klipfel Valves, Inc., Hamilton, Ohio 

McDonnell & Miller, Inc., Chicago, Ill. 

Miller Co., The, Meriden, Conn. 

OPW Corp., Cincinnati, Ohio 

Platt Prods. Corp., Lansing 4, Mich. 

Preferred Utilities Mfg. Corp., New York, 
N.Y. 


Oil, Foot 


Buckeye Iron & Brass Works, Dayton, O. 
Crane Co., Chicago 5, Ill. 

Hold-Tite Valve Mfg. Co., New York, N. Y. 
Kunkle Valve Co., Ft. Wayne 2, Ind. 
Milwaukee Valve Co., Milwaukee, Wisc. 
Morrison Bros., Dubuque, Iowa 

Moore & Kling, Inc., Boston, Mass. 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 
OPW Corp., Cincinnati, Ohio 

"oe Utilities Mfg. Corp., New York, 
Remeo, Inc., Baltimore, Md. 

Wilgus Mfg. Co., Los Angeles 21, Calif. 


Oil, Fusible 


Guardian Prods. Corp., Michigan City, Ind. 
aia Valve Mfg. Co., Brooklyn 26, 


Moore & Kling, Inc., Boston, Mass. 
Morse-Smith-Morse Co., Watertown, Mass. 
Oil Eqpt. Mfg. Co., Inc., Louisville, Ky. 
OPW Corp., Cincinnati, Ohio 

nee Utilities Mfg. Corp., New York, 


Remeo, Inc., Baltimore, Md. 
yebstone Corp., Boston, Mass. 
oreester Taper Pin Co., Worcester, Mass. 


Oil, Metering 


pe Controls Corp., Milwaukee, Wisc. 
ry ea Truck Eqpt. Co., Philadelphia 


Automatic Switch Co., Oran 
7 ge, N. J. 

Den, Mfg. Co., Waupaca, Wisc. 
Toit Controls Corp., Detroit 8, Mich. 
Home Master Co., Inc., Chicago, Ill. 
Pe Mfg. Co., Brooklyn, N. Y. 
Nation’, Co., Watertown, Wisc. 
: “ig Burner Mfg. Co., Philadel- 
N ’ . 

Oh merican Mfg. Co., The, Cleveland 5, 
Pref 

cee Utilities Mfg. Corp., New York, 





Staples & Pfeiffer, San Francisco 7, Calif. 
Vapor Heating Corp., Chicago 31, IIl. 
Worcester Taper Pin Co., Worcester, Mass. 


Oil, Non-metering 


Automatic Switch Co., Orange, N. J. 
Couplings Co., Chicago, III. 

Detroit Controls Corp., Detroit 8, Mich. 
Montgomery Products Co., Lansing, Mich. 
Platt Prods. Corp., Lansing 4, Mich. 


Oil, Pressure-regulating 


Automatic Switch Co., Orange, N. J. 

Anthony Co., Long Island City 1, N. Y. 

Barnes & Jones Co., Boston 31, Mass. 

Beacon Brass Co., Waltham, Mass. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Cary Mfg. Co., Waupaca, Wisc. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Chandler Co., Cedar Rapids, Iowa 

Clark Mfg. Co., Cleveland 14, Ohio 

Cooper Co., Clark, Palmyra, N. J. 

Defender Instrument & Regulator Co., 
Boody, Ill. 

Delavan Mfg. Co., W. Des Moines, Iowa 

Detroit Controls Corp., Detroit 8, Mich. 

Eddington Metal Specialty Co., Eddington, 
Pa, 

Fulton Syiphon Div., Knoxville 1, Tenn. 

Hammel Oil Burning Eqpt. Co., Providence, 
RK. 2. 

Hauck Mfg. Co., Brooklyn, N. Y. 

Jordan Corp., Cincinnati, 9, 

Klipfel Valves, Inc., Hamilton, Ohio 

Kunkle Valve Co., Ft. Wayne 7, Ind. 

Leahy Mfg. Co., Los Angeles, Calif. 

Monarch Mfg. Works, Inc., Philadelphia, 
Pa. 

Mueller Steam Specialty Co., Inc., Long 
Island City 4, N. Y. 

National Oil Burner Co. of N. Y., Inc., 
Brooklyn, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
W.. ¥. 

Reliable Products Mfg. Co., Inc., Brooklyn, 
N.. .¥ 


Schurs Oil Burner Co., Los Angeles, Calif. 
Staples & Pfeiffer, San Francisco 7, Calif. 
Tuthill Pump Co., Chicago, Ill. 

Webster Electric Co., Racine, Wisc. 
Wilgus Mfg. Co., Los Angeles 21, Calif. 


Oil, Safety Cut-off 


Automatic Switch Co., Orange, N. J. 

Barksdale Valves, Los Angeles, Calif. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Combustion Control Div., Cambridge, Mass. 

Cooper Co., Clark, Palmyra, N. J. 

Eddington Metal Specialty Co., Eddington, 
Pa. 

Harvey. Inc., Sid, Valley Stream, N. Y. 

OPW Corp., Cincinnati, O. 

Preferred Utilities Mfg. Corp., New York, 
me. Xs 

Reliable Products Mfg. Co., Inc., Brooklyn, 

¥ 


N.. 3%. 
Webster Electric Co., Racine, Wisc. 
Worcester Taper Pin Co., Worcester, Mass. 


Oil, Solenoid 


A-P Controls Corp., Milwaukee, Wisc. 

Atkomatic Valve Co., Indianapolis, Ind. 

Automatic Switch Co., Orange, N. J. 

Barksdale Valves, Los Angeles, Calif. 

Cary Mfg., Waupaca, Wisc. 

Combustion Control Div., Cambridge, Mass. 

Clark-Cooper Co. Inc., Palmyra, N. J. 

Detroit Controls Corp., Detroit 8, Mich. 

Eclipse Fuel Eng. Corp., Detroit 8, Mich. 

General Controls Co., Glendale 1, Calif. 

Hauck Mfg. Co., Brooklyn, N. Y. 

Lammert & Mann Co., Chicago 12, Ill. 

Minneapolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Preferred Utilities Mfg. Corp., New York, 
WN... 

Sarco Co., Inc., New York 1, N. Y. 

Square D Co., Milwaukee 12, Wisc. 

Union Electric & Mfg. Co., Jersey City, 
N. J. 

Union Spring & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wisc. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 





<6 ss Oe 
Oil, 3-Way-Tank 


Anderson Brass Co., Detroit 8, Mich. 

Couplings Co., Chicago, IIl. 

Detroit Controls Corp., Detroit 8, Mich. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Imperial Brass Mfg. Co., Chicago 7, IIl. 

Leggitt Co., S. H., Marshall, Mich. 

Lincoln Brass Works, Inc., Detroit 16, Mich. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

Span Brass Mfg. Co., Otsego, Mich. 

Therm Gas Generator Co., Inc., Seattle, 
Wash. 

Universal Brass Corp., Arlington, N. J. 

Werco Prods., Chicago 50, Ill. 


Plug 


Anderson Brass Co., Detroit, Mich. 

C-S Brass Mfg. Co., New York 23, N. Y. 
Couplings Co., Chicago, Ill. 

Crane Co., Chicago 5, Ill. 

Ex-cell Valve Div., Cleveland, O. 
Homestead Valve Mfg. Co., Coraopolis, Pa. 
Imperial Brass Mfg. Co., The, Chicago 7, Ill. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Quaker City Iron Works, Inc., Philadelphia, 


a. 

Rockwell Mfg. Co., Pittsburgh, Pa. 

ee Co., The W. J., Cleveland 5, 
io 


Pop, Safety 


Consolidated Brass Co., Charlotte, N. C. 
Crane Co., Chicago 5, IIl. 

Ex-cell Valve Div., Cleveland, O. 

Kunkle Valve Co., Ft. Wayne 2, Ind. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
OPW Corp., Cincinnati, O. 

Schaible Co., The, Cincinnati 4, Ohio 
Thrush & Co., H. A., Peru, Ind. 

Watts Regulator Co., Lawrence, Mass. 


Radiator, Adjustable Orifice 


Anderson Products, Inc., Cambridge 39, 
Mass. 

Automatic Switch Co., Orange, N. J. 

Barnes & Jones, Inc., Boston 30, Mass. 

Beacon Brass Co., Waltham, Mass. 

Detroit Controls Corp., Detroit 8, Mich. 

Dole Valve Co., Morton Grove, Ill. 

Dunham Cuv., C. A., Chicago, Lil. 

Flair Mfg. Corp., Brooklyn, N. Y. 

Grinnell Co., Inc., Providence 1, R. I. 

Heat Timer Corp., New York 12, N. Y. 

New York Air Valve Corp., Brooklyn, N. Y. 

Oster Laboratories, Ellenville, N. Y. 


Radiator, Air (Above 3 Ibs.) 


Anderson Products, Inc., Cambridge 39, 
Mass, 
Beacon Brass Co., Waltham, Mass. 
Detroit Controls Corp., Detroit 8. Mich. 
Dole Valve Co., Morton Grove, IIl. 
Dunham Co., C. A., Chicago, Ill. 
Flair Mfg. Corp., Brooklyn, N. Y. 
Gorton Heating Corp., Cranford, N. J. 
Grinnell Co., Inc., Providence 1, R. I. 
Heat Timer Corp., New York 12, N. Y. 
ee Specialty Mfg. Corp., Indianapolis, 
nd. 
Nat’l.-U, S. Radiator Corp., Johnstown, Pa. 
New York Air Valve Corp., Brooklyn, N. Y. 
Oster Laboratories, Ellenville, N. Y. 
Quality Specialty Co., Camden, N. J. 
Schaible Co., Cincinnati, Ohio 
Taco Heaters, Inc., Cranston, R. I. 
Thrush & Co., H. A., Peru, Ind. 


Radiator, Air (Below 3 Ibs.) 


American Rad. & Std, Sanitary Corp., New 
York, N. Y. 

Anderson Prods., Cambridge 39, Mass. 

Bell & Gossett Co., Morton Grove, IIl. 

Detroit Controls Corp., Detroit 8, Mich. 

Dole Valve Co., Morton Grove, III, 

Dunham Co., C. A., Chicago, Il. 

Flair Mfg. Corp., Brooklyn, N. Y. 

Gorton Htg. Corp., Cranford, N. J. 

Grinnell Co. ,Inc., Providence 1, R. I. 

Heat Timer Corp., New York 12, N. Y. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

New York Air Valve Corp., Brooklyn, N. Y. 
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Oster Laboratories, Ellenville, N. Y. 
Ring Valve Co., Holtsville, N. Y. 
Schaible Co., The, Cincinnati 4, Ohio 
Taco Heaters, Inc., Cranston, R. I. 
Thrush & Co., H. A., Peru, Ind. 


Radiator, Control Electric 

Atkomatic Valve Co., Inc., Indianapolis, 
Ind. 

Automatic Switch Co., Orange, N. J. 
Barber Colman Co., Rockford, Ill. 
Econo Products, Inc., East Haddam, Ccnn. 
General Controls Co., Glendale 1, Calif. 
Penn Controls, Inc., Goshen, Ind. 


Radiator, Control Pneumatic 


Minneapolis-Honeywell Regulator Co., Min- 
neapolis 8, Minn. 


Radiator, Control Self-Actuated 


Bell & Gossett Co., Morton Grove, IIl. 
Fulton Sylphon Div., Knoxville 1, Tenn. 
General Controls, Glendale, Calif. 
Grinnell Co., Inc., Providence 1, R. I. 
Heat Timer Corp., New York 12, N. Y. 
Sarco Co., Inc., New York 1, N. Y. 
Sterling, Inc., Milwaukee 12, Wisc. 


Radiator, Manual Modulating 


Barnes & Jones, Inc., Boston 30, Mass. 

Dunham Co., C. A., Chicago, Ill. 

Grinnell Co., Inc., Providence 1, R. I. 

Hoffman Specialty Mfg. Corp., Indianapolis, 
Ind. 

Marsh Corp., Jas. P. Skokie, Ill. 

Oster Laboratories, Ellenville, N. Y. 

Sarco Co., Inc., New York 1, N. Y. 

Trane Co., The, La Crosse, Wisc. 


Radiator, Manual On-Off 


American Rad. & Std. Sanitary Corp., New 
York, N. Y. 

Barnes & Jones, Inc., Boston 30, Mass. 

Crane Co., Chicago 5, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Dunham-Bush, W. Hartford, Conn. 

Fulton Sylphon Div., Knoxville 1, Tenn. 

Grinnell Co., Inc., Providence 1, R. I. 

Hoffman Specialty Mfg. Corp., Indianapclis, 
Ind. 

Marsh Corp., Jas. P., Skokie, IIl. 

Milwaukee Valve Co., Milwaukee 7, Wisc. 

Ohio Brass Co., Mansfield, Ohio 

Sarco Co., Inc., New York 1, N. Y. 

Sterling, Inc., Milwaukee 12, Wisc. 

Trane Co., The, La Crosse, Wisc. 

Warren Webster & Co., New York, N. Y. 


Radiator, Vacuum 


Anderson Prods., Cambridge, Mass. 
Barnes & Jones, Inc., Boston 30, Mass. 
Detroit Controls Corp., Detroit 8, Mich. 
Dole Valve Co., Morton Grove, Ill. 
Fulton Sylphon Div., Knoxville 1, Tenn. 
Grinnell Co., Inc., Providence 1, R. I. 
Hoffman Specialty Mfg. Co., Indianapolis, 
Ind. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Ohio Brass Co., Mansfield, Ohio 
Oster Laboratories, Ellenville, N. Y. 
Sarco Co., Inc., New York 1, N. Y. 
Schaible Co., The, Cincinnati 4, Ohio 
Sterling, Inc., Milwaukee, Wisc. 


Relief 


American Rad. & Std. Sanitary Corp., New 
Tork, .N. Z%. 

Automatic Switch Co., Orange, N. J. 

Beacon Brass Co., Waltham, Mass. 

Beaton & Cadwell Mfg. Co., New Britain, 
Conn. 

Bell & Gossett Co., Morton Grove, IIl. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo 


Buckeye Iron & Brass Works, Dayton, O. 
Burn-Rite Products Co., Yonkers, N. Y. 
Cash Valve Mfg. Corp., A. W., Decatur, Il. 
Crane Co., Chicago 5, IIl. 
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Dole Valve Co., Morton Grove, Ill. 

Dunham-Bush, W. Hartford, Conn. 

Eddington Metal Specialty Co., Edding- 
ton, Pa. 

Edward Valves, Inc., E. Chicago, Ind. 

Ex-cell Valve Div., Cleveland, O. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Klipfel Valves, Inc., Hamilton, Ohio 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

Lammert & Mann Co., Chicago 12, Ill. 

Leahy Mfg. Co., Los Angeles, Calif. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Milwaukee Valve Co., Milwaukee, Wisc. 

Monarch Mfg. Works, Inc., Philadelphia, 
Pa. 

Morrison Bros., Dubuque, Iowa 

Mueller Co., Decatur, Ill. 

OPW Corp., Cincinnati, Ohio 

Schaible Co., The, Cincinnati 4, Ohio 

Schoenberger Co., The W. J., Cleveland 5, 
Ohio 

Shand & Jurs Co., Berkeley 10, Calif. 

Span Brass Mfg. Co., Inc., Otsego, Mich. 

Spencer Thermostat Div., Attleboro, Mass. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Trane Co., The, La Crosse, Wisc. 

Triplex Heating & Specialty Co., Inc., Peru, 
Ind. 

Tuthill Pump Co., Chicago, IIl. 

Watts Regulator Co., Lawrence, Mass. 


Saddle Valve 


Anderson Brass Co., Detroit 9, Mich. 

Imperial Brass Mfg. Co., The, Chicago, Ill. 

Leggitt Co., S. H., Marshall, Mich. 

Maid-O-Mist, Inc., Chicago 41, Ill. 

Skuttle Mfg. Co., Milford, Mich. 

Viking Airconditioning Div., 
Ohio 


Cleveland, 


Safety 


Automatic Switch Co., Orange, N. J. 

Beaton & Cadwell Mfg. Co., New Britain, 
Conn, 

Buckeye Iron & Brass Works, Dayton, O. 

Cambridge Tool & Mfg. Co., Somerville, 
Mass. 

Combustion Control Div., Cambridge, Mass. 

Crane Co., Chicago 5, Ill. 

Ex-cell Valve Div., Cleveland, O. 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

Maxon Premix Burner Co., Muncie, Ind. 

Mueller Co., Decatur, Ill. 

North American Mfg. Co., The, Cleveland 
5, Ohio 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 

Petrometer Corp., Long Island City, N. Y. 

Preferred Utilities Mfg. Corp., New York, 
MN, x; 

Schaible Co., The, Cincinnati 4, Ohio 

Shand & Jurs Co., Berkeley 10, Calif. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Vapor Heating Corp., Chicago 31, Ill. 

Watts Regulator Co., Lawrence, Mass. 


Safety, Hot Water Tanks, 
Pressure Relief 


Beacon Brass Co., Waltham, Mass. 

Beaton & Cadwell Mfg. Co., New Britain, 
Conn. 

Bell & Gossett Co., Morton Grove, Ill. 

Cash Valve Mfg. Corp., A. W., Decatur, Ill. 

Crane Co., Chicago, Ill. 

Ex-cell Valve Div., Cleveland, O. 

Kunkle Valve Co., Ft. Wayne 2, Ind. 

McDonnell & Miller, Inc., Chicago 18, Ill. 

Mueller Co., Decatur, Ill. 

Preferred Utilities Mfg. Corp., New York, 
be 

Schaible Co., The, Cincinnati 4, Ohio 

— Co., The W. J., Cleveland 5, 

io 

Spencer Thermostat Div., Attleboro, Mass. 

Taco Heaters, Inc., Cranston, R. I. 

Thrush & Co., H. A., Peru, Ind. 

Triplex Heating & Specialty Co., Inc., Peru, 
Ind. 

Watts Regulator Co., Lawrence, Mass. 

Wright-Austin Co., Detroit 7, Mich. 





Safety, Hot Water Tanks, Temperature 


A-P Controls Corp., Milwaukee, Wise 
Beacon Brass Co., Waltham, Mass, _ 


Beaton & Cadwell Mfg. Co., New Britain 


Conn. 
Bell & Gossett Co., Morton Grove, III. 


Cash Valve Mfg. Co., A. W., Decatur, ll 


Ex-cell Valve Div., Cleveland, 0. 
Kunkle Valve Co., Ft. Wayne 2, Ind, 
McDonnell & Miller, Inc., Chicago 18, q 
Mueller Co., Decatur, Ill. phi 
Schaible Co., The, Cincinnati 4, Ohio 
Schoenberger Co., The W. J., Cleveland 5 
Ohio 
Spencer Thermostat Div., Attleboro, Mas; 
Thrush & Co., H. A., Peru, Ind. 
Watts Regulator Co., Lawrence, Mags, 


Safety Hot Water Tanks, Vacuum 


Automatic Switch Co., Orange, N, J. 
Beacon Brass Co., Waltham, Mass. 
Cash Valve Mfg. Corp., A. W., Decatur, Ili 
Crane Co., Chicago 40, IIl. 

Watts Regulator Co., Lawrence, Mass. 


Slow Closing 


Atkomatic Valve Co., Inc., 
Ind. 

Automatic Switch Co., Orange, N. J. 

Defender Instrument & Reg. Co., Boody, Ii 

General Controls Co., Glendale, Calif. 

Granberg Corp., Oakland, Calif. 

McDonald Mfg. Co., A. Y., Dubuque, Iowa 

Oil Eqpt. Mfg. Co., Inc., Louisville 11, Ky. 

Preferred Utilities Mfg. Corp., New York, 
ee 

Wheaton Brass Works, Union, N. J. 


Indianapolis 


Tank 


Anderson Brass Co., Detroit 9, Mich. 

Barclay, Inc., Robert, Chicago, Il. 

Buckeye Iron & Brass Wrks., Dayton 1, Ohio 

Cambridge Tool & Mfg. Co., Somerville, 
Mass. 

Carison & Co., A. B., Aurora, Ili. 

Central Brass Mfg. Co., Cleveland 27, Ohio 

Couplings Co., Chicago, III. 

EhCo Heating Specialties, 
Ind. 

Guardian Prods. Corp., Michigan City, Ind. 

Hold-Tite Valve Mfg. Co., New York 22, 
N.Y. 

Morrison Bros., Inc., Dubuque, Ia. 

Morse-Smith-Morse Co., Watertown, Mass 

OPW Corp., Cincinnati, O. 

Petrometer Corp., Long Island City, N. Y 

Rockwell Mfg., Pittsburgh, Pa. 

Remco, Inc., Baltimore, Md. 

Rockford Brass Works, Rockford, IIl. 

Span Brass Mfg. Co., Otsego, Mich. 

Webstone Corp., Boston, Mass. 


Indianapolis 


Tank, Bottom Outlet 


Cambridge Tool & Mfg. Co., Inc., Som 
ville, Mass. 


npf- 


f 
is 


Tempering 


Beacon Brass Co., Waltham, Mass. 
Bell & Gossett Co., Morton Grove, Ill. 
Burn-Rite Products Co., Yonkers, N. ¥. 
Detroit Controls Corp., Detroit 8, Mich. 
Dole Valve Co., Morton Grove, Ill, a 
Lawler Automatic Controls, Inc., Mt. Ver 
non, N. Y. 
Mar-Coil Heater Co., Union City, N. J. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Sarco Co., Inc., New York 1, N. Y. 
Soreng Div., Schiller Park, Ill. 
Sterling, Inc., Milwaukee 12, Wisc. 
Taco Heaters, Inc., Cranston, R. L 
Watts Regulator Co., Lawrence, Mass. 


gv 
Yula Water Heaters, Inc., New York, N. * 


Thermostatic 


A-P Controls Div., Milwaukee, Wise. 
Alco Valve Co., St. Louis, Mo. 
Barber-Colman Co., Rockford, Ill. aiich 
Detroit Controls Corp., Detroit 6, ; 
Dunham Co., C. A., Chicago, Ill. i 
Grinnell Co., Inc., Providence 1, R. 1. 
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er Corp., New York 12, N. Y. 
Hest valves. Inc., Hamilton, Ohio 
Lawler Automatic Controls, Inc., Mt. Ver- 
tease Co., D. H., Berkeley, Calif. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Oster Laboratories, Ellenville, N. Y. 
sarco Co., Inc., New York 1, N. Y. 
soreng Div., Schiller Park, Til. 
Sterling, Inc., Milwaukee, Wisc. 
Trane Co., The, La Crosse, Wisc. — 
Yula Water Heaters, Inc., New York, N. Y. 


Vacuum, Breaking 


atic Switch Co., Orange, N. J. 
pr Brass Co., Waltham, Mass. 
Buckeye Iron & Brass Works, Dayton, O. 
Cash Valve Mfg. Co., A. W., Decatur, Til. 
Crane Co., Chicago 40, Ill. 
Dunham Co., C. A., Chicago, Ill. . 
Hoffman Specialty Mfg. Corp., Indianapolis, 


Au 


d. 
sold-Tite Valve Mfg. Co., Brooklyn 26, 


ceinuse Mfg. Co., A. Y., Dubuque, Iowa 
Multiplex Mfg. Co., Berwick, Pa. 

OPW Corp., Cincinnati, Ohio 

Remco, Inc., Baltimore, Md. 

Shand & Jurs Co., Berkeley 10, Calif. 
Skidmore Corp., St. Joseph, Mo. 

Watts Regulator Co., Lawrence, Mass. 


Vent 


Anderson Prods., Cambridge 39, Mass. 

Automatic Switch Co., Orange, N. J. 

Black, Sivalls & Bryson, Inc., Kansas City, 
Mo. 

Buckeye Iron & Brass Works, Dayton, O. 

Crane Co., Chicago 40, Ill. 

Detroit Controls Corp., Detroit 8, Mich. 

Dole Valve Co., Morton Grove, Ill. 

Dunham Co., C. A., Chicago, Ill. 

Flair Mfg. Corp., Brooklyn, N. Y. 

Gorton Htg. Corp., Cranford, N. J. 

Heat Timer Corp., New York 12, N. Y. 

Hoffman Speciality Mfg. Corp., Indianapolis, 
Ind. 

Homestead Valve Mfg. Co., Coraopolis, Pa. 

Keeney Mfg. Co., Newington, Conn. 

Maid-O-Mist, Inc., Chicago, IIl. 

Marsh Corp., Jas. P. Skokie, Ill. 

Morrison Bros., Dubuque, Iowa 

Multiplex Mfg. Co., Berwick, Pa. 

OPW Corp., Cincinnati, Ohio 

Ohio Brass Co., Mansfield, Ohio 

Oster Laboratories, Ellenville, N. J. 

Sarco Co., Inc., New York 1, N. Y. 

Shand & Jurs Co., Berkeley 10, Calif. 

Thrush & Co., H. A., Peru, Ind. 

Trane Co., The, La Crosse, Wisc. 


Water Heaters 


Indirect Tank, Built-In 


Alstrom Corp., New York 60, N. Y. 

American Rad. & Std, Sanitary Corp., New 
York, N. Y. 

American Tube Prods., Inc., West War- 
wick, R. I. 

Bell & Gossett Co., Morton Grove, Ill. 

Bernstrom Inc., C. R., Providence, R. I. 

Bryan Steam Corp., Peru, Ind. 

Crane Co., Chicago 5, Ill. 

Davis Eng. Corp., Elizabeth, N. J. 


... .» Water Reaters 


General Automatic Products Corp., Balti- 
more, Md. 

General Electric Co., Bloomfield, N. J. 

General Fittings Co., E. Greenwich, R. I. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kohler Co., Kohler, Wisc. 

Koven & Bro. Inc., L. O., Jersey City, N. J. 

Lewis & Co., Inc., Joseph E., Baltimore, Md. 

Lindy Heaters, Inc., New York, N. Y. 

National Rad. Co., The, Johnstown, Pa. 

Norse Boiler Co., Inc., New Market, N. J. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

O’Brien Steam Specialty Co., Inc., Syra- 
cuse 2, N. Y. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Portmar Boiler Co., Brooklyn 15, N. Y. 

Spi-Rol-Fin Corp., Pequannock, N. J. 

Triangle Tube & Specialty Co., Berlin, N. J. 

Water Tube Boiler & Tank Co., Chicago, Ill. 

Yula Water Heaters, Inc., New York, N. Y. 


Indirect Tank, External 


Alstrom Corp., New York 60, N. Y. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Radiator & Std. Sanitary Corp., 
Pittsburgh, Pa. 

American Tube Prods., Inc., 
wick, R. I. 

Aqua Air Corp., Elmont, N. Y. 

Bell & Gossett Co., Morton Grove, IIl. 

Bernstrom, Inc., C. R., Providence, R. I. 

Clayton Mfg. Co., El Monte, Calif. 

Davis Eng. Corp., Elizabeth, N. J. 

Ever Hot All-Copper, Inc., Boston, Mass. 

General Fittings Co., E. Greenwich, R. I. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lawson Mfg. Co., Pittsburgh 8, Pa. 

Lindy Heaters, Inc., New York, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Mund Boilers, Inc., Los Angeles 63, Calif. 

Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

O’Brien Steam Specialty Co., Inc., Syra- 
cuse 2, N. Y. 

Patterson-Kelley Co., Inc., The, E. Strouds- 
burg, Pa. 

Standard Automatic Burner Div., Newark, 
N.. 2. 

Thrush & Co., H. A., Peru, Ind. 

Wells Mfg. Co., San Francisco, Calif. 

Yula Water Heaters, Inc., New York, N. Y. 


West War- 


Indirect Tank, External for 
Warm Air Furnaces 


Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 


Indirect Tankless, Built-In 


Alstrom Corp., New York 60, N. Y. 

American Tube Prods., Inc.. West War- 
wick, FR. I. 

American Rad, & Std. Sanitary Corp., Pitts- 
burgh 30, Pa. 

Barridon Oil Burner Corp., Hartford, Conn. 

Bell & Gossett Co., Morton Grove, IIl. 

Bernstrom, Inc., C. R., Providence, R. I. 

Bryan Steam Corp., Peru, Ind. 

Clayton Mfg. Co., El Monte, Calif. 

Crane Co., Chicago 5, Ill. 





Crotty Mfg. Corp., Flushing, N. Y. 

Davis Eng. Corp., Elizabeth, N. J. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Federal Boiler Co., Inc., Midland Park, 
N. J 


General Electric Co., Bloomfield, N. J. 

General Fittings Co., E. Greenwich, R. I. 

International Boiler Works Co., The, East 
Stroudsburg, Pa. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Kohler Co., Kohler, Wisc. 

Lewis & Co., Inc., Joseph E., Baltimore, 


Md. 
Lindy Heaters, Inc., Bronx, N. Y. 
Manning & Lewis Eng. Co., Newark 4, N. J. 
Mar-Coil Heater Co., Union City, N. J. 
Marietta Metal Prods. Corp., Marietta, Pa. 
Nat’l.-U. S. Radiator Corp., Johnstown, Pa. 
Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 
Pate Co., Inc., The, Darby, Pa. 
Portmar Boiler Co., Inc., Brooklyn, N. Y. 
Republic & General Htg. Prods., Philadel- 
phia, Pa. 
Spi-Rol-Fin Corp., Pequannock, N. J. 
Triangle Tube & Specialty Co., Berlin, N. J. 
Yula Water Heaters, Inc., New York, N. Y. 


Indirect Tankless, External 


A&C Sales Supply Co., Boston 18, Mass. 

Allied Eng. Co., Allston 34, Mass. 

Alstrom Corp., New York 60, N. Y. 

American District Steam Div., N. Tona- 
wanda, N. Y. 

American Rad. & Std. Sanitary Corp., New 
York, N. Y. 

American Tube Prods., Inc., West Warwick, 
R...1. 

Bell & Gossett Co., Morton Grove, IIl. 

Bernstrom, Inc., C. R., Providence, R. I. 

Bryan Steam Corp., Peru, Ind. 

Davis Eng. Corp., Elizabeth, N. J. 

Dewey-Shepard Boiler Co., Indianapolis 2, 
Ind. 

Ever Hot All Copper, Inc., Boston 18, Mass. 

General Fittings Co., E. Greenwich, R. I. 

Johnson Corp., The, Three Rivers, Mich. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lewis & Co., Inc., Joseph E., Baltimore 
30, Md. 

Lindy Heaters, Inc., New York, N. Y. 

Manning & Lewis Eng. Co., Newark 4, N. J. 

Metromatic Mfg. Co., Inc., Medford, Mass. 

Mund Boilers, Inc., Los Angeles 63, Calif. 

Novelty Steam Boiler Works, Inc., Balti- 
more 30, Md. 

Republic & General Htg. Prods., Philadel- 
phia, Pa. 

Ret-Rac Corp., Flushing, N. Y. 

Thrush & Co., H. A., Peru, Ind. 

Yula Water Heaters, Inc., New York, N. Y. 


Steam Mixer Water Heater 


Dewey-Shepard Boiler Co., Indianapolis, 
Ind. 

Dunham-Bush, W. Hartford, Conn. 

Kam Water Heater Mfg. Co., Inc., Brook- 
lyn, N. Y. 

Lindy Heaters, Inc., New York, N. Y. 

O’Brien Steam Specialty Co., Inc., Syra- 
cuse 2, N. Y. 

Patterson-Kelley Co., Inc., The, East 
Stroudsburg, Pa. 





Oilheating Snags 








Gives the solution to many of the everyday snags 
that annoy you in installation and service. We've . 
been working on them for years. All practical an- 
Swets to the most common problems. An 812 x 11 
inch book of 64 pages. Only $2.00 a copy. 


seno remittance to: Fueloil & Oilheat 2 West 45th Street, New York, N. Y. 


These Books Can Help You! Onder Your Copies Now! 


installing the Domestic Oilburner 





$2.00 a copy. 


This is a practical guide on oilburner installation. 
It contains the most significant articles from Fuel- 
oil & Oilheat that cover all phases of installations 
step by step. 814 x 11 inches—64 pages. Illustrated 
with numerous diagrams, charts and photos. Only 
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HE SECTION that follows gives the 

complete company name, street 
address, city and state for manufac- 
turers shown in the directory listings. 

Where it was possible to obtain the 

information from questionnaire re- 
turns, this also includes the names of 
company officers. Abbreviations used 
to designate positions are as follows: 

p—president 

vp—vice president 

gm—general manager 

sm—sales manager 

ce—chief engineer 

am—advertising manager 


a erm 


A & A Register Co., The, 8327 Clinton Rd., 
Cleveland 9. O. 

A.B.C.-Federal Oil & Burner Co., Inc., 2210 
Walnut St., Philadelphia, Pa. 

W. A. P. Henninger, p & ce; A. A. Abra- 
hams, vp & ce; David Gilbert, gm; Syd 
Bacal, vp, sm; Ed Grabosky, vp. 

A & C Sales & Supply Co., 51 Albion St., 
Boston 18, Mass. 

A-J Mfg. Co., 2119 Washington St., Kansas 
City 8, Mo. 

A-P Controls Div., Controls Corp. of 
America, 2400 N. 32nd St., Milwaukee, 
Wisc. 

Accurate Sheet Metal & Mfg. Works, 2336- 
38 Milwaukee Ave., Chicago 47, Ill. 

R. H. Guenther, gm; Ray Guenther, sm; 
R. E. Granhold, ce. 

Ace Eng. Co., 2850 W. Harrison, Chicago 8, 

Ill. 


G. L. Schurman, p; J. W. Cowan, vp & 
gm; A. Eckstein, ce; R. W. Bardach, 
Jr., sm & am. 

Ace Instrument Co., 172 Pacific St., Brook- 
lyn 2, N. Y. 

Ace Tank & Welding Co., 1124 Elliot W., 
Seattle, Wash. 

R. W. Burwell, G. R. Burwell, W. H. 
Burwell, partners. 

Ace Transformer Co., Inc., 330 E. 35th 
St., New York 16, N. Y. 

G. M. Anzalone, p; C. S. Anzalone, gm; 
Jos. Remeika, ce. 

Ace Wire Brush Co., 146 Fulton St., Brook- 

lyn 1, N. Y. 
L. Levy, gm. 

Acker Corp., P. O. Box 3117 North Station, 
Meridian, Miss. 

Carmen R. Acker, p & ce; 
Keeton, vp; J. L. Acker, gm. 

Acker Organization, Inc., W. M., 3167 Ful- 
ton Rd., Cleveland 9, O. 

Acme Electric Corp., Water St., 
i es 

Acme Heat & Power, Inc., 318 Ten Eyck 
St., Brooklyn 6. N. Y. 

J. Gigli, p; S. M. Lombardo, gm. 

Acme Industries, Inc., 600 N. Mechanic St., 
Jackson, Mich. 

K. A. Weatherwax, p; P. A. Weatherwax, 
vp; W. R. Eichelberger, sm; W. M. Has- 
senplug, ce; H. W. Smith, am. 

Acme Mfg. Co., 7500 State Rd., Philadel- 
phia 36, Pa. 

Acme Oil Burner Co., Inc., 210 Third Ave., 
S.W., Cedar Rapids, Ia. 

Acme Tool & Gauge Co., 235-7 Charles St., 
Providence 4, R. I. 

Acme Welding Division of The United Tool 
& Die Co., 1031 New Britain Ave., West 
Hartford, Conn. 

G. A. Firestone, gm. 


James H. 


Cuba, 
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COMPANIES LISTED ALPHABETICALLY 


Acro Div. of Robertshaw-Fulton, 2040 E. 
Main St., Columbus, O. 
Addison Products Co., Railroad St., Ad- 
dison, Mich. 
Adelsman Boiler Co., 
Falls, Minn. 
L. G. Adelsman, gm. 
Adelta Mfg. Co., Inc., 21st and Ellsworth 
Sts., Philadelphia 46, Pa. 
A. Corbman, p; R. Corbman, vp; M. 
Corbman, gm. 
Admiral Rubber Corp., 75 19th St:, Brook- 
lyn 32, N. Y. 
Air Conditioning Eng. Co., 44 First St., 
Cambridge 41, Mass. 
R. A. Sheffield, p; H. C. Hartford, sm. 
Air Controls, Inc., Div., Cleveland Heater 


Box 300, Fergus 


Co., 2310 Superior Ave., Cleveland 
14, O. 

Air Control Products, Inc., Coopersville, 
Mich. 


R. L. Leigh, p & gm; K. Parsons, vp: 
K, L. Babcock, sm; R. L. Kowaloski, am. 
Air-Eau Heat, Inc., 1002 S.E. 52nd Ave., 
Portland 12, Ore. 
Airflame, 646 McAlister Ave., Waukegan, 
Til. 
L. C. Perdue, gm; W. B. Perdue, ce, 
am & sm. 
Aire-Flo Furnace Pipe Co., 9987 East Grand 
River, Brighton, Mich. 
F. R. Stumpf, p & gm; Q. Stumpf, vp. 
Air-Maze Corp., 2500 Miles Rd., Cleveland 
28, O. 
Airborne Industries, Imc., 525 Lyndale 
Ave., Minneapolis 11, Minn. 
Aircraft-Marine Products, Inc., 1531 Fourth 
St., Harrisburg, Pa. 
Aire Director Mfg. Co., Aurora at Mercer, 
Seattle 9, Wash. 
Airflame, 646 McAlister Ave., Waukegan, 
Til 


Airkem, Inc., 241 E. 44 St., New York 17, 
N. ¥. 
Air Products, 407 N. Eleventh St., St. Louis, 


Mo. 
Airtemp Div. of Chrysler Corp., 1600 Web- 
ster St.. Davton 1, O. 
C. E. Buchholzer, p; J. F. Knoff, vp, 
sales; J. D. Loveley, vp, engr; R. J. 
Schulmann, vp, mfg. 
Airtherm Mfg. Co., 1283 S. Spring Ave., St. 
Louis 10, Mo. 
R. O. Reeves, sm, 
Airtron Corp., Holland, Ohio 
Airwasher Corp., Eaton Rapids, Mich. 
Ajax Furnace Fitting Co., 216-220 E. Front 
St., Cincinnati 2, O. 

Alasco Burner Co., Inc., Winchendon, Mass. 

Alco Valve Co., 833 Kingsland Ave., St. 
Louis, Mo. 

Aldrich Co., Wyoming, Ill. 

P. M. Stephenson, p. 

Alert Boiler & Mfg. Co., 9661 Robson St., 
Detroit 27, Mich. 

Allen Co., Robert G., P. O. Drawer No. 110, 
Mechanicville, N. Y. 

Allen Mfg. Co., Nashville 1, Tenn. 

Allied Eng. Co., 20 Glenville Ave., Allston 
34, Mass. 

Allied Heating & Air Conditioning Co., Box 
1025, Lawndale, Calif. 

Allied Tank Truck Eqpt. Co., 24th & Brown 
Sts., Philadelphia 30, Pa. 

Allis Chalmers Mfg. Co., Milwaukee 1, Wisc. 
R. S. Stevenson, p; J. L. Singleton, vp; 
C. W. Schweers, sm; J. F. Roberts, ce; 
A. R. Tofte, am, 

Alstrom Corp., The, 790 E. 176th St., Bronx 

60, N. Y. 
J. A. Helliesen, p, gm & am; J. J. Cesa, 
vp & ce; H, J. Bissinger, gm, 

Alton Mfg. Co., 1112 Ross Ave., Dallas 2, 

Tex. 
Amana Refrigeration, Inc., Amana, Ia. 
Amber-Rose Industries, 3445 N. Racine, 
Chicago 18, Ill. 
American Air Filter Co., Inc., 215 Central 
Ave., Louisville 8, Ky. 

American Blower Co., 8111 Tireman Ave., 
Detroit 32, Mich. 

American Boiler & Fdry. Co., Milan, Mich. 

American Brass Co., The, 414 Meadow St., 
Waterbury 20, Conn. 





American Clay Forming Co., The, Corner 
Wall & Broad Sts., Tiffin, 0. 

American Coils, Inc., Farmingdale, nN 

American Coolair Corp., 3604 Mayflower 
St., Jacksonville 3, Fla. 

American Corp. Drying Eqpt. Co., East St 
& Crystal Lake Ave., Crystal Lake, Ili 

American District Steam Div., Adsco Ip. 
dustries, Inc., Bryant St., N. Tona- 
wanda, N. Y. 

American Fdry. & Furnace Co., 917 5 
Washington St., Bloomington, I], 
American Furnace Co., 1300 Hampton Ave, 

St. Louis 10, Mo. 4 
C. H, Franke, p; R. L, Archibald, R. A 
Cromwell, vp; R. A. Etavard, gm; L, J 
Koch, sm; E, W. Gettinger, ce; D, w. 
Schaberg, am. 
American Gas Machine Co., 505 Front $t, 
Albert Lea, Minn. 
American Ideal-Aire Corp., Box 177, Gar- 
den City, N. Y. 
American-LaFrance Corp., 127 E. LaFrance 
St., Elmira, N. Y. 

American Lava Corp., Cherokee Blvd. & 
Mfgrs. Rd., Chattanooga 5, Tenn, 
American Liquid Fertilizer Co., Inc., Box 

267 (2nd & St. Clair Sts.), Marietta, 0. 
American Machine Prods. Co., Marshall- 
town, Ia. 

American Mfg. Co., Inc., 211 Walnut St., 
P. O. Box 2172, Hartford, Conn. 
American Mohawk Co., Inc., 580 Hudson 

St., New York 14, N. Y. 
Samuel Klein, p; Harry Londa, gm; 
Michael Belmont, ce. 
American Oil Burners & Heating Utilities, 
447 Senator St., Brooklyn 20, N. Y, 
American Radiator & Standard Sanitary 
Corp., Air Conditioning Div., 40 West 
40 St., New York 18, N. Y. 
T. W. McNeill, p; W. H. Baker & W. G. 
Senft, vp; H. E. Rossell, sm; W, P. 
Sheehan, am. 
American Radiator & Standard Sanitary 
Corp., Plumbing & Heating Division, 
40 West 40 St., New York 18, N, Y. 
Wm. A. Bauer, p; D. J. Quinn, vp; Lin 
coln Pierce, gsm; R. W. Williams, am. 
American Sand-Banum Co., Inc., Meadow 
Brook National Bank Bldg., Freeport, 
N.Y, 
L. Bradie, p: F. Fullgrabe, gm; M. S. 
Bradie, sm; Ray Hawley, am. 
American Steel Works of Kansas, Inc., 3400 
N. Broadwav. Wichita 4. Kan. 
American Tube Products, Inc., 100 Pulaski 
St., West Warwick, R. I. 
C. G. Kirk. »: 
Ames Iron Works, Inc., Oswego, N. Y. 
Amionic Chemical Co., Box 371, Taunton, 
Mass. 
Ampion Corp., 4-88 47 Ave., Long Island 
City, N. Y. 
H. Schwarcz, p; R. H. Dworsak, vp. 
Anchor Div., Stratton & Terstegge Co., Box 
311, New Albany, Ind. 
Anchor Stove & Range Co., New Albany, 
Ind. 
Anderson Co., V. D., The, 1935 W. 9 St. 
Cleveland 2, O. 
C. W. Zies, p; W. G. Gleason, Jr., sm, 
Stein Specialties; A. Moses, ce. 
Anderson Brass Co., 100 S. Campbell Ave., 
Detroit 9, Mich. 
R. C. Anderson, p; C. B. Jones, sm; E. R. 
Anderson, vp. 
Anderson Products, 
Cambridge. Mass. 
Warren T. Ferguson, p. 
Andrews Heating Co., 121-199 Main St. 
S.E., Minneapolis 14, Minn. 
Androc Chemical Co., 7301 W. Lake St., 
St. Louis Park 26, Minn. 
Cc. L. Andrus, gm. 
Anthony Co., The, 47-33 Fifth St., Lon 
Island City 1, N. Y. 
C. K. Morse, p; W. M. Roberts, vp, 8 
sm & am; V. Singer, ce. 
Applied Mechanics Co., 381 Congress St. 
Boston 10, Mass. 
H. J. G.*Rudolf, p. k 
Aqua-Air Corp., 1040 Hempstead Trp 
Elmont, L, I., N. Y. 


Inc., 17 Tudor St. 
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Mfg. Co., Inc., 3469 Third Ave., 
some Seattle 99, Wash. 
re Products Div., Amco Corp., 2040 
W. Carroll Ave., Chicago 12, IIl. 
Argo Industries, Inc., 524 Wethersfield Ave., 
Hartford 14, Conn. . 
arthur R. Godbout, p & t; M. G. Mori- 
arty, vp; ©. D. Godbout, s. 
Amour & Company, Chemical Div., 1355 W. 
31 St., Chicago, Ill. 
Armstrong Bros. Tool Co., 5200 W. Arm- 
strong Ave., Chicago 30, Til. 
Armstrong Co., The, 1001 E. 103 St., Chi- 
cago 28, Ill. 
Armstrong Cork Co., Lancaster, Pa. 
Cc. J. Backstrand, p; Kenneth O. Bates, 
vp; A. E, Pearce, gm, Insul. Div; F. 5S. 
Donnelly, sm, Insul. Div; Max Banzhof, 


iene Furnace Co., 851 W. Third Ave., 
Columbus, O 
w. J. Olsen, vp & gm; G. W. Zimbelman, 
ass’'t gm; C. Brooks, sm; H. G. Hays, ce; 
J. R. Swinhart, sales promo. mgr. 
Armstrong Machine Works, Three Rivers, 
Mich. 
A. E. Armstrong, p & gm; L, F. Arm- 
strong, vp; T. H. Rea, sm & am; P. L. 
Ulrich, ce. 
Arrow Petroleum Co., 4811 S. Harlem Ave., 
Chicago 38, Ill. 
Artis Metal Co., Inc., Box 1642, Boise, 
Idaho 
Aston Products, Inc., 22084 Dequindre Ave., 
Hazel Park, Mich. 
Askania Regulator Co., 240 E, Ontario St., 
Chicago 11, Ill. 
Atkomatic Valve Co., Inc., 545 W. Abbott 
St., Indianapolis, Ind. 
Howard R. Taylor, p & gm. 
Atlantic Research Laboratories Corp., 29-05 
40th Rd., Long Island City, N. Y. 
O. Harding, p & gm; R. Lewin, vp; A. 
Brown, sm; S. Harding, am. 
Atlantic Steel Boiler Co., 22nd St. & Wash- 
ington Ave., Philadelphia 46, Pa. 
W. A. Bartley, p, gm, sm, ce, am; D. W. 
Bartley, vp. 
Atlas Mfg. Co., Eustis & Robbins, St. Paul 
14, Minn. 
Atlas Mfg. Corp., 1624 61 St., Brooklyn 4, 
N. Y 


Atlas Metal Products, Inc., 554 Wilbur Cross 
Hwy., Berlin, Conn. 
Harold Cohen, p; Chas, Slissberg, gm. 
Auburn Burner Co., 264 East Bement St., 
Edgerton, Ohio 
James L. Hagerman, p; Orvel J. Yarger, 
ce, 
Auburn Foundry, Inc., Heating Div., W. 
llth St., Auburn, Ind. 
Auburn Spark Plug Co., Inc., York St., 
Auburn, N. Y. 
Auer Register Co., 6600 Clement Ave., 
Cleveland 5, O. 
— Pump Co., 22 Loucks St., Aurora, 


C. T. Zoaral, p; Fred W. Hinrichsen, 
vp; F. S. Main, gm; G. W. Anderson, sm 
&am; W. L. Claypool, ce. 

Auto-Flo Corp., 14590 Schaefer Hwy., De- 
troit 27, Mich. 
Auto-Heat Corp., 

Corp.) 

Automatic Burner Corp., 1823 Carroll Ave., 

Chicago 12, Ill. 

J. Hearst, p; J. W. Hearst, vp; E. D. 
Carmien, sm & am; G. F. Kupel, ce. 
Automatic Controls Corp., Ann Arbor, 

Mich. 

Automatic Devices Co., Ine., 714 Hillgrove 

Ave., Western Springs, IIl. 

H. T. Kucera, p & gm. 
Automatic Firing Corp., 4417 Oleatha Ave., 

St. Louis 5, Mo. 

Automatic Humidifier Co., Box 337, Cedar 

Falls, Ia. 

J. H. Galloway, p. 


Automatic Switch Co., 391 Lakeside Ave., 
Orange, N. J. 


Autopulse Corp., 218 E. Dowland St., Lud- 
ington, Mich. 


R. M. Eldred 

. , D, A. M. Stern, vp; E. J. 
Jacomb, gm & sm; C. E. King, ce; M. 
nema, am, 

Auto-Therm Mtg. Co., 6400 E i 
Detroit, Mich. , 6400 East Seven Mile, 
-H. Stern, p & ce; R. T. Wilber, vp: 

n,, Streikstein, gm; L. C. Buddenhaigen, 


(See Robot-Auto-Heat 





Avery Farm Machinery Co., Hart Heat 
Div., Foot of Leland St., Peoria, Ill. 
E. K. Smith, L. F. Smith, partners. 
Avon Tube Division, Higbie Mfg. Co., 
Bridge Rd., Rochester, Mich. 
Cc. M. Higbie, Jr., p & gm; E. P. Robin- 
son, vp; M. B. Hougland, ce. 
Axeman-Anderson Co., 233 West St., Wil- 
liamsport, Pa. 
J. E. Axeman, W. S. Anderson, partners. 


— 


Babcock & Wilcox Co., 161 E. 42nd St., 
New York 17, N. Y. 
Bachrach Industrial Instrument Co., 200 
North Braddock Ave., Pittsburgh 8, Pa. 
L. L. Vayda, p & gm; Rudolf Ulrich, vp, 
sm, am; J. A. Stein, ce. 
Bailey Meter Co., 1050 Ivanhoe Rd., Cleve- 
land 10, O. 
H. M. Hammond, vp & sm; R. D. Jankins, 
H. H. Gorrie, vp; E. B. Bossart, am, 
Baker Furnace & Cleaner Mfg. Co., 2810 
Midwood Ave., Toledo 6, O. 
C. B. Horner, p. 
Bal-Air, Inc., 1210 McGavock St., Nashville, 
Tenn. 
Balloffet Nozzle Co., Inc., 6825 Adams St., 
Guttenberg, N. J. 
Baltimore Porcelain Steel Corp., P. O. Box 
928AA, Baltimore 3, Md. 
Barber-Colman Co., 1300 Rock St., Rock- 
ford, Ill. 
Barber Gas Burner Co., The, 3702 Superior 
Ave., Cleveland 14, O. 
Barclay, Inc., Robert, 1234 W. Fulton St., 
Chicago 7, Ill. 
Barco Mfg. Co., 500 N. Hough St., Bar- 
rington, Ill. 
Bard Mfg. Co., Evansport Rd., Bryan, O. 
Barkow Mfg. Co., August G., 2230 S. 43rd 
St., Milwaukee 15, Wisc. 
A. G. Barkow, p; J. Visintainer, vp & gm; 
W. J. Wawrzonek, sm & ce; Walter Hoty, 


am. 

Barksdale Valves, 5125 Alcoa Ave., Los An- 
geles 58, Calif. 

Barnes & Jones Co., Inc., 128 Brookside 
Ave., Boston 30, Mass. 

Barridon Oil Burner Corp., 1429 Park St., 
Hartford, Conn. 

Barry Blower Co., 3100 California St., N.E., 
Minneapolis, Minn. 

Barton Products, Inc., 819 N. Blanchard, 
Wheaton, Ill. 

Bascom Co., Inc., George R., 950 Wm. T. 
Morrissey Blvd., Dorchester, Mass. 
Baseline Mfg. Corp., 2701 E. 78 St., Min- 

neapolis, Minn. 
Bastian-Morley Co., Inc., Truesdell Ave., 
La Porte, Ind. 
Bauer Oil Burner, Inc., 1109 Adams St., 
Wilmington 16, Del. 
Bayley Blower Co., 1817 S. 66th St., Mil- 
waukee, Wisc. 
Francis Hamilton, sm. 
Beacon Brass Co., Inc., 2 Jackson St., 
Waltham, Mass. 
M. Feinberg, p; G. Miller, 
Cripps, sm; John Murphy, ce. 
Beall Pipe & Tank Corp., 12005 N. Burgard 
St., Portland 3, Ore. 
Beaton & Caldwell Mfg. Co., Box 77, New 
Britain, Conn. 
Beaver Mfg. Co., 617 S.W. Third Ave., 
Portland 4, Ore. 
Beck Co., A. C., 2018 N. DuPont Ave., Min- 
neapolis 11, Minn. 
J. H. Sargent, p; W. H. Lonney, ce. 
Beck Eng. Combustion Kompany, 2100 Cole 
St., St. Louis 6, Mo. 
V. S. Beck, owner. 
Beckett Corp., R. W., 38250 Cleveland Rd., 
Elyria, O. 
R. W. Beckett, p, gm & ce; Stanton 
Fitzgerald, vp, sm & am. 
Bell & Gossett Co., 8200 N. Austin Ave., 
Morton Grove, Ill. 
Benner-Nawman Co., 3421 Hollis St., Oak- 
land, Calif. 
Berger Furnace Co., 4th & Main Sts., Belle 
Vernon, Pa. 
A. H. Berger, p. 
Berkley Mfg. Co., 2045 N. 
Philadelphia 22, Pa. 


gm; N. 


Second St., 
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Berkshire Transformer Corp., 15 South 
Ave., New Milford, Conn. 
Bernstrom, Inc., C. R., 183 Hartford Ave., 
Box 157, Providence 9, R. I. 
Besser Metal Products Corp., 754 Clement 
Ave., Charlotte 4, N. C. 
Best Brass Co., 325 High St., Marshall, 
Mich. 
Best Combustion Eqpt. Co., Inc., W. N. 
411-15 11th St., Carlstadt, N. J. 
Harry M. Stiehl, p; John S. Akin, vp, sm 
& am: Timothy L. Bade, ce. 
Bethlehem Foundry & Machine Co., 225 
W. 2nd St., Bethlehem, Pa. 
George Taylor, p; Willard Moyer, s: 
Ernest Dimler & Robt. Fluck, vp; Ray- 
mon Dietz, sm; Wilbur Smith, ce: Mar- 
tin Ritter, am. 
Bettendorf Oil Burner Co., 1400 East Linn 
St., Marshalltown, Ia. 
John Norris, p; E. C. Booth, vp; Robt. 
Lee, gm; Don H. Vreeland, ce. 
Bett-Marr Mfg. Co., 621 E. Excelsior, Hop- 
kins, Minn. 
Richard L. Lindquist, p; Wm. J. Conroy, 
sm & am. 
—_ Machine Co., 1800 Penna., Warren, 
‘a. 
Beverly Shear Mfg. Co., 3004 W. 111th St., 
Chicago, Ill. 
Beyer Oil Burner Co., Rosamond, Calif. 
Biggs Boiler Works, Co., The, 1007 Bank 
St., Akron, O. 
Billings, Inc., Donald, 555 Longfellow Ave., 
Bronx 59, N. Y. 
Billow Corp., 565 W. Washington Blvd., 
Chicago 6, IIl. 
E. E. Billow, p. 
Birchfield Boiler, Inc., 2503 E. 11th St., 
Tacoma, Wash. 
Bishop & Babcock Mfg. Co., The, 4901 
Hamilton Ave., Cleveland, O. 
Edward L. Mayo, p; H. S. Stenger, gm: 
L. B. Smith, sm; A. G. Getz, ce; R. F. 
Doughty, am. 
Black, Sivalls & Bryson, Inc., 7500 E. 12th 
St., Kansas City, Mo. 
Blackmer Pump Co., 1809 Century Ave., 
Grand Rapids 9, Mich. 
B. L, Gordon, p; J. B. Caldwell, vp; E. 
H. Lanthorn, gm, sm & am; V. A, Brun- 
son, ce. 
Bland Burner Co., 83 Woodbine St., Hart- 
ford, Conn. 
Blissfield Mfg. Co., Blissfield, Mich, 
Blue Hill Oil Burner Mfg. Co., Inc., 333 
Belgrade Ave., Roslindale 31, Mass. 
L. L. Gordon, p. 
Bock Corp., 110 S. Dickinson St., Madison, 
Wisc. 
O. L. Bock, p. 
Bogue Electric Mfg. Co., 100 Pennsylvania 
Ave., Paterson 3, N. J. 
Boiler Eng. & Supply Co., Inc., Manavon 
St., Phoenixville, Pa, 
R. E. Keen, p; W. B. Riley, vp & sm; 
R. E. Emrich, Sr., gm; P. D. Goggin, 
ce; R. W. Williams, am. 
Bonair Products, Inc., 5th & Ellis Ave., 
Darby, Pa. 
Frank A, McKee, p; Joseph L. McHale, 
vp; C. V. McCarty, ce; J. A. Callahan, sm. 
Boscom Co., Inc., George R., 950 Wm. T. 
Morrissey Blvd., Boston 22, Mass. 
I. Isgur, p; A. J. Isgur, gm & sm; S. 
Melnick, ce; M. Fisher, am. 
Boston Auto Gage Co., The, 70 West St., 
Pittsfield, Mass. 
T. C. Nelson; p, gm & sm; A. L. Hall, 
vp; J. H. Mattoon, ce. 
Bovee Furnace Works, 180 W. Eighth St., 
Waterloo, Ia. 
Boston Machine Works Co., The, 7 Willow 
St., Lynn, Mass. 
Boston Steel & Mfg. Co., 112 Bryant St., 
Malden 48, Mass. 
L. S. Burke, p & em; C. A, Glen, sm; A. 
Giddens, ce. 
Bowser, Inc., 1302 Creighton Ave., Fort 
Wayne 2, Ind. 
Boyertown Auto Body Works, 3rd & Wal- 
nut Sts., Boyertown, Pa. 
Paul R. Hafer, p; W. Sterling Keller, sd; 
Paul Youse, se; William Y. Fleck, am. 
Bradford Price Book, 96 Washington St., 
Quincy 69, Mass. 

Bradley Mfg. Works, Bradley, Ill. 

Brammer Corp., 684 Broadway, New York 
12, N. Y. 

Brandenberg Industries, Inc., 6390 Falls 
Rd., Baltimore 9, Md. 
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Brandes Co., 2046 Winnebago St., Madison, 
Wisc. 
Branford Tank & Heating Products, Inc., 
286 Howe Ave., Shelton, Conn. 
Breese Burners, Inc., Box 4158, Coronado 
Sta., Santa Fe, N. M. 
J. L. Breese, p; M. D. Huston, vp & ce; 
R. H. Mueller, am. 
Bressler Eng. Service, First & Madison Sts., 
Oregon 1, IIl. 
R. E. Bressler, owner. 
Breuer Electric Mfg. Co., 5100 N. Ravens- 
wood Ave., Chicago 40, Ill. 
Brodie Co., Inc., Ralph N., Alvarado & 
West 137th Ave., San Leandro, Calif. 
Bronson Fan Mfg. Corp., 4560 Worth St., 
Los Angeles 63, Calif. 

G. E. Mix, p: G. C. Mix, 
Gerich, sm; J. N. Roos, ce. 
Brooks, B. M., 39 Mase Ave., Dover, N. J. 

B. M. Brooks, p. 
Bros Boiler & Mfg. Co., Wm., 1057 10 
Ave., S.E., Minneapolis 14, Minn. 
Brown-Appton Co., 681 Fifth Ave., New 
York 22, N. Y. 

Brown Fintube Co., The, Elyria, O. 
Brown Oil Burning Eqpt. Co., 312 Massa- 
chusetts Ave., Cambridge 39, Mass. 
Brown Products Co., Railroad St., An- 

dover, Mass. 
Grown Products Co., A., 97-12 Metropolitan 
Ave., Forest Hills 75, N. Y. 
A, Brown, p: Dan Hymon, am: J. 
Aronczyk, ce. 
Brown Steel Tank Co., 2901 S. E. Fourth 
St., Minneapolis 14, Minn. 
W. V. Brown, p: A. E. Brown, vp & gm; 
J. A. Havstad, sm; W. Logeman, ce; W. 
W. Harmon, am, 

Brucker, Inc., M., 820 N. Wolcott Ave., 
Chicago, Ill. 
Brumme Mfg. Co., 

Bloomington, Ill. 
Brundage Co., The, 512 N. Park, Kalama- 
zoo 11, Mich. 
F. Ward Brundage, p; W. A. Rockafield, 
ce; J. E. Brundage, vp: L. C. Kroes, sm. 
Brunner Mfg. Co., 1821 Broad St., Utica 1, 
a ee 
Bryan Steam Corp., Box 337, Peru, Ind. 
O. C. Skinner, p, gm; H. V. Koch, ce. 
Bryant Mfg. Co., 2020 Montcalm St., Indian- 
apolis 4, Ind. 
R. N. Campbell, p & gm; H. L. Clary, vp 
& sm; W. M. Day, ce; R. Hamilton, am. 
Buffalo Tank Corp., South Ave., Dunellen, 
N. J. 


vp: BD. P. 


1240 E. Empire S&t., 


Buckeye Furnace Pipe Co., 897 Ingleside 
Ave., Columbus, O. 
Buckeye Iron & Brass Works, 
Third St., Dayton, O. 
W. P. Huffman, p; R. O. Comp, sm; R. 
B. Prugh, am. 
Buffalo Forge Co., 
Buffalo, N. Y. 
Buffalo Pumps, Inc., 171 Mortimer St., Buf- 
falo 5, N. Y. 
Buffalo Tank Corp., South Ave., Dunellen, 
N..d. 
R. I. Morrison, p;: J. B. Murphy, vp; B. 
W. Grant, sm; S. V. Read, ce. 
Burear Mfg. Co., 195 Adams St., Newark, 
N. J. 


324 East 


Inc., 490 Broadway, 


S. Caponegro, p; G. Caponegro, vp & gm. 
Burke Eng. Oo., 1204 W. Washington Bivd., 
Los Angeles 7, Calif. 
Burkhardt Eng. Assoc., Inc., 536 Common- 
wealth Ave., Boston 15, Mass. 
L. E. Burkhart, p; J. A. Polisner, vp; 
Lee Polisner, sm. 
Burnham Corp., Boiler Div., 2 Main St., 
Irvington, N. Y. 
B. Bowden, p; A. E. Bastedo, gm; V. A. 
Good, vp, sales: E. T. Selig, Jr., ce; F. R. 
Brophy, am; John W. Murray, Jr., sm. 
Burn-Rite Products Co., 354 Saw Mill River 
Rd., Yonkers 2, N. Y. 
H. Burack, gm. 
Burroughs Corp., 6071 Second Ave., De- 
troit 32, Mich. 
J. S. Coleman, p; R. R. Eppert, vp: 
W. E. Morgan, vp; N. Mudd, sm; W. C. 
Sproull, am. 
Burtchaell Htg. Co., 2944 S.E. Powell 
Blvd., Portland 2, Ore. 
Bush Mfg. Co., 179 South St., W. Hartford 
10, Conn. 
Bussman Mfg. Co., University at Jefferson, 
St. Louis 7, Mo. 


D52 


Butler Mfg. Co., 7400 E. 13th St., Kansas 
City 26, Mo. 
L. H. Bradley, gm, oil equipment div.; 
J. D. Harmon, sm, oil equipment div.; 
B. R. Wilson, ce; E. J. Howse, am. 
Byron Jackson Co., Box 2017, Terminal 
Annex, Los Angeles 54, Calif. 


a 


C-S Brass Mfg. Co., 32-14 61st St., Wood- 
side, N. Y. 
A. Leopold, gm. 
Calculator Specialties Co., 122 S. Michigan 
Ave., Chicago, Ill. 
Caloroil Burner Corp., 
Hartford, Conn. 
Campbell Co., E. K., 1809 Manchester St., 
Kansas City 4, Mo. 
Campbell Heating Co., 3121 Dean Ave., Des 
Moines 17, Ia. 
B. Campbell, p & gm; A. K. Campbell, 
vp; E. Arendts, sm & am; C. P. North, 
ce. 
Cam-Stat, Inc., Div. of Paul Henry Co., 
11833 W. Olympic Blvd., Los Angeles 
64, Calif. 
Cannon Chemical Co., Inc., 181 Portland 
St., Cambridge 41, Mass. 
Cantleek Products Corp., 135-39 Northern 
Blvd., Flushing 52, N. Y. 
Capitol Mfg. & Supply Co., The, 153 Fulton 
St.. W. Columbus 10, O. 
Carbola Chemical Co., Inc., Natural Bridge, 
N. Y 


850 Windsor S&t., 


Carboloy Dept., General Electric Co., Box 
237, R.P.A., Detroit 32, Mich. 
Carey Electronic Engineering Co., 
Clifton Ave., Springfield, O. 

R. M. Carey, p. 

Carey Mfg. Co., The Phillip, Cincinnati 15, 
Ohio. 

Carlin Co., The, 912 Silas Deane Hwy., 
Wethersfield, Conn. 

B. C. Lindberg, p, gm; J. E. Carlberg, 
vp, ce: B. J. Walting. sm & am. 

Carlson & Co., Inc., A. B., 349 Woodlawn 
Ave.. Aurora, Ill. 

A. B. Carlson, p. 
Carlisle Chemical Works, Inc., Reading, O. 
R. S. Binns, sm. 

Carlyle Rubber Co., Inc., 64 Park Pl., New 
York 7, N.Y. 

Carlton Supply Co., Carlton Mfg. Co. Div., 
35 Chapel St., Box 538, Hartford 1, 
Conn. 

Charles H. Banks, p: Benjamin Sandler, 
gm; R. Gold, am. 

Carolina Refractories Co., Box 549, Harts- 
ville. S. C. 

Mrs. Mary N. Gilbert, p; F. R. Bennett, 
vp & gm; L. F. Jenkins, ce. 

Carrier Corp., 300 S. Geddes St., Syracuse 
TN Xe 


1880 


Wm. Bynum, p: John M. Bickel, vp; 


Russell Gray, gm; George Long, sm; 
Leslie M. Beals, am. 

Cary Mfg. Co., Churchill St., Paupaca, 
Wisc. 


Cash Valve Mfg. Corp., A. W., 666 E. 
Wabash Ave., Decatur, III. 
Geo. B. Madden, p: G. Wm. Madden, vp: 
Dean F. Madden, vp: Ed M. Cahill, sm; 
Geo, E. Chaniot, ce; Frank Thomalla, am. 
Central Brass Mfg. Co., 2950 E. 55th St., 
Cleveland 27, O. 
Central States Mfg. Co., Inc., 1200 S. Sum- 
mit, Arkansas City, Kan. 
Central States Steel Boiler Co., 5649 W. 
Harrison St., Chicago 44, Il. 
Century Electric Co., 1806 Pine St., St. 
Louis 3, Mo. 
Century Eng. Corp., 401 Third St., S.E., 
Cedar Rapids, Ia. 
E. J. Lattner, p; B. J. Lattner, vp, gm: 
W. S. Moellring, sm, am; W. E. Melsha, 
ce. 
Certified Furnace Co., Div. of Stainless 
& Steel Products Co., 1000 Berry Ave., 
St. Paul 4, Minn. 

Chalmers Oil Burner Co., 312 Lumber Ex- 
change Bldg., Minneapolis 1. Minn. 
Champion Bronze Powder & Paint Co., 

2526 W. Van Buren St., Chicago 12, Ill. 
Chandler Co., 804 First Ave., N.W., Box 
151, Cedar Rapids, Ia. 
Char-Gale Mfg. Co., Anoka, Minn. 
Nick Devolis, gm. 





Chase Brass & Copper Co., Inc., 
St., Waterbury 20, Conn ” > “rand 
G. P. Bakken, p; G. B. Moseley, yp Sales: 
W. L. Smith, vp, operations: R. ‘Chase 
vp, pub. & indl. relations; W, f, Evans, 
gsm; W. F. Aylard, ce; E. J. Malvey, am’ 
Chase Products Co., 20th & Gardner Rq 
Broadview, Ill. 44 
C. W. Svendsen, p; R. W. Svendsen vp 
& gm; Jas. E. Coates, sm & am: Fred 
Moore, ce. 
Charter Oak Stove & Range Co., 7734 Hall 
St., St. Louis 15, Mo. 
Chester Cable Corp., Chester, N. y, 
Chevrolet Motor Div., General Motor 
Corp., General Motors Bldg., Detroit 2 
Mich. : 
Chicago Pump Co., 622 Diverse 
Chicago 14, Ill. 7. 
Chicago Steel Furnace Co., 9326 S. Anthony 
Ave., Chicago 17, IIl. 
Chimney Furnace Corp., 400 Stonestreet 
Ave., Rockville, Md. 
Chimney Sales Corp., 1317 ‘‘F’’ St. N.W., 
Washington, D. C. 
Robt, K. Thulman, p; Robt. D. Thulman. 


sm, 
Circle Air Industries, Inc., 244 Herkimer 
St., Brooklyn 16, N. Y. 
Cities Service Oil Co., Pa., 70 Pine st, 
New York, N. Y. 
Citro Oil Burners Corp., 222 Lakeside Aye, 
Pompton Lakes, N. J. 
Clayton & Lambert Mfg. Co., 1701 Dixie 
Hwy., Louisville 10, Ky. 
CC, F. Lambert, p; Roger Sherwood, sm: 
C, B. Tyrell, am. 

Clarage Fan Co., Kalamazoo 16, Mich. 
H. R. Clarage, p; C. R. McConner, vp & 
sm; R. A. Wasson, gm; S. H. Downs, ce. 

Clark-Cooper Co., Inc., C. C. Pump Mfg. 

Div., Market St., Palmyra, N. J, 
Rex A. Taylor, gm; Frank Willis, ce. 
Clark Mfg. Co., 1830 E. 38th St., Cleveland 

54:0. 
Clarkstan Corp., 11921 W. Pico Blvd., Los 
Angeles 64, Calif. 
Clayton & Lambert Mfg. Co., Lamneck 
Div., 1025 Lamneck St., Middletown, 0. 
C. F. Lambert, p: R. Sherwood, man- 
ager: L. L. Lancaster, am. 
Clayton Mfg. Co., 401 North Temple City 
Blvd., El Monte, Calif. 
Wm. Clayton, p; Perry Arant, vp & gm; 
Roy D. Adams, sm; John J. Billman, ce; 
W. O. Merritt, am. 
Cleaver-Brooks Co., 326 E, Keefe Ave., Mil- 
waukee, Wisc. 
J. C. Cleaver, p: F. W. Hainer, vp: J. V. 
Resek, gm: H. J. McCoy, ce; K. Hilgen- 
dorf, am; W. J. DeMuth, sm. 
Cleen Sweep Co., Box 156, S. Lansing 9, 
Mich. 
Clemmey Co., Inc., J. L. Foundry St, 
Mansfield, Mass. 
John J. Clemmey, Jr., p & sm; John W. 
Dunn, gm; Leonard Hughes, ce. 
Cleveland Fuel Eqpt. Co., 1111 Brookpark 
Rd., Cleveland 9, O. 
N. F. Hahn, p; J. C. Weinberg, vp: J. P. 
Metz, sm; G. A. Short, ce; O. A. Reiter, 
am. 
Cleveland Humidifier Co., 7803 Wade Park 
Ave., Cleveland 3, O. 
Climax Flexible Coupling Co., The, 963 £ 
140th St., Cleveland 10, O. 
Climatemaker Slide Rule, The, 1404 £ 
Washington St., Bloomington, Ill. 
Clime-Matic Corp., Connecticut & Richards 
Ave., South Norwalk, Conn. 

Clinton Metallic Paint Co., Clinton, N. ! 
Bruce M. Bare, p. 

Coal-O-Matic Co., Main St., Dallas, Pa. 

Cochran Corp., 3131 N. 17 St., Philadelphia 

32, Fa. s 
Coleman Co., Inc., The, 250 N. St. Francis, 
Wichita 1, Kan. a 
S. Coleman, p & gm; C. Coleman, Z 
C. L. Burrows, sm; A. B. Newton, ce; 
J. Warren, am. 
Oole-Sewell Eng. Co., 2288 University Ave., 
St. Paul 14, Minn. HJ 
A. D. Cole. p: H. E. Sewell, vp: y 
Sewell, gm; A. J. Buchman, sm, *” 
Thomas, ce. 
Columbia Boiler Co. of Pottstow®, 
230, Pottstown, Pa. : 
H. J. Loughney, p: F. I. Boarye a. 
R. W. Boarman, gm; J. J. Meade, § 
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columbia Burner Co., 729 Ewing St., 


‘oledo, O. 
Por Schiett, p; J. F. Capoun, vp & 
gm; Arnold Muenzer, sm; G. E. Burns, 


Columbia Steel Tank Co., 1509 W. 12th St., 
Kansas City 1, Mo. 

Columbus Combustion Co., Inc., The, 529 

E, Town St., Columbus, oO. : 

Combustion Control Div., Electronics Corp. 
of America, Cambridge 42, Mass. 

A. G. B. Metcalf, Dp; L. D. Sibley, vp; 
p. K. Ryder, sm; D. Graves, ce; E. F. 
Hall, am. \ 

Combustion Eng. Inc., 200 Madison Ave., 
New York 16, N. Y. 

Combustion Service Engineers, 2410 S. 60 
W Allis, Wisc. 

(Combustion Div., Steel Products Eng. Co. 
Div., Kelsey-Hayes Co., 1205 W. Colum- 
bia St., Springfield, O. 

C. P. Meredith, p; C. J. Gano, vp & gm; 
J. S. Wilkerson, sm; W. R. Alexander, 
ce: H. M. McCool, am. 

Commercial Filters Corp., 2 Main St., Mel- 
rose 76, Mass. 

R. L. Fielding, p: J. R. Chisholm, sm; 
Henry B. Ahlberg, gm; Ronald Beckett, 
ce: G. Shedd, Jr., am. 

Conco Eng. Works, Div. of H. D. Conkey 
& Co., Mendota, IIl. 

R. W. Conkey, p; R. A. Hossinger, vp; 
J. W. Burch, sm; W. A. Schultz, ce; 
H. C. Galleher, am. 

Concord Oil Corp., One Bay Blvd., Law- 
rence, N. Y. 

Condensation Eng. Corp., 3511 W. Potomac 
Ave., Chicago 51, Ill. 

E. 0. Howle, p; B. A. Johnson, vp; 
W. L. Limbert, sm & am; Geo. Anderson, 


ce, 
Connelley Co., 3100 Washington Blvd., St. 
Louis 3, Mo. 
Conn.-State Furnace Co., Inc., 340 Kossuth 
St., Bridgeport, Conn. 
Connor Eng. Corp., Shelter Rock Lane, 
Danbury, Conn. 
Consolidated Boiler Corp., 126 Dartmouth 
St., Boston, Mass. 
Consolidated Brass Co., 2019 N. Tryon St., 
Charlotte, N. C. 
C. C. Mosack, p; J. A. Schulte, vp. 
Conspheres Co., 38 Harrison Ave., New 
Canaan, Conn. 
Continental Air Filters, Inc., 2520 Helm, 
Box 1647, Louisville, Ky. 
Continental Mfg. Co., 712 South 23d Ave., 
Phoenix, Ariz. 
Cool-ette, Inc., 20080 James Couzens Hwy., 
Detroit 35, Mich. 
E. Feinberg, p. 
Cooper Co., Clark, Inc., Palmyra, N. J. 
Corbman Bros. Co., Inc., 25th & York Sts., 
Philadelphia, Pa. 
Martin W. Corbman, p; A. L. Corbman, 
am. 
Corley Co., Ine., The, 220 West 42nd St., 
New York 36, N. Y. 
Robt. Corley, p & sm; Helen Corley, vp; 
Robt. E. Onorato, gm; Raymond Harland, 


ce, 
Corlett-Turner Co., 1001 S. Kostner, Chi- 
cago 24, Ill. 
Coroaire Heater Corp., 1422 Euclid Ave., 
Cleveland 15, O. 
Corundite Refractories, Inc., Box 416, Mas- 
sillon, O. 
Coughlan Co., G. N., 29 Spring St., West 
Orange, N. J. 
Gerald Coughlan, p; Chas. H. Wulf, vp, 
gm, sm & am. 
Couplings Co., The, 2205 W. Roosevelt Rd., 
Chicago 16, Ill. 
. Kwate, p, gm, ce, sm, am: L. Ellman, 


vp. 
pe ~. Co., Walnut St., Ridgeville, Ind. 
5 ™” 836 S. Michigan Ave., Chicago 
Crane Packin Co., 1 - 
z cago 13, ., , 1800 Cuyler Ave., Chi 
rest Mig. Co., 382 Watertown St., New- 
ton, Mass. 
P... W. DuBois, p. 
Sty Specialty Corp., 21 Putman Ave., 
orcester, Mass. 
Tomwell Printery, Inc., 
we eecker, Albany 1, N. Y. 
Poyod P; T. H. Gorn, vp; W. H. 


Crotty Mtg. ¢ 
rly 7 ia 133-15 35th Ave., Flush- 


Church & 


Crowley Co., M. J., Box 111 Central St., 
Norwell, Mass. 
Geo. Crowley, p, sm, ce; John L. Crowley, 
gm; Bayard E. Robertson, am. 
Crown Eng. Corp., Locust St., Keyport, 
N. J 


R. W. Bernard, p; F. L. Gaskill, sm. 
Crown Petroleum Corp., 92 Walnut St., 
Hartford, Conn. 
Crown Tank Works, Inc., Railroad Ave., 
Taunton, Mass. 
Crucible Steel Co. of America, Henry W. 
Oliver Bldg., Pittsburgh, Pa. 
Cuno Eng. Corp., 80 S. Vine St., Meriden, 
Conn. 
Murray McConnel, p; Roy Scott, vp; 
James E. Duff, am. 
Curtis Mfg. Co., 1905 Kienlen Ave., St. 
Louis 20, Mo. 
Cuthrell Machine Works, 3505 Franklin St., 
Norfolk 6, Va. 
Cutler-Hammer, Inc., 315 N. 12th St., Mil- 
waukee 1, Wisc. 
Cyclotherm Div., National-U. S. Radiator 
Corp., 157 E. 1st St., Oswego, N. Y. 
T. Garahan, gm; R. P. Leonard, sm; A. 
Saha, ce. 


D. & C. Eqpt. Co., 10 Edwards St., Hart- 
ford, Conn. 
H. Cohn, owner. 

Dallas Engineers, Inc., Trucksville, Pa. 
Paul L. Goss, p, sm, am; A. H. Eckman, 
vp, gm, ce. 

Dalzen Mfg. Co., 525 S. Riverside Dr., St. 

Clair, Mich. 
Damp-Vent Co., 210 17th St., Box 203, Bet- 
tendorf, Ia. 
M. S. Field, C. H. Fladlien, partners. 
“David”? Automatic Oil Burners, 229 Morse 
St., Camden, N. J. 
Davis Eng. Corp., 1064 E. Grand St., Eliza- 
beth, N. J. 
A. O. Jaeckel, p; R. Lisson, sm & am; 
W.H. Thompson, ce. 
Davison Chemical Co., Baltimore, Md. 
Day & Night Div., Carrier Corp., 700 Royal 
Oak Dr., Monrovia, Calif. 
Dayton Electric Mfg. Co., 126 S. Oakley 
Blvd., Chicago 12, Ill. 
Decker Bros., 300 Lincoln Ave., 
thorne, N. J. 
Cc. J. Decker, p; Ben Keller, ce. 

Deerfield, 263 47th St.. Brooklyn, N. Y. 
Edw. Angeli, sm; Lenny Ryan, ce. 

Deering Air Conditioning Co., 1069 Celestial, 

Cincinnati, Ohio 
Defender Instrument & Regulator Co., 
Boody, Ill. 
E. E. Tinker, p, gm, ce; J. D. Wideman, 
vp & sm. 
Degree Day Systems, 39-30 58th St., Wood- 
side 77, N. Y. 
Eric S. Bergman, owner. 
Delomaster Distributing Co., 1030 Glen St., 
Janesville, Wis. 
Max DeLamater, p. 

Delbridge Calculating Systems, Inc., 2502- 
10 Sutton Blvd., St. Louis 17, Mo. 
DeLaval Steam Turbine Co., 853 Notting- 

ham Way, Trenton 2, N. J. 
Delavan Mfg. Co., 811 W. Fourth St., W. 
Des Moines, Ia. 
N. B. Delavan, p;: W. E. Safris, vp & 
gm; D. T. Morgenthaler, sm; E. O. 
Olson, ce: R. E. Keene, am. 
Delco Appliance Div., General Motors 
Corp., 391 Lyell Ave., Rochester 1, 
ae 2 
Delco Products Div., General Motors Corp., 
329 E. First St., Dayton 1, O. 
D’Elia Oil Burner Co., Inc., 145 Stratford 
Ave., Bridgeport 8, Conn. 
Delo Screw Products Co., 38 S. Franklin 
St., Delaware, O. 
Delta Heating Corp., 1 Cole St., Trenton 8, 
5. an 


Haw- 


N. J. 
A. L. Nathan, p, gm, ce, sm, am; Melvin 
Katske, vp. 
Demuth & Sons. Inc., Chas., 245 Elm PIl., 
Mineola, N. Y. 


Chas. Demuth, p & ce; Clarmore Demuth, 
vp & sm; Arminius Demuth, gm & am. 
Denver Fire Clay Co., The, 2301 Blake St., 

Box 5510, Denver 17, Colo. 
Des Moines Furnace & Stove Repair Co., 
107 S.W. Second Ave., Des Moines, Ia. 
DeSoto Oil Burner Co., 538 S. Queen St., 
York, Pa. 
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Detroit Controls Corp., 5900 Trumbull 
Ave., Detroit, Mich. 
Dewey Gas Furnace Co., 101 E. Baltimore, 
Detroit 2, Mich. 
Dewey-Shepard Boiler Co., 1311 N. Capitol 
Ave., Indianapolis, Ind. 
R. B. Rhodes, p & gm. 

DeWolfe, James L., 73 Prescott St., Read- 

ing, Mass. 

Diamond Instrument Co., 12 Foundry St., 

Wakefield, Mass. 
Wm. A. Hickey, p. 
Diamond Iron Works, Inc., 1728 Second 
St., Minneapolis 11, Minn. 
Diamond Power Specialty Corp., Box 415, 
Lancaster, O. 
Dielectric Products Co., Inc., 125 Virginia 
Ave., Jersey City, N. J. 
H. T. Carey, p, gm; Harry Wolf, vp; 
Leon F. DiNicola, ce; P. Krueger, sm; 
L. Galvin, am. 

Diesel Burner Mfg. Co., Moosup, Conn, 
W. H. Speer, p; T. L. Zimmerman, Jr., 
vp. 

Dietz Co., Henry G., 12-16 Astoria Blvd., 

Long Island City 2, N. Y. 
Henry Dietz, p & ce; M. Pheasey, am. 

Diesel Oil Burner Corp. of New York, 105- 

20 New York Blvd., Jamaica 5, N. Y. 

Dillon Steam Boiler Works, Inc., D. M., 

Crocker St., Fitchburgh, Mass. 
Dixon Boiler Works, 1625 Naud St., Los 
Angeles, Calif. 
Dixon Mfg. Co., 808 Ingleside Ave., Balti- 
more 28, Md. 
Dodge Div., Chrysler Corp., 21500 Mound 
Rd., Detroit 31, Mich. 
Doerr Electric Corp., 510 N. 4th Ave., 
Cedarburg, Wisc. 
Dole Valve Co., 6201 Oakton St., Morton 
Grove, Ill. 
J. L. Dole, p; R. M. Ellis, vp; J. F. 
Lund, sm; H. Aronson, ce; S. G. Phil- 
lips, am. 

Domestic Mfg. Co., 201 Westlake, N., Se- 

attle 9, Wash. 

Dominion Poly Products Corp., 11 W. 42nd 

St., New York, N. Y. 
R. D. Edwards, p; C. C. Allen, vp; A. A. 
Hickman, gm & sm. 
Dongan Electric Mfg. Co., 2987 Franklin 
St., Detroit 7, Mich. 
L. J. Hicks, p, am, gm; C. E, Hicks, vp, 
sm; R. H. Savage, ce. 
Donnelly Products Co., Inc., 29 Mills St., 
Malden 48, Mass. 
Dornback Furnace & Fdry. Co., 724 E. 103d 
St., Cleveland 8, O. 

Dortsch Stove Works, Inc., Franklin, Tenn. 

Dow Chemical Co., The, Midland, Mich. 

Dowagiac Steel Furnace Co., Beeson St., 

Dowagiac, Mich. 
G. D. Woodhouse, p, gm; C. D. Mosier, 
vp; A. W. Wick, am; F. N. Parker, sm; 
M. C. Fletcher, ce. 
Dowagiac Steel Tank Co., M40 South, 
Dowagiac, Mich. 
Doyle Vacuum Cleaner Co., 225 Stevens St., 
S.W., Grand Rapids, Mich. 
D. I. Doyle, p; D. I. Doyle, Jr., vp; 
W. B. Fitzgerald, sm; J. Bronkema, ce; 
G. H. Platts, am. 
Draco Furnace Co., Inec., Morris Field, 
Charlotte, N. C. 

Dravo Corp., Machinery Div., Fifth & Lib- 

erty Ave., Pittsburgh 22, Pa. 

Drayer-Hanson, Inc., Sub. of National-U, S. 

Radiator Corp., 3301 Medford St., Los 
Angeles 22, Calif. 

Drexel Mfg. Co., 1223 Federal, Philadel- 

phia, Pa. 

Drico Industrial Corp., 100 Eighth St., 

Passaic, N. J. 
A. de Chiara, p; A. de Chiara, Jr., vp, 
sm. 

Ducane Heating Corp., Hawthorne, N. J. 

Drying Systems, Inc., 1800 Foster Ave., 

Chicago 40, Ill. 
du Pont de Nemours & Co., Inc., E. I. 
Petroleum Chemicals Div., 1007 Market 
St., Wilmington 98, Del. 
Dualtron Co., 322 Perry Hwy., Pittsburgh 
29, Pa. 
Duc-Pac, Inc., Baldwin St., East Long- 
meadow, Mass. 
R. F. Swett, p; V. Hurd, vp & sm; Carl 
S. Livingston, ce. 
Duff, David & Son, 640 Pleasant St., New 
Bedford, Mass. 

Dunham-Bush, 179 South St., West Hart- 

ford, Conn. 
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Dunkirk Radiator Corp., 85 Middle Rd., 
Dunkirk, N. Y. 
Duo-Therm Div., Motor Wheel Corp., 111 
W. Mount Hope, Lansing, Mich. 
M. F. Coates, p; R. A. Cole, exec. vp; 
L. C. Vandertill, vp, sales; D. F. Jones, 
vp, engineering; Karl Egeler, vp, adv. 
Duro Dyne Corp., 300 Third Ave., New 
Hyde Park, N. Y. 

Dutton Boiler Div., Hapman-Dutton Co., 
623 Gibson St., Kalamazoo 6, Mich. 
Dwyer Mfg. Co., F. W., Box 373, Michigan 

City, Ind. 
F. W. Dwyer, p; J. G. Dwyer, vp; P. W. 
Dwyer, ce. 


Eagan Co., Inc., Walter H., 2337 Wallace 
St., Philadelphia 30, Pa. 

Walter A. Eagan, p; David J. Smith, vp. 

Eagle-Picher cv., ‘the, American Bidg., 
Cincinnati 1, O. 

East Coast Co., 141 Milk St., Boston 9, 
Mass. 

Eastern Boiler Co., 524 Wethersfield Ave., 
Hartford, Conn. 

A. R. Godbout, p: W. J. Majsak, sm: 
M. T. Reardon, gm; R. W. Prentice, ce; 
FE. M. Reardon. am. 

Eastern Foundry Co., Spring & Shaeffer St., 
Boyerstown, Pa. 

I, J. Schecter, p: R. G. 
H. B. Aldrich, ce. 

Eastern Products Co., Morganville, N. J. 
L. A. Sehultz, owner. 

Eastern Steel Tank Corp., Foot 40 Rd., 
Flushing, N. Y. 

H. A. Franz, p; R. D. Brown, Jr., vp; 
A. H. Franz, sm. 

Eaton Mfg. Co., 739 E. 140th St., Cleveland. 

Eaton Metal Products Corp., 1301 Willis 
Ave., Omaha, Nebr. 

Eckhart Mfg. Co., Inc., 931 Lehigh Ave., 
Union, N. J. 

Arnold Eckhart, Sr., p; W. E. Eckhart, 
vp; A. Eckhart, Jr., sm. 

Eclipse Fuel Eng. Co., 1100 Buchanan St., 
Rockford, Ill. 

A. C. Perks, p; J. H. Sands, ex. vp; D. A. 
Campbell, ce; J. M. Quick, am. 

Econ-o-mizer Heating Service Co., Inc., 90 
Broad St., New York 4, N, Y. 

Econo Products Co., Inc., East Haddam, 
Conn. 

A. C. Davis, p; J. F. Glump, vp, sm; Jas. 
C. Hartley, gm & ce; B. Brennan, am. 
Economic Steel Rack Co., 25 Garvey St., 

Everett, Mass. 

Economy Lubricating Co., 6 Temple St., 
Charlestown, Mass. 

T. M, Atkinson, p; John H. Atkinson, vp; 
Jas. F. McCurdy, gm; Dr, Otis E. Alley, 
ce. 

Economy Pumps, Inc., Div. of C. H. 
Wheeler Mfg. Co., 19th & Lehigh Ave., 
Philadelphia, Pa, 

Eddington Metal Specialty Co.. Bristol 
Pike, Eddington, Bucks Co., Pa. 

Stanley Czarnecki, Walter V. Czarnecki, 
Casimer Czarnecki, Wesley Czarnecki, 
partners; Chas. Wells, ce. 

Eds-Wil Burners, 2816 Washtenaw St., Chi- 
cago, Ill. 

Edward Valves, Inc., 1200 W. 145th St., E. 
Chicago, Ind. 

Eddy Stoker Corp., 4711 W. North Ave., 
Chicago 39, Ill. 

EhCo Heating Specialties, Box 6206, In- 

dianapolis 24, Ind. 
H. A. Ehlers, owner. 

Ejay Baseboard Mfg. Co., 124 Boyd St., 

Winsted, Conn. 


Pinkerton, vp: 


E. J. Fitzgerald, owner; H. S. Fitz- 
gerald, sm. 

Electric Furnace-Man, Inc., Box 157, Em- 
maus, Pa. 


F. Kalmback, Jr.. p; M. Lindroth, vp: 
F. L. Hilder, ce; George Hewitt, sm; E. 
A. Emmert, am. 
Electric Hose & Rubber, 12th Lure Sts., 
Wilmington, Del. 
Electric Motor Development Co., Wickliffe, 
Oo 


Electric Motors Service, 6133 Market St., 
Philadelphia 39, Pa. 

Electric Pipe Line, Inc., 158 Webster Ave., 
Jersey City, N. J. 

Electrical Components Co., 600 S. 11th St., 
Newark 3, N. J. 
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Electro Machines, Inc., Cedarburg, Wisc. 
Electro-air Cleaner Co., 1285 Reedsdale St., 
Pittsburgh 33, Pa. 
Electro-Therm, Inc., 931 Selim Rd., Silver 
Spring, Md. 
Electro-Watt, Inc., Aurora at Mercer, Se- 
attle 1, Wash. 
Electro-Watt Industries, Inc., 3501 Port- 
land Rd., Salem, Ore. 
Electrol Burner Mfg. Co., Inc., 22 Union 
Ave., Rutherford, N. J. 
R. F. Andler, p. 
Electronics Corp. of America, Combustion 
Control Div., 77 Broadway, Cambridge 
42, Mass. 
Arthur G. B. Metcalf, p; Laurance D. 
Sibley, vp; Philip K. Ryder, sm; D. 
Graves, ce; Edwin F. Hall, am. 
Elleon Co., 30 Church St., New York 7, 
Ree 


Ellison Draft Gauge Co., 548 W. Monroe 
St., Chicago 6, Il. 
Elmira Steel Co., Chemical Div., 185 Mon- 
tague St., Brooklyn 2, N. Y. 
Emerson Electric Mfg. Co., The, 8100 
Florissant Ave., St. Louis 21, Mo. 
W. R. Persons, p; E. L. O'Neill, vp & 
sm; W. L. Davis, ce. 
C. A. Swanlund, am. 
Empire Chemical Products Co., 10 Long- 
worth St., Newark, N. J. 
J. E. White, Jr., p. 
Engel Sheet Metal Equipment, Inc., 3001 
N. Union Blvd., St. Louis, Mo. 
Joseph R. Yoch, sm. 
Engineer Co., 75 West St., New York 6, 
Eee aA 
Wm. J. Ruth, p. 
Enico Products, 16573 Littlefield Ave., De- 
troit 35, Mich. 
Enterprise Engine & Machinery Co., 18th 
& Florida Sts., San Francisco 10, Calif. 
W. E. Butts, p; W. Clausen, vp & gm; 
T. Bruce Selfridge, sm; C. A. Louderback, 
ce; M. E. Conway, am. 
Enterprise Heat & Power Co., 1401 W. 
North Ave., Chicago 22, Ill. 
Equi-Dyne, Inc., 1934 W. North Ave., Chi- 
cago, Ill. 
Cc. J. Schmidt, p; A. P. Lump, vp & gm. 
Erie City Iron Works, 1422 East Ave., Erie, 


Pa. 
F. G. Brinig, p & gm; T. O. Schrader, vp 
& sm; J. M. Guy, ce; E. J. Sullivan, am. 
Erie Meter Systems, Inc., 1602 Wagner 
Ave., Erie 6, Pa. 
Ernst Water Column & Gauge Co., Livings- 
ton, N. J. 
Eureka Williams Corp. see Williams Div. 
Kvans Corp., The George, Moline, II!. 
Evis Mfg. Co., 40 Boardman Pl., San Fran- 
cisco, Calif. 
Everhot All-Copper, Inc., 5 Appleton St., 
Boston, Mass. 
G. K. Kurker, p; J. K. Kurker, vp; E. A. 
Washak, gm, sm, ce & am. 
Ever-Tite Coupling Co., ine., 254 W. 54th 
St., New York 19, N. Y. 
Ewbank Co., The, 50C Pennsylvania Ave., 
Matamoras, Pa. 


Ex Cel Co., 105 Beeson St., Dowagiac, 
Mich. 
H. C. Torrey, sm. 
Ex-Cell Valve Div., Tempress Products 


Corp., 10301 Berthea Rd., Cleveland 2, 
oO. 
J. A. Britton, p & sm; Lawrence Arth, vp 
& am; Joseph Arth, gm; Robt. Belner, ce. 
Excelsior Steel Furnace Co., The, 118 S. 
Clinton St., Chicago 6, Ill. 


was 


Faber Eng. Co., Amber & Westmoreland 
Sts.. Philadelphia, Pa. 
Lyle H. Corlette, p; Edith M. Corlette, 
vp; Harvey A. Frey, gm & ce. 
Fageol Heat Machine Co., 5725 Mt. Elliot 
Ave., Detroit 11, Mich. 
Fairbanks Morse & Co., 600 S. Michigan 
Ave., Chicago 5, Ill. 
Fairchester Oil Co., Inc., 84 S. Water St., 
Port Chester, N. Y. 
Fairfield Oil Heating Co., Inc., 612 Steam- 
boat Rd:, Greenwich, Conn. 
Chas. T. Robinson, p, gm, ce; Elmer T. 
Mitchell, vp; Joseph Smeriglio, sm; John 
E. Cluett, am. 
Falcon Eqpt. Co.. 13th St., New Brighton, 
re. 








Wm. F. Metzger, gm; R. WW. White ce 











































































Falsington Mfg. Co., Falsington Pa 3 
Falz Mfg., 1930 St. Anthony Ave, st pH 
4, Minn. vg EE 
Fano-Flame Oil Burner Co., 33 - 
Huntington Park, Calif = ee *" 
Fargo Foundry Co., Inc., 92 
Fargo, N. D. Need ~ 
Farguhar Furnace Co., The, ba 
Ave., Wilmington, O. 730 Owen — 
C. L. Sapp, p; B. M. Hiatt, vp: y > Bruel 
Farquhar, ce. hy c 
a Mfg. Co., 804 E. Cross St., Jolin i Fulte 
: ti 
R. L. Duchossois, p; N. W. } 
M. F. Denick, ce. Mueller, a; i Fate 
Far West Chemical Products, Inc., 3554) Hf Furb! 
Market St., Spokane, Wash. ~ Bi roto 
Fasco Industries, Inc., 255 N. Union y A 
Rochester 2, N. Y. ‘ Cc, 
Faultless Oil Burner Co., 113-29 Farmers am. 
Ave., St. Albans 2, N. y. 
Fedders-Quigan Corp., Hancock and [y\, 
Sts., Trenton, N. J. q 
Federal Boiler Co.. Inc., Granite % West 
Sts., Midland Park, N. J. 
R. Bohr, p;_ R. McTaggart, vp; J, x 
Legg, sm; W. A. Gamble, ce; J, ; B gc 
Honsch, am. C 
Federal Engineers, Inc., 29 Massasoit Ay. Gabri 
Barrington, R. I. la 
Federal Oil Burner Co., Inc., 3620 Walny CJ 
St., Philadelphia, Pa. sm. 
— Co., John, 1309 Ashland, Housto, & Gary 
ex. M 
Fertilene Corp. of America, 251 Centr & Gary 
Park, W., New York, N. Y. G 
Field Control Div., H. D. Conkey & (), & dasoil 
Mendota, Ill. N 
R. A. Hossinger, ex. vp: C. W. Potter Dan 
sm; Wilbur Schultz, ce; H. C. Galleher & Gasoli 
am. N 
Fireline Co., 1800 N. Kingsbury St., (h- JB Gates 
cago 14, Ill. ve 
Firewel Co., Inc., The, 3685 Broadway —% Gem | 
Buffalo 25, N. Y. Se 
Fisher Eng. Co., 258 35th St., N.E., Wash C's 
ington, D. C. gm; 
Fisher Tank Co., 3rd & Booth Sts., Che Gem ( 
ter, Pa. W 
Fitzgibbons Boiler Co., Inc., 101 Park Aw — Semle 
New York, N. Y. Pé 
Paul Addams, p; John Gadzuk, ce: Ma: Gener: 
well F. May, sm. Di 
Flair Mfg. Corp., 1720 Atlantic Ave., Brook: “a 
lyn, N. Y. } 
E. S. Frank, p. C. V 
Flame Master Co., Ine., 3118 Milwavke E. I 
Ave., Chicago, Ill. sm; 
Fleck Co., Haddon Ave. & Line St., Cat: Geners 
den, N. J. 
Flexible Coupling Mfg. Co., 8145 S. Dobsi E. E 
Ave., Chicago 19, Ill. Geners 
B. B. Stern, p; A. Stern, vp; J. Ree tor 
gm; Ingvald Myrah, ce; F. Ebersold, at &% Geners 
Flexible Tubing Corp., New Whitfield & da! 
Guilford, Conn. W, f 
Floral City Heater Co., Div. of U. 8. Air Ray, 
Conditioning Corp., 402 S. Monroe = ford, 
Monroe, Mich. Bp Genera 
M. Rosen, vp & sm; H. N. Dix, ce; l _ Co 
Bauer, gm. Genera 
Florence Stove Co., 205 School St., Ga 1] 
ner, Mass. Genera 
Fluid Heat Div., Anchor Post Prodot De 
Inc., 6500 Eastern Ave.. Baltimore # a 
Md. ; 
Fluid Systems, Inc., 1881 Dixwell 4¥ §& Genera 
New Haven. Conn. er 
Albert G. Purdue, p; John C. Voss # Ind 
R. R. Lapinsky, ce; Stephen R. Wers — 
am. | 
Ford Div., Ford Motor Co., Box 658, 7% Mrs, 
born, Mich. S Pale 
Forest Cities Fdrys. Co., 2500 W. 21th Genera 
Cleveland 13. O. ~ Wic 
Fostoria Pressed Steel Corp., North Mi H. F 
St., Fostoria, Ohio. YD; J 
R. J. Carter, p; R. H. Carter. ce. am, 
E. W. Kuhn, sm. gfe Oneal 
Fox, Inc., Chris, 19 Bowhill Ave. 1% Rd. 
10, N. J. oo ener 
Fram Corp., 55 Pawtucket Ave. **” Bf Genera) 
dence 16, R. I. fe W. 
France Refractories Co., J. F., snow" best 
Pa. a Tal 
Fresh’nd Aire Co., Div. of Cory [0M bur 
N. LaSalle St., Chicago 1, ll o— Hs. 
Friez Instrument Div., Bendix A a! Genera} 
Corp., 1400 Taylor Ave., Baltim Phi 
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General Motors Corp., 
aylor St., Dayton, oO. 
ap. Lenman, gm; C. H, Menge, sm; 
JL, Gibson. ce; R. C. Wright, am. 
pont Rank Mfg. Co., 7600 Vulcan St., St. 
ig 11, Mo. 
veil Trailer Co., 10940 Harper Ave., 
Detroit 32 Mich. 
Fuel Econ-O-Mizer Co., 1 Washington Ave., 
providence, R. I. 
Fuel Reduction Corp. 220 N. Ada St., Chi- 


cago 7, Ill. 
fulton Boiler Works, Inc., Box 228, Ful- 


ton, N. Y. , 
Fulton Sylphon Div., Robertshaw-Fulton 
Controls Co., Knoxville, Tenn. 
Furblo Co., Hermansville, Mich. 
future Products Co., 3625 N. Mississippi 
Ave., Portland 12, Ore. 
¢. A, Rollins, p & gm; Arne Westerman, 


am. 


Fridgidaire Div., 


alias 


GMC Truck & Coach Div., General Motors 
Corp., 660 S. Blvd.. Pontiac 11, Mich. 

Gabriel Boiler Co., 1428 N.W. 14th, Port- 
jJand, Ore. 

c, K, Gabriel, p & gm; W. W. Gabriel, 


sm. 
Gary Carolina Co., Arlington St., Rocky 
Mount, N. C. 
Gary Steel Products Co., 4400 W. 9th Ave., 
Gary, Ind. 
Gasoilair Eqpt. Co., 137 Thompson S&t., 
New Haven 6, Conn. 
Daniel Kaufman, p. 
Gasoline & Oil Eqpt. Co., 224 Bassett St., 
New Haven 11, Conn. 
Gates Rubber Co., 999 S. Broadway, Den- 
ver 17, Colo. 
Gem Clay Forming Co., 16th & RR Sts., 
Sebring, O. 

Cc. K, Wiley, p & am; R. J. Greene, vp & 
gm; L. D. Jones, sm; F. O. Todd, ce. 
Gem Giant Oil Burner Co., Inc., Box 186, 

Westmoreland, N. Y. 
Gemlen Chemical Co., 4 Midland Ave., E. 
Paterson, N. J. 
General Air Conditioning Corp., 4542 E. 
Dunham St., Los Angeles 23, Calif. 
General Automatic Products Corp., 
Sinclair Lane, Baltimore 13, Md. 
C. W. Schaefer, p; C. E. Birch, vp; R. 
E. Lee, Sales Director; H. J. -Hughes, 
sm; Jos. Schyer, ce. 
General Bearing Cleaning Co., The, Box 
68, Central Valley, N. Y. 
E. H. Erck, gm; T. Freeborn, sm. 
General Blower Co., 8606 Ferris Ave., Mor- 
ton Grove, Ill. 
General Controls Co., 801 Allen Ave., Glen- 
dale 1, Calif. 
W, A. Ray, p & ce; A. R. Ray, gm; J. F. 
Ray, vp; F. E. Weldon, sm; H. B. Saf- 
ford, Jr., am. 
General Electric Co., Home Heating & 
_ Cooling Dept., Tyler, Tex. 
General Electric Co., Apparatus Sales Div., 
1 River Rd., Schenectady 8, N. Y. 
General Electric Co., Appliance Control 
van Wall St., Morrison, Ill. 
. H. Holt, gm; M. C. TIhrke, sm; T. J. 
elly, ce; P. D. Fitzgerald, am. 
General Electric Co., Specialty Transform- 
ee 1635 Broadway, Ft. Wayne, 


2300 


General Filters, Inc., 43800 Grand River 
Pee Novi, Mich. 
ms. Grace Redner, p & gm: R. G. Greg- 
Bes. vp & ce; R. A, Redner, vp. ‘ 
wich Ree Co., Box 151, East Green- 
- F. Horton, p & ; i 
é 7 gm; C. F. Sullivan, 
js John Belham, gsm; R. H. Hull, ce & 
General Heating Products Co., 7426 State 
Rd., Philadelphia 36, Pa. 
ral Machine Co., Emmaus, Pa. 
1 Oil Heating Corp., 322-326 55th St., 
' - New York 2, N. J. 
m. D. Brooks, Jr., vp. 
— Products Co., Box 661, Fredericks- 
H urg, Va, 
- §. McKann, Pp; R. C. Brillhart, sm. 


General Refract 
ories Co., 15 bg 
Philadelphia, : 20 Locust St 


SUYER'S GUIDE & INDUSTRY DIRECTORY 


L. ¥. Greene, p; D. M. Thorpe, vp; R. 
E. Longacre, sm. 
General Utilities Corp., 1520 N. Broad St., 
Philadelphia 21, Pa. 
Gentle-Flo Co., 401 Boro Rd., 
Heights, Pa. 
Gentleman Janitor Mfg. Co., Bell Mountain 
Station, Scranton 2, Pa. 
J. B. Pinkus, p; I. E. Pinkus, vp; S. 
Pinkus, sm; H. Gann, am; John F. 
Sestici, gm & ce. 
Gerett Co., M, A., 724 Winnebago, Milwau- 
kee 5, Wisc. 
Gerwin Industries, Inc., 212 Spring St., 
Michigan City, Ind. 
Gibraltar Corp. of America, Inc., 223 N. 
Ninth St., Brooklyn 11, N. Y. 
Leo F. Flamm, p & ce; Alvin J. Polakoff, 
vp & sm; M. A. Polakoff, gm. 
Gibson Refrigerator Co., 515 W. Williams, 
Greenville, Mich. 
Gilbert & Barker Mfg. Co., West Spring- 
field, Mass. 
I. C. Jacobs, p; E. A. Sundburg, ex. vp; 
J. A. MacDonnell, vp, marketing; Laur- 
ence Marchese, gsm; Herman Grim- 
meisen, vp, mfg.; Raymond B. White, am. 
Gillen Co., J. L., 12202 Wormer Ave., De- 
troit 39, Mich. 
Glo-Heat Co., 914 Rising Sun Ave., Phila- 
delphia 40, Pa. 
Golden Flame Mfg. Co., 319-321 Line St., 


Clifton 


Camden, N, J. 
Frank V. Gramenzi, p; Joseph Gramenzi, 
vp 


Gold Seal Tank Co., Inc., 27 Lowell St., 
Fall River, Mass. 

Gold Star Oil Burner Mfg. Co., Inc., 146 
Warburton Ave., Yonkers, N. Y. 
Golden Flame Mfg. Co., 320-322 Line St., 

Camden 3, N. J. 
Goodrich Oil Burner Mfg. Corp., 106 Whal- 
ley Ave., New Haven, Conn. 
Goodall Rubber Co., Whitehead Rd., Tren- 
ton 4. N. J. 
F, B. Williamson, 3d, p; J. W. Eagleson, 
vp; L. Hutton, am & sm; J. C. Feiler, 


ce. 
Goodyear Tire & Rubber Co., The, 1144 E. 
Market St., Akron, O. 
Gorman-Rupp Co., The, 305 Bowman &t., 
Mansfield, O. 
Gordon & Piatt, Inc., Box 914, Winfield, 
Kans. 
M. K. Gordon, Jr., p; S. Andrew Swayer, 
vp; W. E. Robb, ce. 
Gorton Heating Corp., 546 South Ave., E., 
Cranford, N. J. 
H. A. Feil, p; Glenn B. Klinefelter. 
Gould Oil Burner Co., 107 Terrace, Boston, 
Mass. 
William F. Messer, gm. 
Gould Pumps, Inc., Fall St., Seneca Falls, 
Mm 3 


Governair Corp., 513 N. Blackwelder, Okla- 
homa City 4, Okla. 
Governale Bros. Inc., 5518 Avenue N, Brook- 
lyn 34, N. Y. 
Peter Governale, p; 
vp; Al Governale, gm & ce; 
Cannella, sm & am. 
Grainger, W. W., Inc., 118 S. Oakley Bivd., 
Chicago 12, Ill. 
Gramm Trailer Corp., Delphos, O. 
Granberg Corp., 1308 67th St., Oakland 8, 
Calif. 
A. J. Granberg, p; R. C. Anderson, vp. 
Grand Isiand t'urnace & Supply Co., Box 
508, Grand Island, Nebr. 
Grant Mfg. Corp., 825 Communipaw Ave., 
Jersey City, N. J. 
Grant Wilson, Inc., 141 W. Jackson Blvd., 
Chicago 4, Ill. 
G. V. Wilson, p & gm; R. W. Weaver, 
sm & am. 
Graver Tank & Mfg. Co., Inec., 4809 Tod 
Ave., E. Chicago, Ind. 
J. E. Swanson, p; S. E. Allen, vp & gm; 
H. J. D’Aragon, sm; T. D. Mueller, ce; 
R. F. Millett, am. 
Gray & Dudley Co., 2300 Clifton Rd., Nash- 
ville, Tenn. 
Gray Metal Products, Inc., 30 Carlton St., 
Rochester 3, N. Y. 
Great Northern Mfg. Corp., 1056 N. Wood 
St., Chicago 22, Ill. 
Green Colonial Furnace Co., 322 S. W. 3d 
St., Des Moines 7, Ia. 
Green Fire Brick Co., A. P., Mexico, Mo. 
W. S. Lowe, p: H. B. Plunkett, ex. vp; 
A. R. Barnett, sm; R. W. Fross, am. 


Joseph Governale, 
Anthony 





Green & Hodgson, Inc., 31 Commercial St., 

Providence 5, R. I. 
G. W. Hodgson, p; B. B. Hodgson, gm. 

Greene Mfg. Co., A., 3409 N. Hutchinson 
St., Philadelphia 40, Pa. 

Greenlee Tool Co., 2136 Twelfth St., Rock- 
ford, Ill. 

Greenwood Eng. Co., Inc., 1023 Ridgley St., 
Baltimore 30, Md. 

Grinnell Co., Inc., 260 W. Exchange, Provi- 
dence 1, R. I, 

Gross Aire Mfg. Co., 9416 W. Milton Ave., 
St. Louis 14, Mo. 

Guardian Products Corp., 1215 E. Second 
St., Michigan City, Ind. 

Gustin-Bacon Mfg. Co., Tenth & Central 
Cennial Bldg., Kansas City 6, Mo. 


pe ees 


H. & H. Tube Mfg. Co., 263 N. Forman 
Ave., Detroit 17, Mich. ; 
C. H. Higgins, p; R. L. Higgins, vp; 
Richard Hughes, gm; J. S. Couzens, sm 
& am; Chas. Delise, ce. 
Hadley Products Co., Inc., 
Ave., Marietta, Ohio 
H. M. Hadley, vp & gm. 
Hago Products, 1120 Globe Ave., 
tainside, N. J. 
H. J. Harsch, Prop., 


303 Gilman 


Moun- 
H. A. Heimsch, 


gm. 

Hahn, Arthur Co., 211 Walnut Ave., Hart- 
ford, Conn. 

Hall-Neal Furnace Co., 1322 N. Capitol 
Ave., Indianapolis 7, Ind. 

Hammell Oil Burning Eqpt. Co., 20 Stevens 
St., Providence, R. I. 

Hamilton Rubber Mfg. Corp., 
Trenton 3, N. J. 

Hammond Iron Works, 630 Fifth Ave., New 
York 20, N. Y. 

R. Y. Kopf, p; F. L. Plummer, ce; R. EB 
Kramer, vp, sm & am. 

Handelan Washed Air Co., 4006 Washburn 
Ave., S. Minneapolis 10, Minn. 

Handi Eqpt. Co., 908 Tenth St., Racine, 
Wisc. 

Hano Co., Inc., Phillip, 85 Sargeant St., 
Holyoke, Mass. 

a Son, Inc., Clifford B., Westero, 


Box 361, 


C. B. Hannay, p; G. A. Hannay, vp; 
D, C. Hannay, gm; A. J. Johnston, sm. 
Hansen Tool & Die Co., 1531 S. First St., 

Milwaukee 4, Wisc. 
Hanson-Gates Oil-Fired Div., 8 Prescott 
St., Reading, Mass. 
Hapmann-Dutton Co., 630 Gibson St., Kala- 
mazoo, Mich. 
Harbinson & Co., Inc., J. K., 70 W. Chip- 
pewa St., Buffalo 2, N. Y. 
Harbison-Walker Refractories Co., 1800 
en Bank Bldg., Pittsburgh 22, 
a. 
Harlon & Hollingsworth Tank Corp., 225 
S. 15th St., Philadelphia, Pa. 
Harner Boiler Corp., 331 Sutter Ave., 
Brooklyn 12, N. Y. 
Harsch & Co., H., 230 Tuscan Rd., Maple 
wood, N. J. 
Hart & Cooley Mfg. Co., 500 E. 8th St., 
Holland, Mich. 
G. D. Heering, p & gm; E. J. Rowder, 
sm; J. H. Vandyke, am; R. J. Waalkes, 
ce. 
Hart Heat Div., see Avery Farm Machin- 
ery Co. 
mer ky Inc., 2209 Lynch St., St. Louis 
oO 


Harvey, Inc., Sid, 100 E. Mineola Ave., Val- 
ley Stream, N. Y. 
S. Harvey, p; L. Harvey, vp; J. R. 
Ziminski, vp & gm; James McKenna, sm; 
G. Bernard, ce; H. Ruehl, am. 
Harvey Chemical Co., Hudson River & 
132nd St., New York, N. Y. 
H. L. Schwartz, p. 
Hastings Air Conditioning Co., Inc., 108 S. 
Colorado Ave., Hastings, Nebr. 
W. T. Swingle, p; Wm. O’Connell, vp; 
L. P. Buckley, gm; P. Wintroub, sm & 
am; E, E. Prochazka, ce. 
Hastings Air Control, Inc., 3215 Leaven- 
worth St., Omaha 5, Neb. 
Hastings Instrument Co., Inc., Hampton, 
Va. 
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lyn 15, N. Y. 
M. E. C. Gerdes, p; Thomas Capp Petty, 
vp; David S. Clark, sm; A. J. Turpin, ce; 
Geo. J. Jonas, am. 

Hayden Heater Co., Inc., Goldsborough St., 
Easton, Md. 

S. J. Hayden, p; D. P. Corrigan, vp. 

Haydon Products Corp., 3815—9th Ave., 
New York, N. Y. 

H. Dannemann, p. 

Hays Corp., The, 742 E. 8th St., Michigan 
City, Ind. 

P. A. Sprague, ex. vp; D. R. Schoen, gm; 
W. H. Pugsley, sm; A. Soller, ce; Karl 
Ziegler, am. 

Hayward Mfg. Co., 505 Court St., Brooklyn 
Si, oes Ee 

Hayward Oil Burner Corp. 86 Kirkland St., 
Cambridge 38. Mass. 

Roland Campbell, p & sm; Raymond 
Skladzien, vp & gm. 

Healy-Kutt Cvu., 2255 University Ave., St. 
Paul 14, Minn, 

Heat Controller, Inc., 1900 Wellworth Ave., 
Jackson, Mich. 

J. A. Knight, p; M. A. Naus, vp. 

Heat Timer, Inc., 657 Broadway, New York 
ph Raa a 

Heating Eqpt. Mfg. Co., 600 Indiana St., 
San Francisco, Calif. 

Heating Specialties, Inc., Knecht at Leeds 
Ave., Baltimore 29, Md. 

F. M. Wilhelm, p; F. M. Wilhelm, Jr., 
vp. 

Heatlox Furnaces, Inc., 1725 Jefferson St., 
Tacoma, Wash. 

Heat Reclaimer Mfg. Div., (Dolin Metal 
Sales Corp.), 315 Lexington Ave., 
Brooklyn 16, N. Y. 

Heet-Master Products Co., 2251 Kirk Ave., 
Baltimore 18, Md. 

Eugene R. Brenaman, owner. 

Heil Co., The, 3000 W. Montana St., Mil- 
waukee 1, Wisc. 

Henry Furnace Co., The, Medina, O. 

Henwood Associates, Roy M., 149 Cedar 
St., New York 6, N. Y.; 95 River, 
Hoboken, N. J. 

Henszey Co., Watertown, Wisc. 

Herco Oil Burner Corp., 131 Locust St., 
Lancaster, Pa. 

J. H. Stauffer, p; Paul M. Metzger, vp: 
H. B. Rohrer, gm; A. N. Eshleman, ce. 

Hercules Chemical Co., Inc., 416 Broadway, 
New York 13, N. Y. 

S. A. Wander, p & gm; J. W. Fidler, vp, 
sm, am. 

Herrmidifier Co., Neffsville, Pa. 

Hershey Motorstoker, Inc., 1 Railroad Ave., 
Manheim, Pa. 
Hershner Mfg. Co., 
York, Pa. 

H. R. Hershner, owner. 

Hess Co., 1855 S. 54th Ave., Cicero, IIl. 
B. M, Hess, p; T..G. Loury, vp; A. L. 
Anderson, sm & am; R. A. Hess, ce. 

Hewitt-Robins, Inc., 666 Glenbrook Rd., 
Stamford, Conn. 

Hidy & Co., Elmo D., 6919 Montgomery Rd., 
Cincinnati 36, Ohio. 

Elmo D. Hidy, gm. 

Hidy-Brown Recorder Co., 6988 Five-Mile 

Rd., Cincinnati 30, O. 
J. T. Brown, owner. 

Hillier’s Oil Heating Co., Lodi, Wisc. 

Hodge Boiler Works, 99-111 Summer S&t., 
E. Boston 28, Mass. 

Hoff Mfg., Johnson Rd., Bethany, Conn. 
Frank Hoff, p & ce; Robt. C. Cottrell, 
gsm. 

Hoffberger Co., Monument & Forrest Sts., 

Baltimore 2, Md. 

Hoffman Specialty Mfg. Corp., 

10th St., Indianapolis, Ind. 
N. D. Skinner, p; H. R. Ryan, vp, sales; 
W. W. Dillon, sm; A. O. Roche, Jr., ce. 

Holan Co., J. H., 4100 W. 150th St., Cleve- 
land 11, O. 

J. Howard Holan, p; V. H. Warner, vp; 
I. Leo Young, vp & gm; John Kott, Jr., 
sm; Herman Troche, ce, 

Hold-Tite Valve Mfg. Co., 852 Rogers Ave., 
Brooklyn 26, N. Y. 

Holland Furnace Co., Holland, Mich. 

Holly Mfg. Co., 875 S. Arroya Pkwy., Pasa- 
dena, Calif. 

Holsclaw Bros., Inc., 408 N. Willow Rd., 

Evansville, Ind. 

C. H. Holsclaw, p; W. F. Miller, sm & 

am; G. A. Mars, gm. 


1024 S. Edgar St., 


1700 W. 
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Hauck Mfg. Co., 124-136 Tenth St., Brook- 


Home Furnace Co., 280 E. Sixth St., Hol- 
land, Mich. 


Home Furnace & Fdry. Co., Coldwater, 
Mich. 

HomEase Products Div., see Bogue Elec. 
Mfg. Co. 

Homestead Valve Mfg. Co., Box 348, Cora- 
opolis, Pa. 


Homeward Products Co., 3420 S. W. 9th 
St., Des Moines, Iowa. 

Hopkins Volcanic Specialties, Inc., 1094 N. 
Union Ave., Alliance, O. 
Hoskinson Free Heater, Inc., 

maica Ave., Bellerose, N. Y. 
Sa 5600 W. Taylor St., Chicago 


Hotsteam Heater Co., 6927 Quincy Ave., 
Cleveland, O. 

Howell Eng. Corp., Box 111, Oregon, IIl. 

Hupp Corp., 1250 W. 76th St., Cleveland 


248-47 Ja- 


Huss Oil Burner Accessories Corp., Ban- 


tam, Conn. 

Hydraline Products Div., Borg-Warner 
Corp., 18538 Mack Ave., Detroit 36, 
Mich. 

Hydrovalve Co., 1319 Utica Ave., Brooklyn 
3, N. Y 


Hy-C Company, 5701 Easton Ave., St. 
Louis 12, Mo. 

Hyzer & Lewellen, Belmont Ave., South- 
ampton, Pa. 


Ideal Industries, 
Sycamore, Ill. 
Illinois Iron & Bolt Co., Main St., Carpen- 
tersville, Ill. 
Illinois Testing Laboratories, 420 N. La- 
Salle St., Chicago 10, Ill. 
J. A. Obermaier, p; M. J. Rauscher, vp 
& am; M. Frankin, gm; W. J. Bailey, sm; 
J. A. Fizzell, ce. 
Imperial Brass Mfg. Co., 1200 W. Harrison 
St., Chicago 7, Ill. 
Independent Blade Co., 587 Thompson Ave., 
East Haven 12, Conn. 
Ray Westland, Jr., gm. 
Independent Register Co., 3747 E. 93d St., 
Cleveland 5, O. 
Industrial Engineering & Equipment Co., 
Inc., 24 Hanley Industrial Ct., St. Louis 
17, Mo. 
M. Epstein, p; J. F. Brasch, asst. gm. 
Ingersoll Conditioned Air Div., Borg- 
Warner Corp., 760 E. Vine St., Kala- 
mazoo, Mich. 
J. H. Ingersoll, p; R. C. Hauck, gm; W. 
T. Goldsmith, am; H. R. Limbacher, ce; 
Owen Marquette, am. 
Ingersoll Steel Div., Borg-Warner Corp., 
310 S. Michigan Ave., Chicago 4, IIl. 
Ingersoll-Rand Co., Phillipsburg, N. J. 
Inland Steel Products Co., Box 393, Mil- 
waukee 1, Wisc. 
Instrument Laboratory, Inc., 
Ave., W., Seattle, Wash. 
Insulating Refractories Co., Box 322, San 
Rafael, Calif. 
George W. Maisac, p & gm; Burnett 
Maschal, vp: C. B. Graham, ce. 
Insulation & Refractories Co., Williamson, 
mas 
C. H. Miller, sm. 
Insul-Lyte Corp., 130 W. Pleasant St., River 
Rouge, Mich. 
International Boiler Works Co., The, 20 
Birch St., East Stroudsburg, Pa. 
International Heater Co., 101 Park Ave., 
Utica 2, N. Y. 
H. F. Randolph, p; M. Wheeler, vp; 
J. J. Hildebidle, vp, sales; W. L. Riehl, 
ce, heating; Allen Trask, ce, cooling; 
Millar Wheeler, am. 
International Metal Hose Co., Div. of Ga- 
briel Co., 1523 E. 45th St., Cleveland 
3, O. 
International Mfg. Co., 600 E, Grand, Okla- 
homa City, Okla. 
International Oil Burner Co., 3800 Park 
Ave., St. Louis 10, Mo. 
S. J. Heiman, p & gm; T. L. Brown, vp, 
sm & am; J. L. Heiman, ce. 
International Register Co., 2620 W. Wash- 
ington Blvd., Chicago 12, Ill. 
Iron City Chemical Co., Glycalator Div., 
Valencia, Pa. 


Inc., 1306 Park Ave., 


934 Ellott 








Iron Fireman Mfg. Co., 3170 w, 1 
Cleveland 11, O. sth 8, 
Iron Fireman Electronics Divy., South 
east Ninth Ave., Portland yo 
W. Strong, p; O. D. Berry, gm; w, p 
Gibson, sm; Lynn Hall, am. fie 
Iron-Hide Sales Co., Dock St., Matawan 


G. Knobloch, p. 
Isaacs, Max, 1019 McDonald Ave., Br 
Ue ey 
Max Isaacs, p. 
Island Tank & Equipment Co., 
Hwy., Bayport, N. Y. 
J. H. Windels, owner. 


OOklyn 


Montauk 


in 


Jackson Co., Byron, Box 2017, Terminal 
Annex, Los Angeles, Calif, 

Jackson & Church Co., 407 S. Hamilton g¢ 
Saginaw, Mich. < 

Jaden Mfg. Co., Inc., 1601 W. Second St. 
Hastings, Nebr. 

Jan-Air, Inc., Richmond, II. 

Janitrol Heating & Air Conditioning Div, 
Surface Combustion Corp., 400 Dublin 
Ave., Columbus 16, O. 

F. H. Adams, p; R. A. Bell, vp & gm 
H. C. Gurney, sm; W. Hyler, ce; P, 4 
Ryan, am. 

Jefferson Electric Co., 910 S. 25th Ave, 
Bellwood, IIl. 

Jenkins Eng. Co., 518 Virginia St., Seattle 
1, Wash. 

Jettronaire, Inc., 1100 E. Warrington Ave. 
Pittsburgh 10, Pa. 

J. W. Proie, Sr., p, sm & ce; J. W. Proie 
Jr., gm; J. C. Schmitt, am. 

Johns-Manville, Inc., 22 E. 40th St., New 
York 16, N. Y. 

Johnson Corp., The, 805 Wood St., Three 
Rivers, Mich. 

Johnson Co., S. T., 940 Arlington Ave. 
Oakland, Calif. 

D. E. Johnson, p; W. J. Trombly, vp; E 
E. Jensen, sm; A. Dimick, ce; R. Stoops 
am. 

Johnson Degree Day Systems, 3295S, Pitcher 
St., Kalamazoo, Mich. 

Johnson Heater Corp., 1 Winnisimmet St, 
Chelsea, Mass. 

Johnson Metal Hose, Ine., 10 Sperry St, 
Waterbury 20, Conn. 

N. J. Johnson, p & sm; L, §. Streeter, 
gm; M. M. Wetzel, ce. 

Johnson Service Co., 507 E. Michigan St., 
Milwaukee, Wisc. 

J. F. Johnston, p & gm; J. F. Johnston, 
Jr., vp; R. J. Berwald, sm; W. Smith, ce. 

Johnston Bros., Inc., Ferrysburg, Mich. 

Jordan Corp., 6013 Wiehe Rd., Cincinnat! 
13, Ohio. ’ 

G. B. Richards, Jr., ex. vp; W. Wilkins, 
sm; W. Don Boudot, ce. 

Jordon Eng. Co., Hartford, Wisc. 

Jungers Stove & Range Co., 1019 11th Ave., 
Grafton, Wisc. 

H. W. Jungers, p; S. J. Jungers, vp: B. 
O. Duerwachter, sm & am; M, Dickman, 
ce. 


a 


K-G Mfg. Corp., Box 67, Center Valley, Pa 
Kalamazoo Furnace & Appliance Mfg. 0 
100 Rochester, Kalamazoo, Mich. 
Kalmide Chemicals, Inc., 50 E. 42nd St., 

New York 17, N. Y. 
Kam Water Heater Mfg. Co., Inc., 239 Alt 
bama Ave., Brooklyn, N. Y. ‘ 
J. Layton, p; B. Kamen, vp; 5. Trebatch, 
gm: E. Seltzer, sm; O. Newmayet, ce; 
J. Layton, am. 
Karr p< Area Co., Seventh & Harrison St., 
Belleville, Ill. 
Karyall Body, Inc., 8221 Clinton Rd., Cleve 


land 9, O. 4506 
Kauffman Air Conditioning CorP., 
Oliver St., St. Louis 8, Mo. 199) 


Kaustine Furnace & ag ee 
Washington St., Perry, 4. +- 
Keeler Co., E., 238 West St., Williamsport, 
Pa. : 
Keeney Mfg. Co., 1170 Main St., Newiné 
ton, .Conn. 
Keith Furnace Co., 
Moines, Ia. 


2601 Dean St., Dé 
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Kemix yaporstories, West Springfield, Pa. 


Kenite, Laboratory, 23 Samson Ave., Madi- 


, N. J. 
oe Corp., 1819 S. Nanley Rd., St. 
Louis 17, Mo. 
Kennedy Tank & Mfg. Co., Inc., 833 S. 
Summer Ave., Indianapolis 27, Ind. 
wm. E. Kennedy, P; John M. Berry, vp; 
T. A. McMahon, pm; C. W. Sonnenberg, 
sm & am; Vaughn Johnson, ce. 
Kent Co., Inc., The, 434 Canal St., Rome, 
7 


B Chemical Co., Inc., 570 Peninsula 
Blvd., Cedarhurst, N. Y. 
B. Kerner, P. 2 
Kewanee Boiler Division, 101 Franklin St., 
Kewanee, Iil. 
King Boiler & Furnace Co., Shade Gap, Pa. 
King Chemical Co., 31 New Haven R. R. 
St., Mt. Vernon, N. Y. 
J, Rosenman, p; P. Faeck, vp; W. H. 
Lawrence, gm. 

King Eng. Co., Box 410, Ann Arbor, Mich. 
G. W. Willard, p; H. S. Lefevre, vp; G. 
W. Carlisle, sm. 

King Refrigerator Co., 7602 Woodhaven 

Blvd., Glendale 27, N. Y. 
M. Herbert Koeppel, p. 
Kingsley Mfg. Co., Inc., 420 Howard Ave., 
New Haven, Conn. 
D. J. Kaufman, p. 
Kinsley Burner & Machine Co., 55 Sims 
Ave., Providence, R. I. 
lL S. Low, p; T. F. Low, vp; G. Riley, 


m. 

Kiseo Boiler & Eng. Co., 2414 DeKalb St., 
St. Louis 4, Mo. 

Klaff & Sons, 443 E. 100 St., Brooklyn 36, 
N. Y. 

Kleen-Heet, Inc., 1823 Carroll Ave., Sub- 
sidiary of Automatic Burner Corp., 
Chicago 12, Ill. 

Kleenit Chemical Co., 12 Forrest St., Med- 
ford, Mass. 

Kleer-Kleen Mfg. Co., 140 Orchard Ave., 
Hayward, Calif. 

C. A. Curtiss, p; J. W. Buttery, vp; 
Owen J. Lash, vp, ce. 

Kleenwit Chemical Co., Corner Golden & 
Mystic Ave., Medford, Mass. 

Klemm Automotive Products Co., 1718 N. 
Damen Ave., Chicago 47, Ill. 

E.R. Klemm. Jr., p; P. E. Klemm, vp & 
rm Walter E. Olson, gm; F. R. Klemm, 
r., ce, 

Klippel Valves, Inc., 1075 Lincoln Ave., 
Hamilton, O. 

Klug & Sons, F. H., 609 Water St., St. 
Joseph, Mich. 

Knox Stove Works, Inc., Box 1031, 2016 
Ailor Ave., Knoxville 7, Tenn. 

Kohler Co., Kohler, Wisc. 

Kolb Refractories Co., Meadow & Jackson 
Sts., Philadelphia 48, Pa. 

Kol-Master Corp., First & Madison, Ore- 
gon, Ill. 

R. E. Bressler, p & gm. 

Kopp Nozzle Products, 36 Newark Way, 
Maplewood, N. J. 

Frederick Kopp, owner. 

Kor Corp., 600 W. 9th Ave., Gary, Ind. 

G. F. Walters, p; Chas. Ehlers, gm, sm, 
am & ce, 

Koven & Bros., Inc., L. O., 154 Ogden Ave., 
P ns City 7, N. J. 
ustav H. Koven, p; A. R, Hanson, v 

— Otto Famer vp: Lewis gt eel 


Ko-Z-Aire Products, Inc. (Div. of Fluid 
‘ Heat) 401 Coolbaugh St., Red Oak, Ia. 
raiss! Co., The, 295 Williams Ave., Hack- 
ensack, N, J. 
F. Kraissl, Jr., p, gm, am & ce: L. E. 
Mills, vp & sm. 
Kramer Trenton Co., Olden & Breunig, 
‘ Trenton, N. J. 
raus, Charles E., Mfg. Co., 1225 
Louisville 2, Ky. = 
ky Mfg. Co., Inc., Second & ‘‘H’’ Sts., 
Petaluma, Calif, 
Facey Mfg. Co., Inc., 421 Broad 
wis «a Palisades Park, N. J. 
z, ctor J., * 
York 12 Ny 2 yap » 611 Broadway, New 
B J. Krieg, p, 
titer Radiant Coils, Inc., 2901 Lawrence 


Ave., Chicago 25, Ill 
Krueger-Sentry Gauge Co., Inc., 1056 W. 


a - St., Green Bay, Wisc. 
: S. Krueger, p; A. F. Krueger, vp; 


J. F. Wilhelm, gm; Frank Daughn, sm. 
Kunkle Valve Co., 119-121 S. Clinton St., 
Fort Wayne 2, Ind. 


aphets 


L-O-F Glass Fibers Co., 1810 Madison Ave., 
Toledo 2, O. 

Laclede-Christy Products Co., 812 Arcade 
Bldg., St. Louis 1, Mo. 

Laco Oil Burner Co., Inc., Box A, Gris- 

wold, Ia. 

Lake Chemical Co., 3052 W. Carroll St., 

Chicago 12, Ill. 
Lammert & Mann Co., 215 N. Wood St., 
Chicago 12, Il. 
R. F. Lammert, p; W. I. Hammack, vp 
& sm. 
Lancaster Heat Transfer Co., Inc., 123 De- 
Kalb Ave., Brooklyn 1, N. Y. 

Landow Bros., 145 Quinnipiac St., Walling- 

ford, Conn. 

Larkin Coils, Inc., 519 Memorial Dr. §S. E., 

Atlanta 1, Ga. 
LaSalle Oil Burner Co., Inc., 3615 Stone 
Way, Seattle 3, Wash. 

H. J. Cutler, p & gm; D. O’Brien, vp. 
Lattner Mfg. Co., P.M., 1411 Ninth St., 
S.W., Box 1710, Cedar Rapids, Ia. 

J. H. Bell, p & am; B. P. Lattner, vp & 

sm; J. C. Lockwood, ce. 

Lau Blower Co., 2007 Home Ave., Day- 

ton, O. 
Lawler Automatic Controls, Inc., 453 N. 
MacQuesten Pkwy., Mt. Vernon, N. Y. 
J. R. Lawler, p; J. R. Lawler, Jr., vp; 
R. C. Smith, Jr., sm & am; G. H. Morgan, 
gm; Adrion J. Meyers, ce. 
Leahy Mfg. Co., 1804 E. 8th St., Los An- 
geles 21, Calif. 
Herbert V. Leaky, owner; M. E. Huber, 
gm; Harry Hay, pa; George R. Field, ce. 
Lee Corp., 1001 Tatnall St., Wilmington, 
Del. 

Leeson Air Conditioning Corp., 
Meyers Rd., Detroit 27, Mich. 

Leffel & Co., The James, 426 East St., 
Springfield, O. 

Leggitt Co., S. H., 302 E. Michigan Ave., 
Marshall, Mich. 

Lepick Heater Co., 1742 Fourth Ave., S. 
Seattle 4, Wash. 

Leisur-Maid Mfg. Corp., 338 Wealthy St., 
S.W., Grand Rapids 3, Mich. 

Lennox Industries, Inc.. Marshalltown, Ia. 
J. W. Norris, p; E. C. Booth, vp; R. D. 
Strickler, sm; F. H. Whitcombe, ce; J. R. 
Merrie, am. 

Lexington Corp., 

Mass. 
Lewis & Co., Inc., Joseph E., 1307 Carroll 
St., Baltimore 30, Md. 
Libert Machine Co., 324 N. Roosevelt, 
Green Bay, Wisc. 
la Clede Lientz, owner. 
Lientz & Co., B. P., 210 W. Eighth St., 
Box 2275. Kansas City 42, Mo. 
Lifetime Mfg. Co., Pemberville, O. 
Lima Register Co., The, 1790 Cable Rd., 
Lima, O. 
Norman F. Jones, gm: C. B. Armour, sm. 
Lincoln Brass Works, Inc., 2051 12th St., 
Detroit 16, Mich. 
Lincoln Furnace Co., Inc., 230 Goffie Rd., 
Hawthorne, N. J. 
L. J. Studnicky, sm. 
Linden Metal Specialty Co., 217 Van Buren 
St., Anoka, Minn. 
Lindmere Tube Co., 1500 E. 219th St., 
Cleveland 17, O. 
Lindy Heaters, Inc., 2370 Hoffman, Bronx, 
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10 Milk St., Boston, 


Otto Linay, p;: Lawton P. Moray, vp & 


ce. 
Lipman Refrig. Div., Yates-American Ma- 
chine Co., Beloit, Wisc. 
Liquidepth Indicators, Inc., 43-22 Tenth 
St.. Long Tsland City 1, N. Y. 
Liquidometer Corp., 36th St. & Skillman 
Ave., Long Island City 1, N. Y. 
C. A. deGiers, p: H. C. Cullinan, vp & 
sm: H. Kurowski, vp: A. Wickesser, vp 
& ce; R. F. Treloar, gm; A. Karmen, am. 
Liquilawn, Inc., 11 W. 42d St., New York 
36, N. Y. 
Liquidvision Gauge & Control Corp., Box 
51, Oceanside, L. I., N. Y. 
J. Cosgrove, sm; W. F. Cosgrove, ce. 
Little Burner Co., Inc., H. C., Woodland & 
Dubis, San Rafael, Calif. 
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Livingston, Inc., Marshall, Mich. 
Lockformer Co., The, 4615 W. Roosevelt 
Rd., Chicago 50, Ill. 
Loline Steel Boiler Co., 228 S. Penn S&t., 
Allentown, Pa. 
Lonergan Mfg. Co., Div. McGraw Electric 
Co., 704 N. Clark St., Albion, Mich. 
Long Mfg. Co., Inc., Tarboro, N. C. 
Lookout Boiler & Mfg. Co., Manufacturers’ 
Rd. & Compress St., Chattanooga 1, 
Tenn. 
J. M. Haley, p & gm; A. C. Grist, vp & 


ce. 
Lord Mfg. Co., 1635 W. 12th St., Erie, Pa. 
Louthan Mfg. Co., The, E. Liverpool, O. 
Louvra Mfg. & Sales Co., 1019 Jeanette 
Ave., Union, N. J. 
Lovejoy Flexible Coupling Co., 4812 W. 
Lake St., Chicago 44, Ill. 
Loxaire Corp., 1725 Jefferson Ave., Ta- 
coma, Wash. 
Lundt, Inc., Ernest, Little Falls, N. J. 
Luty Furnace Mfg. Co., 8747 Lyndon Ave., 
Detroit 21, Mich. 
Lynch Co., Inc., The, 6000 N.E. Union 
Ave., Portland 11, Ore. 
Lynn Products Co., 17 Willow St., Lynn, 
Mass. 
E. K. Priest, p; E. C. Leach, vp & ce; W. 
G. Chapman, sm. 


canals 


Macleon Co., Bogen St., Cincinnati 22, O. 
Made-Rite Co., Inc., 10th & Monroe Sts., 
Newport, Ky. 
MacLeod & Henry Co., Inc., 357 First St., 
Troy, N. Y. 
McCabe-Powers Auto Body Co., 5900 N. 
Broadway, St. Louis 15, Mo. 
McCorkle Co., D. H., 6th & Bancroft Way, 
Berkeley, Calif. 
D. H. McCorkle, Jr., p; C. R. Gilmore, 
sm; Paul Floyd, ce. 
McDonald Mfg. Co., A. Y., 12th & Pine 
Sts., Dubuque, Ia. 
D. L. McDonald, p;: J. M. McDonald, Jr., 
vp; R. E. Sage, sm; A, O. Payne, ce; G. 
L. McDonald, am. 
McDonnell & Miller, Inc., 3500 N. Spauld- 
ing Ave., Chicago 18, Il. 
E. N. MeDonnell, p; John James, vp, 
research; Bill Gleason, vp, sales; N. W. 
Swanson, vp, sm; J. A. Solon, t; Leo 
Kmercik, vp & ce; George LaRoi, vp & 


am. 
McGillis Service Eng., 1554 Main St., 
Brockton, Mass. 
McGraw Electric Co., Lonergan Mfg, Div., 
704 Clark St., Albion, Mich. 
McKee Air Conditioning Co., 3861 Fremont 
Ave., N. Minneapolis 12, Minn. 
McLarty Systems, 2600 Dickman Rd., Bat- 
tle Creek, Mich. 
G. McLarty, p, gm & ce. 
McQuay, Ine., 1600 Broadway St., N.E., 
Minneapolis, Minn. 
Roy J. Resch, p; H. B. Thomas, vp, sales; 
B. E. Jones, vp, eng; H. Blake Thomas, 
sm: H. B. Williams, ce; W. H. Markson, 
spm. 
MePherson Furnace & Eqpt. Co., 401 8th 
Ave., N., Seattle, Wash. 
MecRay Products of Calif., 6808 Melrose 
Ave., Los Angeles 38, Calif. 
H. Weislow, gm. 
Mack Motor Trucks Corp., 350 Fifth Ave., 
New York 1, N, Y. 
Lewis E. Minkel, vp & sm. 
Madden Corp., The, 1543 Morse Ave., Chi- 
cago 26, Il. 
Madden Brass Products Co., 700 Sheffer 
Rd., Aurora, Ill. 
M. B. Madden, p & sm; J. Brinda, vp & 
gm; R. H. Lacart, ce. 
Made-Rite Cv., Inc., 10th & Monroe Sts., 
Newport. Ky. 
Madsen Service, 3549 Nicollet Ave., Minne- 
apolis 8. Minn. 
Arnold Madsen, owner; R. E. Carlson, 
gm: M. H. Ingvaldson, sm. 
Magic Chef, Inc., 1641 S. Kingshighway 
Bivd., St. Louis 10, Mo. 
MaGirl Foundry & Furnace Co., 413 E. 
Oakland Ave., Bloomington, Tl. 
W. J. MaGirl, p: L. O. Stoeber. sm. 
Magnetrol, Inc., 2110 S. Marshall Blvd., 
Chicago 23, Ill. 
Fred H. Schaub, p; Robt. F. Schaub, vp 
& gm; B. L. Binford, vp & ce; Lester E. 
Stybr, sm & am. 
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Maid-O-Mist, Inc., 
Chicago 41, Ill. 
O. V. Woolley, p; H. J. Carr, vp; J. A. 
Madden, sm. 
Majestic Co., Inc., The, 245 Erie St., Hunt- 
ington, Ind. 
K. F. Triggs, p; D. A. Purviance, vp & 
sm; D. Winegardner, sm; Claude Morgan, 
ce; Harry Herzog, am. 
Makomb Steel Products Co., Div. of Globe 
American Corp., Macomb, III. 
Malleable Steel Range Mfg. Corp., Cherry 
St., South Bend 21, Ind. 
Malloy Machine Corp., 3435 N. Western 
Ave., Chicago, Ill. 
Mammoth Furnace Co., The, 509 Vandalia 
St., St. Paul 4, Minn. 
Manning & Lewis Eng. Co., 28-42 Ogden 
St., Newark 4, N. J. 
H. S. Lewis, p; H. G. Gamble, sm & am. 
Manville Boiler Co., Inc., Hackettstown, 


3217 N. Pulaski Rd., 


H, L. Mandelburg, p; R. L. Mandelburg, 
vp; Thomas A, Mitmore, Jr., am; Ralph 
Richards, ce. 
Marathon Electric Mfg. Corp., Cherry & 
Randolph Sts., Wausau. Wisc. 
Marco Industries, Inc., Womelsdorf, Pa. 
G. Russell Eddy, gm. 
Mar-Coil Heater Co., 200 Paterson Plank 
Rd., Union City, N. J. 
Marietta Metal Products Corp., Marietta, 
Pa. 
Marine Electrolysis Eliminator (Co., 617 
Dearborn St., Seattle, Wash. 
Marlo Coil Co., 6135 Manchester Ave., St. 
Louis 10, Mo. 
Marlow Pumps, Div. of Bell & Gossett Co., 
Box 200, Midland Park, N. J. 
A. F. Woods, sm; A. C. Stratton, ce; 
G. C. Deacon, asst. am. 
Marnis Oil Co., Inc., 255 Exterior St., New 
York 5, .N. Y. 
Marquart Mfg. Co., 1241 High St., Oak- 
land, Calif. 
Marsh Corp., Jas. P., 3501 Howard St., 
Skokie, Il. 
B. Scudder, p; J. W. Smith, vp; A. D. 
Rose, vp; J. Emmett, Jr., vp & sm; J. A. 
Thommes, vp; B. Willach, ce: F. O. 
Pauls, am. 
Martin Fan & Blower Co., 4634 W. 21st Pl., 
Chicago 50, Ill. 
W. J. Martin, p, gm & ce; J. G. Legner, 


vp. 
Martin Tube Benders, W. H., Box 692, 
Owensboro, Ky. 
W. H. Martin, owner. 
Marvel Eng. Co., 7227 N. 
Chicago 45, Ill. 
W. F. Dollinger, Jr., p; W. A. Thomas, 
vp & ce; M. J. Stevens, gm; R. T. Sochor, 


Hamlin Ave., 


am. 
Mason Machine Co., Inc., 817 E. King St., 
York, Pa. 
Master Appliance Mfg. Co., 532 4th St., 
Racine, Wisc. 
Master Automatic Oil Burner Co., Iowa & 
Division Sts.. Kansas City 3, Kan. 
Master-Craft Supply Co., 118 E. Railroad 
Ave., West Haverstraw, N. Y. 
Howard Hurwitz, sm; Chas. McKenzie, 


am. 
Master Equipment Corp., Box 55, Dayton 
s; 2 


Maxon Permix Burner Co., 210 E. 18th St., 
Muncie, Ind. 

Mayflower Air Conditioners, Inc., Duluth 
Ave. & E. Seventh St., St. Paul 6, 
Minn. 

Mayne Products Co., 324 Harries 
Dayton 2, O. 

Mears-Kane-Ofeldt, Inc., Div. of 8S. T. 
Johnson Co., Church Rd., Bridgeport, 
Pa. 

Measurements Methods Co., 845 Chicago 
Ave., Evanston, Ill. 

Mechanical Products Co., 1723 First Ave., 
S., Seattle 4, Wash. 

Mechanical Steel Tubing Corp., 3815 9th 
Ave., New York 34, N. Y. 

Mel-Gauge Co., The, Box 126, Sta. A, New 
Haven, Conn. J. Mele, p. 

Mercoid Corp., 4201 W. Belmont Ave., Chi- 
cago 41, Ill. 

Hugh Courteol, p: J. W. Owens, ex vp; 
W. E. Jones, sm; V. S. Krale, am. 

Mercury Hydraulics, Inc., 2440 Blake St., 

Denver 5, Colo. 
Clarence E. Ross, 


Bldg., 


p & gm; John §S. 
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Hunter, sm; Al R, Lavitt, ce. 

Mercury Supply Co., 410 Fairview, Elm- 
hurst, Ill. 

Meilicke Systems, Inc., 3458 N. Clark St., 
Chicago 13, Ill. 

Meriam Instrument Co., 
Ave., Cleveland 2, O. 

Messer Co., Inc., The, 629 Central Ave., 
Newark 7, N. J. G. H. Messer, p. 

Metal Hose & Tubing Co., Dover, N. J. 

Metalizing Co. of America, 3520 W. Carroll 
Ave., Chicago 24, Ill. 

Metalmaster Corp., 66 Elm St., Newark, 
N. J 


10920 Madison 


Metro Oil Burner Mfg. Co., Inc., Glendale 
Village, Easthampton, Mass. 

R. Muszynski, p & gm; T. Muszynski, ce 
& am. 

Metromatic Oil Burner Co., 21 Henderson 
St., Everett, Mass. 

Metromatic Mfg. Co., Inc., 15 Winchester 
St., Medford, Mass. 

S. A. DeAngelo, p; H. N. DeAngelo, vp; 
Fred D’Angelo, gm & am; R. W. Pyne, 
sm; W. F. Austin, ce. 

Mettler Co., Inc., The, 4366 Worth St., Los 
Angeles 63, Calif. 

A. C. Perks, p; R. W. Pixler, vp & gm; 
H. B. McLendon, sm; W. F. Sprehe, ce; 
H. B. McLendon, am. 

Mexico Refractories Co., Mexico, Mo. 

3. B, Attour, “pc F: “Piatt, vp: Cc. HH. 
Bachmann, gm; W. B. Leach, sm; C. A. 
Smith, ce; S. D. Groff, am. 

Meyer Furnace Co., The, 1300 S. Washing- 
ton, Peoria 2, Ill. 

F, L. Meyer, p; R. M. Wallis, vp; R. G. 
Bock, gm; A. O. Rice, sm & am; J. J. 
Bolland, ce. 

Meyer & Sons, Inc., Wm. W., 8260 Elmwood 
Ave., Skokie, IIl. 

Wm. W. Meyer, Jr., p & gm; Geo. Gallee, 
ce: R. G. Meyer, am. 

Michigan Burner Co., 115 S. Ottawa St., 
Tecumseh, Mich. 

L. P. Williamson, p, gm & sm. 

Michigan Tank & Heater Corp., 14247 Tire- 
man Ave., Dearborn, Mich. 

Microton Corp., Box 2092, Charlotte, N. C. 

Midco Register Corp., 1059 Grand Ave., St. 
Paul 5, Minn. 

Middleton & Meads Co., Inc., 11 E. Lee St., 
Baltimore 2, Md. 

Midwest Automatic Control Co., 510 Third 
St., Des Moines 9, Ia. 

Miller Co., The, 99 Center St., Meriden, 
Conn. 

Miller-Harris Instrument Co., 601 E. Og- 
den, Milwaukee, Wisc. 

Miller Product Co., 3046 Cedar Rd., Hwy. 
127, Lansing, Mich. 

Milwaukee Electric Tool Corp., 
State St., Milwaukee 7, Wisc. 

A. F. Siebert, p; Les Erickson, vp; R. L. 
Siebert, gm; G. Heaston, sm; Ed. Ristow, 
ce; A. A. Meyers, am. 

Milwaukee Valve Co., The, 2375 S. Burrell 
St., Milwaukee 7, Wisc. 

L. Putze, p; C. E. Rowe, vp & gm; C. W. 
Mohr, sm; J. J. Lucas, ce; H. Welch, am. 

Minit Spray Corp., Merchandise Mart 
Plaza, Chicago 54, Ill. 

Minneapolis-Honeywell Regulator Co., 2753 
Fourth Ave. S., Minneapolis 8, Minn. 

Paul B. Wishart, p; Thomas McDonald, 
exec vp; G. S. Younkin, vp, gsm; K. L. 
Wilson, vp, sm, residential div.; H. T. 
Sparrow, ce; Dean Randall, am. 

Mission Appliance Corp., 12611 S. Green- 
shaw, Hawthorne, Calif. 

Missouri Boiler & Sheet Iron Works, Div. 
of Nooter Corp., 23rd & Papin St., St. 
Louis 3, Mo. 

Mitchell Mfg. Co., 3200 W. Peterson Ave., 
Chicago, Ill. 

J. W. Alsdorf, p; E. A. Tracey, gm; F. 
Scire, ce; Walter Zabe, am. 

Modern Die & Machine Co., 166 Pleasant 
St., Boston 25, Mass. 

Bernard Shivels, p; Daniel Vershbow. 

Modine Mfg. Co., 1500 DeKoven Ave., Ra- 
cine, Wisc. 

Cc. T. Perkins, p; A. G. Dixon, vp, eng; 
G. H. Jackson, vp, mfg; Cary Wilson, 
gsm; Owen Desmond, sm; W. R. Mc- 
Mahon, ce; M. J. Druse, am. 

Monarch Mfg. Works, Inc., 2501 E. Ontario 
St., Philadelphia 34, Pa. 

T. W. Murphy, p; E. B. Frame, vp & gm. 


5316 W. 





Monarch Range Co., 
Beaver Dam, Wisc. 

Monogram Products Co., Inc., 731 th 
St., Philadelphia 4, Pa. Sn 

M. Evoy, p. 

Monsanto Chemical Co., Orzanic pjy 8 
N. 12th Blvd., St. Louis, Mo. "~~ 

Montag, Inc., 2011 N. Columbia Bivd 
Portland 17, Ore. : 

Montgomery Products Corp., 2381, yj\) ¢ 
Lansing 29, Mich, of 

J. D. Montgomery, owner 

Moore Business Forms, 900 Buffalo Ave 
Niagara Falls, N. Y. 

Moormann Bros. Mfg. Co., 
ville, Ind. 

Morris Couplings & Clamp Co., 46 Duncan 
Ave., Elwood City, Pa. 

Morheat Corp., 700 E. Kalamazoo ¢ 
Lansing 12, Mich. 

Morrison Bros. Co., Dubuque, Ia. 

W. N. Glab, p; A. J. Kasel, vp: w, w 
Dauner, sm; W. N. Ziepprecht, ce. 
Morrison Products, Inc., 16816 Waterld 

Rd., Cleveland, O. 
T. Morrison, p; H. Morrison, Jr., yp 
A. Galaba, ce & sm; R. W. Leverenz, am 

Morrison Steel Products, Inc., 601 Amherst 
St., Buffalo 7, N. Y. 

S. Morrison, p; M. J. Kohnstamm, yp 
W. Duffy, gm; S. J. Robinson, sm: L, Pp 
Hine, cpe. 

Morse-Smith-Morse Co., The, 165 Dexter 
Ave., Watertown 72, Mass. 

W. L. Belknap, III, p; R. P. Johnston 
sm. 

Mortemp Div., Mechanical Products Mig. 
Co., 1727 First Ave., S., Seattle 4 
Wash. 

Motorola Communications & Electronics, 
Inc., 4501 W. Augusta Ave., Chicago 
Til. 

Robert Galvin, p; Daniel E, Noble, vp: 
Arthur Rees, gm; Harold Jones, sm: 
Angus MacDonald, ce; Fred Alexander, 


715 N. Spring se, 


Box 125, Rush. 


am. 
Motor Wheel Corp., Lansing 3, Mich. 
Mt. Hawley Mfg. Co., Mt. Hawley Airport, 
Peoria 4, Ill. 
W. A. Hale, gm & ce; A. L, Schuyler 
sm & am. 
Mueller Co., 512 W. Cerro Cordo, Decatur, 


Mueller Climatrol, Div. of Worthington 
Corp., 2005 W. Oklahoma Ave., Mil: 
waukee 15, Wisc. 

H. P. Mueller, Sr., p; F. J. Nunilist, ex 
vp; H. P. Mueller, Jr., vp, sales; C. W 
Birch, c; D. H. Davidson, field sm; 0. J 
Ress, ce; W. S. Sutherland, am. 

Mueller Steam Specialty Co., Inc., 4-2 
22d St., Long Island City 1, N. Y. 

Muench Laboratories, Inc., 4555 Delmar 
Blvd., St. Louis 8, Mo. 

Mulkey Co., J. F. Box 216, Bedford, De- 
troit 10, Mich. 

Multiplex Mfg. Co., 600 Fowler Ave., Ber 
wick, Pa. 

B. E. Crispin, p; F. E. Crispin, vp; 8. 
Fox, sm & am. 

Muncie Gear Works, Inc., 700 E. Wysor 5! 

Muncie, Ind. ; 
K. A. Spurgeon, p & gm; E. Ear! Milner 
Jr., vp & ce; W. A. Spurgeon, sm & am 

Mund Boilers, Inc., 1600 N. Indiana St., 

Los Angeles 63, Calif. 


paar Se 


“Na-churs” Plant Food Co., 421 Monte 
St., Marion, O. 

Nash Eng. Co., S. Norwalk, Conn. sf 

National Airoil Burner Co., Inc., 7 
Sedgeley Ave., Philadelphia Logie . 

E. P. Bailey, p, gm & — J. F. 

vp; W. A. Horko, vp, sales. , 
National Aluminate Corp, 6216 W. 66 

Pl., Chicago 38, Il. 
National Boiler Protector Co., 928 Reibolé 
Bldg., Dayton 2, O. 

H. K. Harnish, gm. hig 
National Cash Register Co., Dayton 9, oF 
National Fuel Conservation Co., . ” 

Battle Ave., White Plains, ss ant 
National Grille & — Co., 3 . 
St., Cleveland 4, O. i, 
National Heater Co., Inc., 2182 Cleora 4 
St. Paul 4, Minn. 
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nal Modulation Co., 2720 N. Hwy. 61, 
ox Peters, gm; R. C. Peters, sm; J. A. 
Peters, am. 
National Oil Corp., 3d & Maury Sts., Rich- 

mond, Va Sea IAS Aeaoes te 
National Oil Burner Co., Inc., ergen 
; st., Brooklyn 17, N. Y. 
Emmanuel Wolf, p ;Maurice Wolf, vp & 


National-U. S. Radiator Corp., 221 Central 
"Ave, Johnstown, Pa. 
T. B, Focke, p; L, N. Hunter, vp-res. 
eng’g; C. M. Baumgardner, vp-sales; 
J, C. Haas, vp-mfg; F. S. Hudson, gm- 
sales; J. W. Hall, dir adv and sales 
prom; C. J. Philage, am; F.. P. Jacobs, ce. 
National Steam Pump Co., 701 W. Johnson, 
Upper Sandusky, O. 
National Steel Construction Co., 301 Water 
St, Logansport, Ind., 500 Myrtle St., 
Seattle 8, Wash. 
National Super Service Co., 1946 N. 13th 
St., Toledo 2, O. 
National Visa-Clean Co., Inc., 5201 Roland 
Ave., Baltimore 10, Md. 
Nebraska Boiler Co., Inc., Box 1868, 235 N. 
9th St., Lincoln, Nebr. 
w. F, Harder, p & gm; C. L. Ristau, vp; 
R. C. Otteman, ce. 
Nelson Div., Harman, American Air Filter, 
Inc., Moline, Ill. 
R. C. Kochring, sm. 
Neptune Meter Co., 19 W. 50th St., New 
York 20, N. Y. : 
D. E. Broggi, p; W. Smith, vp; R. W. 
Ballantine, am; A. A. Hanson, vp; J. J. 
Carroll, sm. 
Nesbitt, Inc., John J., State Rd. & Rhawn 
St., Philadelphia 36, Pa. 
A. J. Nesbitt, p; J. J. Nesbitt, Jr., vp- 
sales; M. J. Murray, sm; J. W. McElgin, 
vp, engineering; W. E. Hubbert, am. 
Nesco, Inc., 201 N. Michigan Ave., Chicago, 
Il. 


New-Aire Blower Co., Inc., 25425 John R. 
St., Royal Oak, Mich. 
E. Newville, p; J. Newville, vp. 
Newark Controls Co., 15 Ward St., Bloom- 
field, N. J. 

B. A. Hicks, p; P. W. Booth, vp & ce. 
New England Carbide Tool Co., Ine., 55 
Commercial St., Medford 55, Mass. 

B. L. Chapin, p, gm, sm & am; J. D. 

Worcester, vp: E. R. Tengberg, ce. 

New York Air Valve Corp., 1850 Atlantic 
Ave., Brooklyn 33, N. Y. 

L. Frank, p.; S. Light, sm; F. Zimmer- 
mann, ce. 

New York Blower Co., 3155 Shields Ave., 
Chicago 16, Ill. 

New Yorker Steel Boiler, Inc., Bethlehem 
Pike, Colmar, Pa. 

H. Hillman, p; R. Amey, vp. 

Niagara Furnace Div., Forest City Foun- 
Heed Co., 2500 W. 27th St., Cleveland 


C. F. Seelbach, Sr., p; P. J. Strongward, 
vp: C. F, Seelbach, Jr., gm; I. E. Seith, 
sm; R. H. Leisenheimer, ce; W. C. 
_Kremser, am. 

Niagara Machine & Tool Works, 637-697 
Northland Ave., Buffalo 11, N. Y. 
F. E. Munschauer, Jr., p & gm: F. A. 
Reed, vp; L. S. Platous, ce; H. E. Car- 
son, am. 


~ Set Tank Co., 713 Wayne St., Niles, 
cn, 


Nock Fire Brick Co., The, 1221-1243 E. 55th 
St., Cleveland 3, O. 
Chas. Nock, p; Gilbert J. Nock, vp; Ralph 
_L. Nock, sm. 
Nola Oil Burner Co., 3608 Howard Ave., 
: Box 1404, New Orleans 5, La. 
‘orman Chemical Co., 1700 Roblyn Ave., 
St. Paul, Minn. 


— J. Kelly, p; N. C. Nemo, vp, gm & 


Norman Products Co., 1150 Chesapeake 
i Ave., Columbus 8, O. 
North American Mfg. Co., 4455 E. 7ist St., 
d Cleveland 5, O. 
— Controlled Heat Co., Inc., 555-7 
No actory Sq., Watertown, N. Y. 

u Fuel Control, 4200 Cedar Ave., S., 
‘ prneapolis, Minn. 
men P & sm; E, P. Gillies, vp & 
North - Bitterlich, ce. 


- J. Oil Co., 
Newark N.3. 0., 369 Riverside Ave., 


BUY 








Northwest Fdry. & Furnace Co., 2345 S.E. 
Gladstone St., Portland 2, Ore. 
Mrs. Docia Stokes, p; W. R. Pindell, vp 
& gm; Russell R. Atkinson, sm; Herman 
C. Andus, ce. 
Northwest Metal Products, Inc., 55 Spo- 
kane St., Seattle 4, Wash. 
Northwest Mfg. Co., Mitchell, S. D. 
Norwalk Air Conditioning Corp., The, 138 
Water St., S. Norwalk, Conn. 
Henry C. Dreher, p & gm; LeRoy D. 
Downs, vp & sm. 
Norwalk Tank Co., 10 N. Water St., S. 
Norwalk, Conn. 
Novelty Steam Boiler Works, Inc., Clare & 
Kloman Sts., Baltimore 30, Md. 
Nu-Way Corp., The, 2416 Fourth Ave., 
Rock Island, Ill. 
W. F. Klockau, p; O. K. Gipple, vp; 
A. E. Olsen, sm; Roy Miller, ce. 
Nylo-Flex Products Co., Litchfield, Conn. & 
La Porte, Ind. 
M. J. Fabri and D. E. Arnold, partners. 


ati 


OPW Corp., 2735 Colerain Ave., Cincin- 
nati 25, O. 
G. B, Richards, p; R. W. Gronauer. vp. 
sales; W. D. Boone, vp, engr; T. Sutton, 
vp, mfg. 
Oakland Fdry. Co., Florida & ‘‘A’’ Sts., 
Belleville, Ill. 
O’Brien Steam Specialty Co., Inc., 205 
Harrison St., Syracuse 2, N. Y. 
O’Halloran Industries, 12305 Turner Ave., 
Detroit 4, Mich. 
E. O'Halloran, p; M. A. O'Halloran, vp; 
F. Moore, am. 
Ohio Brass Co., 380 N. Main St., Mansfield, 
O 


Ohio Electric Mfg. Co., 5400 Dunham Rd., 
Maple Hts., O. 
Ohio Valley Hardware & Roofing Co., 300 
Fourth Ave., Evansville 2, Ind. 
Oil-Elec-Tric Co., 1688 Grand Ave., St. Paul 
4, Minn. 
C. E, Johnson, owner. 
Oil Eqpt. Mfg. Co., Inc., 3100 Vermont 
Ave., Louisville 11, Ky. 
W. F. Schaetzly, p; R. F. Schaetzly, vp; 
W. T. Schaetzly, sm. 
Oil Equipment Mfg. Corp., 169 Derby Ave., 
New Haven, Conn. 
Richard Duckwall, p; Arnold J. Alder- 
man, sm & am. 
Oil Heating Economy Corp., 1214 Benning- 
ton St., E. Boston, Mass. 
Olsen Co., Arthur A., Canfield, O. 
Olsen Mfg. Co., The, C. A., Elyria, O. 
C. A. Olsen, p; E. P. Hayes, vp; J. S. 
Garber, am. 
Olson Throttle Control, Broadway, P. O. 
Box 87, Raynham, Mass. 
H. J. Olson, p & gm; Robt. McMackin, ce. 
Omaha Supply Co., Div. of Omaha Stove 
Repair Works, Inc., 2923 N. 16th St., 
Omaha, Nebr. 
Oneida Heater Co., Inc., 109 N. Warner St., 
Oneida, N. Y. 
Ontario Iron Work, Inc., 522 Maple Ave., 
Pulaski, N. Y. 
Oran Co., 2222 S. Third St., Columbus 7, O. 
Oregon Woodcraft Co., Box 74, 2925 S.E. 
Allen Ave., Beaverton, Ore. 
Oronite Chemical Co., 200 Bush St., San 
Francisco, Calif. 
Orr & Sembower, Inc., Morgantown, Rd., 
Reading, Pa. 
Oswald Refractories Co., Inc., 1617 S. Brent- 
wood Blvd., St. Louis 17, Mo. 
Harold Oswald, p & gm; Harry Hampe, 
vp; R. N. Helmkampf, ce. 
Oster Laboratories, Oak Ridge Rd., Ellen- 
ville, N. Y. 
E. Oster, p & gm; R. Indich, vp & ce; 
G. Lucks, sm & am. 
Otto Boiler Co., 1905 Clearlake Ave., 
Springfield, Ill. 
Overhead Heaters, Inc., 1612 Book Blidg., 
Detroit 26, Mich. 
T. E. Trese, p & gm; L. J. Perron, sm; 
L. McGrail, ce. 
Owens-Corning Fiberglas Corp., 
Bldg., Toledo 1, O. 
Owosso Tank Co., 219 S. Lansing St., 


Owosso, Mich. 
V. A. Bowman, owner. 


Wayne 
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OXI Corp., Box 485, 600 W. 9th Ave., Gary, 
Ind. 


——P 


Packard Electric Div., 
Warren, O. 

Pacific Automatic Heating Co., 1658 20th 
Ave., Seattle, Wash. 

Pacific Oil Co., Durfee Theater Bldg., Fall 
River, Mass. 

Pacific Steel Boiler Div., National U. S. 
Radiator Corp., 944 Ash St., Box 1047, 
Johnstown, Pa. 

T. B. Focke, p; E. J. Grady, vp; C. M. 
Baumgardner, Sr., vp, sales; H. M. Gibbs, 
sm; L. N. Hunter, ce; J. W. Hall, am. 

Pacific Transducer Corp., 11921 W. Pico 
Blvd., Los Angeles 64, Calif. 

R. S. Clarke, p. 

Packless Metal Hose, Inc., 31 Winthrop 
Ave., New Rochelle, N. Y. 

Paragon Electric Co., 1600 12th St., Two 
Rivers, Wisc. 

E. V. Platt, p; G. J. Platt, vp & gm; R. 
W. Eldred, sm; J. Everard, ce; Bert 
Beduhn, am. 

Paragon Oil Burner Corp., Box 749, Mine- 
ola, N. Y. 

Park Oil Burner, New York Ave. & Abse- 
con Blvd., Atlantic City, N. J. 

D. Park, owner. 

Parke-Hill Chemical Corp., 29 Bertel Ave., 
Mt. Vernon, N, Y. 

Sol L. Suchman, p & sm; Mrs. A, Such- 
man, sec-treas; Chas. Suchman, am, 

Parker Boiler Mfg. Co., Inc., Sid E., 2035 
E. 37th St., Los Angeles 11, Calif. 

Parker-Kalon Corp., Clifton, N. J. 

Parks-Cramer Co., Newport St., Fitchburg, 
Mass. 

H. M. Parks, p; P. A. McKittrick, vp; 
M. Ford, gm; W. E. Buck, sm; A. Davis, 
ce; E. H. Harding, am. 

Pate Co., The, Walnut & Moore Sts., 
Darby, Pa. 

W.M. Pate, p &ce; Lionel L. Jacobs, vp; 
sm & am. 

Patterson-Kelly Co., Inc., 628 Warren St., 
E. Stroudsburg, Pa. 

Patten Co., J. V., 550 DeKalb Ave., Syca- 
more, IIl. 

D. C. Patten, p & ce; J. H. Patten, vp; 
C. A. Pearce, gm; A. R, Garman, sm & 
am. 

Payne Co., 700 Royal Oak Dr., Monrovia, 
Calif. 

W. J. Bailey, Jr., p & gm; G. H. Oury, 
sm; John Mueller, ce; Geo. Holaday, am. 

Peabody Eng. Corp., 580 Fifth Ave., New 
York 36, N. Y. 

Peck, Stow & Wilcox Co., The, Southing- 
ton, Conn. 

R. J. Ahern, p & gm; F. L. Ashworth, vp 
& sm; J. G. McHugh, ce. 

Pecora Paint Co., Inc., 4th & Venango Sts., 
Philadelphia 40, Pa. 

Penguin Corp., 12334 Stark Rd., Livonia, 
Mich. 

Peerless Electric Co., 1401 W. Market St., 
Warren, O. 

R. Kroehle, p; H. H. Hoppe, vp; S. 
Powers, gm; W. Curtis, sm, fan & 
blower; J. Kutz, sm, motor div.; C. 
Young, ce. 

Peerless Furnace & Fdry., Inc., 1853 Lud- 
low Ave., Indianapolis, Ind. 

Peerless Heater Co., Boyertown, Pa. 

I. J. Scheckter, p & gm; R. G. Pinker- 
ton, vp, sm; H. B. Aldrich, ass’t to p, ce. 

Peerless Pump Div., Food Machinery & 
Chemical Corp., 301 West Ave., Los 
Angeles 31, Calif. 

P. L. Davies, p (Food Machy & Chem. 
Corp.); G. F. Twist, vp & gm (Peerless 
Pump Div.); B. A. Tucker, sm; Dan R 
Rankin, ce; S. M. Riordan, Jr., am. 

Peerless Trailer & Truck Service, Inc., 549 
N. E. Third Ave., Portland 14, Ore. 

H. B. Van Raden, p; K. D. Thomas, vp; 
G. E. Knepper, gm & sm; Stan Kinne & 
F. F. Van Raden, ce. 

Penn Boiler & Burner Mfg. Corp., Fruit- 
ville Rd., Lancaster, Pa. 

A. Morrison, Jr., p, gm; J. F. Stoll, vp: 
D. A, Esslinger, sm. 

Penn Brass & Copper Co., W. 20th & 
Powell Ave., Erie, Pa. 

Allen R. Roach, p; R. P. Crock, mgr. 
warehouse sales; W. C. Twiss, mgr. in- 
dustrial sales. 


General Motors, 
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Penn Controls, Inc., Goshen, Ind. 
R. S. Penn, p: Paul O. Penn, asst. to p; 
Geo. Myers, Jcty. mgr.: Francis X. 
Fessler, sm, heating div.; Wm. Few, ce; 
Carlos Morgan, am. 

Penn Transformer Corp., Bellefonte. Pa. 

Pennsylvania Furnace & Iron Co., Box 269, 

Warren, Pa. 
H. A. Crary, p: €. J. Crary, vp; RB. L. 
Blodgett, sm; H. A. Johnson, ce. 
Pentwater Machinery Co., 2300 Dwenger, 
Fort Wayne 4, Ind. i 
Percoflash Boiler Co., 42 Park Ave., Madi- 


son. N. J. 
W. T. Westcote, p & ce; R. B. Snyder, 
vp & sm. 
Perfection Industries, Div. Hupp Corp., 


1135 Ivanhoe Rd., Cleveland 10, O. 
W. H. Haag, p; Carl Millsom, vp & sm; 
Dan N. Gregys, ce; J. L. Sands, am. 
Perfex Div. (See General Controls Co.) 
Peterson Co., B. A., 300 W. Railroad, Do- 
wagiac, Mich. 
B. A. Peterson, Sr., p: B. A. Peterson, 
Jr.. vp & gm; Guy L. Neff, am. 

Petro, 3170 W. 106th St., Cleveland 11, O. 
N. J. O'Neil, L. J. Cox and K. B, Hanley. 
vp; J. R. Crews, sm; R, C. Wright, ce; 
D. Wylie, am. 

Petrol Oil Burner Mfg. Corp. of America, 

227 Commercial St., Malden, Mass. 
Alfred Gorshel. 
Petrometer Corp., 43-22 10th St., 
Island City 1, N. Y. 
Arthur Bierman, p: N. 
J. A. Jawett, ce. 
Philadelphia Valve Co., Aramingo Ave. & 
E. Tioga St., Philadelphia 34, Pa. 
Philco Corp., Tioga & C Sts., Philadelphia 
34, Pa. 
Piatt-Products Corp., 1149 S. Pennsylvania 
Ave., Lansing 4, Mich. 
Plant Marvel Labs., 622 W. 119th St., Chi- 
cago 28, IIl. 
Plastic Appliance Co., 5311 Westminster 
Ave., Philadelphia 31, Pa. 
T. C, Smith, p. 
Plibrico Firebrick Co., 1800 Kingsbury St., 
Chicago 14, Ill. 
Pilgrim Oil Burner Co., 471-5 Windsor St., 
Hartford, Conn. 
Piqua Machine & Mfg. Co., Inc., 441 Col- 
lege St., Piqua, O. 
Porcupine Boiler, Kemp _ Ave., 
Adams, Mass. 
Porous Plastic Filter Co., Inc., 30 Sea Cliff 
Ave., Glen Cove, N. Y. 
Dr. David B. Pall, p; Abraham Krasnoff, 
vp; Sidney Krakover, gm; Joe White- 
well, sm & am; Chesterfield Siebert, ce. 

Portmar Boiler Co., Inc., 193 Seventh St., 

Brooklyn 15, N. Y. 
yordon Gibbons, p: G. 
Savarese, ce. 

Power Eqpt. Co., 6000 Paseo, Kansas City, 

Mo. 

Power Reels, Inc., 204 W. Utica St., Buf- 

falo 22, N. Y. 

Prat-Daniel Corp., Thermobloc Div., 2 

Meadow St., S. Norwalk, Conn. 

C. H. Pinches, p; S. C. Sheldon, mgr, 
oper; R. F. Sharon, gm, sm & am; T. K. 
Law, ce. 

Preferred Utilities Mfg. Co., 1860 Broad- 

way, New York 23, N. Y. 

J. S. Kaplan, p; G. W. Bohn, vp & ce; 
W. H. Bohn, sm; P. Kriegel, am. 

Premier Co., 755 Woodlawn, St. Paul 1, 

Minn. 

Premier Furnace Co., Dowagiac, Mich. 

Prentiss Wabers Products Co., 2600 Second 

St., N. Wisconsin Rapids, Wisc. 

Presbrey Refractories Corp., 600 Somerset 

Ave., Taunton, Mass. 

Preway, Inc., 1430 2nd St., N., Wisconsin 

Rapids, Wisc. 

Price Fireplace Heater & Tank Corp., 5 

Austin St., Buffalo 7, N. Y. 

H. P. Faust, p; F. S. Faust, vp. 

Primor Products, Div. Borg-Warner Corp., 
2011 W. Beecher Rd., Adrian, Mich. 
James Ingersoll, p: Patrick Nyons, gm: 
T. H. Smoot, am & sm; R. M. Herbert, 


Long 


M. Milair, vp: 


North 


Robins, sm; §S. 


ce, 

Progress Manufacturing Co., Inc., Oil Eqp. 
Div., Arthur, Ill. 

Proportioneers, Inc., 
Previdence 1, R. I. 

Pullman Vacuum Cleaner Corp., 25 Buick 
St., Boston 15, Mass. 


345 Harris Ave., 
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Robert Berns, p; Edgar Green, vp; Paul 
Holte, ce; Arnold Rosoff, am. 
Purolator Products, Inc., 970 New Bruns- 
wick Ave., Rahway, N. J. 
Pyle-National Co., 1334 N. Kostner Ave., 
Chicago 51, Ill. 

Pyramid Instrument Corp., 
Rd., Lynbrook, N. Y. 
Pyramid Plastics, Inc., 554 W. Polk St., 

Chicago 7, Ill. 
Pyrene Mfg. Co., 560 Belmont Ave., New- 
ark 8, N. Y. 


630 Merrick 
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Quaker City Iron Works, Inc., Aramingo 
Ave. & Tioga St., Philadelphia 34, Pa. 
James A. Jensen, p: Guy B. Frick, vp; 
John H. Jensen, gm & am; Charles E. 
Friels, Jr., sm; Ralph B. Ziegler, ce. 

Quaker Mfg. Co., 1147 Merchandise Mart, 
Chicago, IIl. 

Quaker Rubber Corp., Div. of H. K. Porter 
Co., Inc., of Pittsburgh, Tacony & 
Comly Sts., Philadelphia 24, Pa. 

Quality Specialty Co., Camden 5, N. J. 

Carl Jay, p: Jules Jay, vp & am. 

Queen Stove Works, Inc., 505 Front St., 

Albert Lea, Minn. 
F. A. Trow, p & gm. 

Quickdraft Co., Div. of Herring-Hall-Mar- 
vin Safe Co., 1150 S. Erie Blvd., Hamil- 
ton, O. 

Quick Furnace Co., 215 Court, Des Moines, 


Ta. 
Quiet Automatic Burner Corp., 33-35 
Bloomfield Ave., Newark 4, N. J. 
J. G. Kaveny, p & ce; s; J. Cudowe, am. 
Quiet-Heet Mfg. Corp. & Emerson Quiet 
Kool Corp., 46 Oliver St., Newark 5, 
Nd. 
Stanley L. Abrams, p; Joseph Longin, 
vp: Howard M. Spitzer, sm; Paul Kom- 
roff, vp, engineering; George Forman, am. 
Quiet May Div., Penn Boiler & Burner Mfg. 
Corp., Fruitville Rd., Lancaster, Pa. 
A. Morrison, Jr., p and gm; John F. Stoll, 
vp: A. Ruth, ce. 
Quincy Stove Mfg. Co., 825 S. Front St., 
Quincy, Ill. 
H. J. Wilde, p & gm: H. D. Tow, vp, sm 
& am; J. M. Ryno, ce. 


R.C.S. Tool Sales Co., 227 E. Front St., 
Bloomington, III. 
Thomas Sweeney, p; James A. Kinsella, 


vp. 

Rackliffe Oil Co., 114 Franklin Sq., New 
Britain, Conn. 

Radex Corp., 2076 Elston Ave., Chicago 14, 
Til. 

R. R. Cook, p. 

Radiant-Aire Corp., Michigan City, Ind. 
Radiant-Ray Radiation, Inc., P. O. Box 64, 
Newington, Conn. 
Radiant Utilities Corp., 
Brooklyn 14, N. Y. 
A. A. Marcus, p, am; J. S. Goldberg, vp; 

Frank G. Lowe, sm. 

Radiation Furnace Corp., 230 Bond, Benton 

Harbor, Mich. 
S. Volk, p, t & ce. 

Radiator Specialty Co., 1400 W. Ind. Blvd., 
Charlotte 1, N. C. 

I. D. Blumenthal, p; H. Blumenthal, vp; 
G. McKiernan, gm; D. Hoffman, sm; G. 
K. Kolugiski, ce; G. Einhart, am. , 

Radio Corp. of America, Communications 
Products Dept., Camden 2, N. J. 

C. M. Lewis, mgr; R. C. Dubois, Jr., sm; 
R. Z. Laterza, am. 

Rajah Co., The, 35 Verona Ave., Newark 4, 
N. J. 

F. P. Meehan, p; Stella Czarbowski, vp; 
Mrs. Celia Aye Kendall, s-t & owner; 
Walter J. Kelly. gm. 

Ralph Mfg. Co., Walworth, O. 

Ramset Fastening System Winchester 
Western Division, Olin Mathieson 
Chemical Corporation, 12117 Berea 
Road, Cleveland 11, Ohio. 

Ramtite Corp., Div. S. Obermayer Co., 
2563 W. 18th St., Chicago, Ill. 


8817 18th Ave., 
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Randall Graphite Bearings, Ine., Green, 


lawn & Lake Sts., Lima, 0 
W. E. Dickerson, p; R. W. Strun ; 
Ray Chaney, am & sm; Charles Esch “4 
Raparound Div., Pilgrim Industries, 

Boylston Pl., Brookline 46, Mass , 
Ray Oil Burner Co., 1301 San Jose. 
San Francisco 12, Calif. ~~, 

R. C. Westover, p; J. J. Rudden yp. 

J. C. Draper, sm; R. R. Plasgs, ane 

Freber, am. im 
Rayfield-Staffco Burner Co., 2066 S. Canal 

port, Chicago 8, III. F 

F. Ravnsbeck, p, gm, ce & sm: §, p 

Koplar, vp; Norma Kern, am. es 
Reading Brass Co., 37 W. Carlton Rd 

Hilldale, Mich. Z 
Reading Tube Corp., 350 5th Ave, New 


York '1,. N.Y; 
Ready-Crete Co., 1936 S. Allis, Milwaukee 
Wisc. i 


Rector Well Eqpt. Co., Inc., Rectorseal 
Div., 2215 Commerce St., Houston 2 
Tex. f 

C. L. Cron, div. mgr. 

Red Triangle Heater Co., 1419 Shermon ¢. 

Wausau, Wisc. : 
H. W. Miller, p; Lyle A. Miller, vp & gm: 
George Witt, ce. 

Red Wing Oil Burner Co., Inc., 12 Forest 
St., Medford 55, Mass. 

I. H. Yarin, p; P. Urnetta, gm; J. Hill 
sm; P. D. Murphy, am. 

Redmond Co., Inc., Owosso, Mich. 

Reeves Steel & Mfg. Co., 137 Iron Ave, 
Dover, O. 

Refco Mfg. Co., 1042 Central Industria 
Drive, St. Louis 10, Mo. 

Reflectal Corp. sub. of Borg-Warner Corp, 
310 S. Michigan Ave., Chicago 4, Ill. 

Refractory & Insulation Corp., 120 Wall 
St., New York 5, N. Y. 

H. N. Clark, p: F. Christenson, vp; R. T, 
Hegeman, sm & am; A. Arwine, ce. 
Refractory Specialty Co., 2200 Washington 

Ave., Philadelphia 46, Pa. 
W. T. Tredennick, p; C. R. Enoch, ce, 

Refrig. Appliances, Inc., 923 W. Lake St, 
Chicago 7, Ill. 

Refrig. Economics Co., Inc., 1231 Tuscara- 
was St., E., Canton 2, O. 

Refrigeration Engineering, Inc., 7250 £. 
Slauson Ave., Los Angeles 22, Calif. 

Rega Mfg. Co., 99 Mt. Hope Ave., Roches- 
ter 20, N. Y. 

H. F, Warzyniak, p: W. J. Navik, ce. 

Reif-Rexoil, Inc., 37 Carroll St., Buffalo 3, 
i, Mee 36 

R. Sanderson, p; J. Brockway, sm, 

Reliable Products Mfg. Co., Ine., 123 De 
Kalb Ave., Brooklyn 1, N. Y. 

N. A. Arvins, p & sm; A. A. Arrinty, gm 
& ce. 

Reliance Automatic Lighting Co., 197 

Mead St., Racine, Wisc. 
D. F. Flegel, p & gm. 

Reliance Tubular Products Co., 9112 St. 
Clair Ave., Cleveland 8, O. 

Remco, Inc., Monumental Ave. & B.&. 
R. R., Lansdowne, Baltimore 27, Mé. 

M. E. Michel, p; Paul G. Tolson, ¥p 
B. B. Macintire, gm, ce; R. L. Wool 
Jr., sm & am. 

Remington Corp., Willey Street, Auburn, 
N. Z. 

H. L. Laube, p; Caleb, Candee Brow! 
vp; Herbert L. Laube, sm; A. E. Reiss. 
ce. 

Remington Rand, Inc., Div. of Sper 
Rand Corp., 315 Fourth Ave. New 
York 10, N. Y. 

J. H. Rand, p; H. W. Widdoes. vp, 8 
sm; S. H. Ensinger, vp & am. 

Rempe Co., 340 N. Sacramento Blvd., Chi- 
cago 12, Ill. A. G. Vogel, am, st 

Rennenburg & Sons Co., Edward, 
ton St., Baltimore 24, Md. 4 

Reo Motors, Inc., 1331 S. Washington, La" 
sing, Mich. 1196 

Republic & General Heating Products, 
State Rd., Philadelphia 36, Pa. Diver 

Republic Flow Meters Co., 2240 W. 
sey Pkwy., Chicago 47, Ill. Rt 

Republic Products Co., 7420 State ™ 
Philadelphia 36, Pa. . 

Research Products Corp., 1015 E. Washing 
ton Ave., Madison 10, Wis. tle, 

Reveor, 251 Edwards, Carpenters par 

Revere Copper & Brass, Inc., 

Ave., New York 17, N. Y- 
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Clay Products Co., The, 14414 Dexter 
Blvd., Detroit 6, Mich. 
John P. Rex, Jr., vp. 
Rex Roto Corp., 1109 Decker Rd., Walled 


, Mich. 
Pe hex, Jr., p & gm; R. V. Hackett, 


FE. os Mfg. Co., 7600 S. Kedzie Ave., Chi- 


cago 29, Ill. 

Bhode Island Fittings Co., 355 Dexter St., 
Providence, R. if 
Richmond Eng. Co., Ine., 7th & Hospital 

Sts., Richmond, Va. 
E. W. Farley, Jr., p & gm; James C. 
Farley, vp, mfg; E. Starke Farley, vp, 
sales; O. W. Conley, sm, std. products; 
Paul Hickman, sm, non-std. products; J. 
s, Lough, ce; O. W. Conley, am. 
Richmond Plbg. Fixtures Div., 16 Pearl! St., 
Metuchen, N. J. 
J. J. Hall, p; M. H. Temple, vp; G. B. 
Chandless, Jr., am; L. S. Maehling, sm. 
Ridge Tool Co., 400 Clark St., Elyria, O. 
C. H. Ingwer, Sr., p & gm; W. L. Parcell, 
vp &sm; H. W. Weibel, ce; Carr Liggett, 


m. 
aor Valve Co., Holtsville, N. Y. 
W. Ring, owner. 
Rittling Corp., The, Rittling Bldg., Buffalo 
5, N. Y. 
C. P. Rittling. p: J. B. Rittling, vp & 
gm: R. W. Rittling. sm; R. J. Carter, ce; 
H. Loney, am. 
Ro-An Mfg. Co., 970 Fulton St., Farming- 
dale, N. Y. 
Roberts Co., S. R., Box 1, Marshall, Mich. 
Roberts-Gordon Appliance Corp., 44 Cen- 
tral Ave., Buffalo 6, N. Y. 
W. S. Gordon, Jr., p: W. E. Davis, vp, 
sm & am; Leonard C. Smyth, ex. vp; 
R. I. Warnecke, vp, engr. 
Bobertshaw-Fulton Controls Co., Fulton 
Sylphon Div., Box 400, Knoxville, 
Tenn. 
Robot Auto Heat Corp., Newfield St., Mid- 
dletown 2, Conn. 
Rochester Mfg. Co., Inec., 100 Rockwood 
St., Rochester 10, N. Y. 
A. H. Ottman, p & gm; C. L. Hastings, 
vp, sales; W. W. Hastings, vp, prod; D. 
McEwen, sm; W. Chase, am; Robert 
Morgan, ce. 
Rock Island Register Co., 2435 Fifth Ave., 
Rock Island, Ill. 
Rockford Brass Works, 700 S. Main, Rock- 
ford, Ill. 
Rockwell Mfg. Co., 400 N. Lexington Ave., 
Pittsburgh, Pa. : 
W. F. Rockwell, Jr., p; L. A, Dixon, Jr., 
vp; Paul Mankin, gm; A. J. Komich, sm; 
H. E. Rittenhouse, ce; W. F. Weiner, am. 
Rockwell Co., W. S., 200 Elliot St., Fair- 
field, Conn. 
C. B. Kentnor, Jr., p; H. Voltmann, vp; 
L. J. Edwards, gm; A. J. Snow, sm; A. 
J. Zelle, ce; R. A. Paul, am. 
Industries, Inc., 1210-26 S. Front 
St.. Camden. N. J. 
Rome-Turney Radiator Co., Canal St., 
Rome, N. Y. 
W. L. Lynch, p; E. Forster, sm. 
Ronei Machine Co., 2 Atlantic Blvd., Cen- 
tredale 11, R, I. 
Roper Corp., George D., 222 Blackhawk 
Park Ave., Rockford, Ill. 
8. H. Hobson, p: F. R. Dickerson, vp & 
gm: J. M. Hoskinson, sm: J. A. Al- 
bright, ce; R. F. Corrigan, am. 
Mfg. Co., 413 Fairview Ave. North, 
Seattle 9, Wash. 
0. C. Rossoe, p: W. G. Warrington, vp 
oars A. Cooperstein, ass’t mer. 
md Oak Co., Inc. of Ind., 105 Spaulding 
“ St., Dowagiac, Mich. 
oo Products Co., 1406 E. Fourth St., 
aterloo, Ia. 


ll Co., F. F., 1100 Chestnut Ave., 
Cleveland 1, O. 


» Inc., Thomas D., 75 Bradeen St. 
Boston 31, Mass. 


It Heater Co., Th 
oF cory 0., The, 615 Miller St., 


ee 


8K Co,, Ine., Admiral Wilson Blvd,, Cam- 


8.0.8, Products Co., Inc., 282 Nassau Ave., 
1 peoklyn 22, N. Y. 
» Pryor, sm, 


Safety Products Co., 975 Main St., Brock- 

ton, Mass. 

Saginaw Salt Products Co., 3000 Carrollton 

Rd., Saginaw, Mich. 
A. E, Schaefer, p & sm; E. E. Schaefer, 
vp & am, 

St. Louis Furnace Mfg. Co., 2700 N. 25th 

St., St. Louis, Mo. 
Salina Metal Products Co., Box 367, 9th & 
Bishop, Salina, Kan. 
Salisbury Tank & Steel Co., 68 Water St., 
Newburyport, Mass. 
Sall Mountain Div., Nicolet Industries, Inc., 
Box 777, Hamilton, Ohio. 
G. G. Gabrielson, Jr., p; L. L. Wilson, 
vp: R. D. Deininger, gm; D. H. Ruh, sm. 
Sam-Bee Oil Burner Co., 510 E. Victoria 
St., S. Bend 14, Ind. 
Sandberg Mfg. Co., 3850 N. W. Yeon Ave., 
Portland 10, Ore. 
H. J. Sandberg, p; C. C. Smith, vp & 
gm; George P. Montag, sm & am; F. W. 
Keinonen, ce. 
Sanders Chemical Co., 2205-09 N. American 
St.. Philadelphia. Pa. 
San-Equip, Inc., E. Brighton & Glen Aves., 
Syracuse, N. Y. 
San Gabriel Boiler Mfg. Co., 330% S. Del 
Mar, San Gabriel, Calif. 
Sarco Co., Inc., 350 Fifth Ave., New York 
LY: 

Scaife Company, 26 Ann St., Oakmont, Pa. 
A. V. Murray, p; W. D. Wood, vp, sales; 
R. W. Thrasher, vp, oper.; J. W. Flynn, 
sm, Tank Div; F. M. Jordan, sm, heating- 
cooling Div; C. E. Johnson, vp, engr; 
G. M. Parker, am. 

Schaefer Brush Mfg. Co., Inc., 117 W. 

Walker St., Milwaukee 4, Wisc. 

Schaible Co., 1086 Summer St., Cincinnati, 

O 


Schaub Eng. Co., Inc., Fred H., 2110 S. 
Marshall Blvd., Chicago 23, Ill. 
Schecter Bros. Co., Corner Hancock & 
Huntington Sts., Philadelphia 22, Pa. 
Schemenauer Mfg. Co., Holland, O. 
Scheu Products Co., 297 Stowell St., Up- 
land, Calif. 
W. L. Scheu, p; J. W. Walsh, sm. 
Schill Mfg. Co., 302 Mansfield St., Crest- 
line, O. 
Schlitt & Son, Inc., Joseph A., 147-149 
Clarke Ave., Jersey City 4, N. J. 
E. F. Schlitt, p & gm; J. A. Schlitt, vp. 
Schnacke, Inc., 1101 N. Governor S&t., 
Evansville, Ind. 
F. C. Schnacke, p & gm. 
Schoenberger Co., The W. J., 8810 Harvard 
Ave., Cleveland 5, O. 
Schurs Oil Burner Co., 8500 Zamore Ave., 
Los Angeles 1, Calif. 
B. C. Berg, p. 
Scientific Boiler Water Conditioning Co., 
1541 Lenape Rd., Linden, N. J. 
Scott-Newcomb, Div. Barber Gas Burner 
2 3702-04 Superior Ave., Cleveland 14, 


Scovill Mfg. Co., 99 Mill St., Waterbury 20, 
Conn. 

Scully Signal Co., 174 Green St., Melrose 
76, Mass. 

S-Del Co., The, Lincoln Hgwy., Berwyn, 
P 


2. 
Seeger-Williams, Inc., 4 Norman S&t., 
Bridgeport 5, Conn. 

Seidelhuber Iron & Brass Works, Inc., 3693 
Durvarmsh Ave., Seattle 4, Wash. 
Seifert Mfg. Co., 130 Ford Ave., Highland 

Park 3, Mich. 
D. Seifert, p, ce. 
Selectrol Eng. Co., 2030 McDonald Ave., 
Brooklyn 23, N. Y. 
Sellers Eng., 4874-76 N. Clark St., Chicago, 
Til 


Sequoia Mfg. Co., 1000 Britain Ave., San 
Carlos, Calif. 
Servel, Inc., 119 N. Morton Ave., Evansville 
20, Ind. 
Duncan C. Menzies, p; Anthony J. De- 
Fino,, vp, sm; Robert Eskew, sm; J. N. 
Davidson, ce; Robert Marbach, am. 
Sette Products Co., 1241 High St., Oakland, 
1, Calif. 
Edward L. Sette, gm. 
Shadyside Fdry., Box 507, Martin’s Ferry, 
oO. 


G. M. Johnson, owner. 
Shana Mfg. Co., Inc., 188 W. Randolph St., 
Chicago 1, Ill. 


BUYER'S GUIDE & INDUSTRY DIRECTORY 








H. Schaffer, p & gm; H. A. Noft, vp; 
Russell George, ce. 
Shand & Jurs Co., 2630 8th St., Berkeley 
10, Calif. 
Sharpsville Steel Fabricators, Inc., Sixth & 
Main Sts., Sharpsville, Pa. 
Sheffield Bronze Paint Corp., 17814 Water- 
loo Rd., Cleveland 19, O. 
Shell Chemical Corp., 50 W. 50th St., New 
York, N. Y. 
Shenago Refractories, Div. of Shenago 
China Co., Box 120, New Castle, Pa. 
Shepard Heater Co., Inc., 951 Sycamore 
St., Terre Haute, Ind. 

Sherb, Inc., Warren J., 342 Madison Ave., 
New York 17, N. Y. 

Siebring Mfg. Co., Box 527, George, Ia. 

Siegler Corp., The, Wilson Ave., Centralia, 
Ill. 


Siemon Mfg. Co., 1203 Main St., Grand- 
view, Mo. 
C. D. Jones, p; M. J. Murray, vp & sm; 
R. W. Brown, ce. 
Sigwald Eng. Co., 2937 Fourth Ave., S., 
Minneapolis 8, Minn. 
Silent-Flame Mfg. Co., Inc., 80725 Zerega 
Ave., New York 71, N. Y. 
Silent Glow Oil Burner Corp., 850 Windsor 
St., Hartford 6, Conn. 
Silent Sioux Corp., 208-212 W. College 
Ave., Orange City, Ia. 
Simplex Heater Control Co., 879 Laurel St., 
St. Paul 4, Minn. 
E. L. Reinhardt, owner. 
Simplex Mfg. Co., 198-206 N. Main St., 
Fond du Lac, Wisc. 
J. A. Lee, p; S. R. Miller, gm. 
Simplex Oil Heating Corp., 7901 Oxford 
Ave., Philadelphia 1, Pa. 
Simpson Electric Co., 5200 W. Kinzie St., 
Chicago 44, IIl. 
Skidmore Corp., P. O. Box 309, St. Joseph, 
Mich. 
Skinner Chuck Co., Edgewood Ave., New 
Britain, Conn. 
Skinner Co., M. B., National Bank Bldg., 
South Bend, Ind. 
K. G. Merrill, p; Fred R. McMurray, vp. 
Skinner Heating & Ventilating Co., Inc., 
Div. of St. Louis Blow Pipe & Heater, 
Inc., 1954 N. Ninth St., St. Louis 6, Mo. 
Skuttle Mfg. Co., 140 Summit St., Milford, 
Mich. 
R. W. Geisler, p -& gm; M. A. Powers, 
vp; Kenneth Fournier, sm & am; Edward 
Haugen, ce. 
Slant-Fin Radiator Corp., 87-49 130th St., 
Richmond Hill, N. Y. 
M. Dubin, p; I. Turinsky, vp & ce: 
M. M. Brooks, gm; A. Buschel, sm & 
am. 
Small Motors, Inc., 2076 Elston Ave., Chi- 
cago 14. Iil. 
R. R. Cook, p. 
Smith, A. O. Corp., Permaglas Div., Kan- 
kakee, Iil. 
Smith Co., H. B., The, 57 Main St., West- 
field. Mass. 
Stanley K, Smith, ch; F. A. Ferguson, 
p; G. W. Rorobacks, & L. E. Seeley, vps; 
J. E, Reed, sm & am. 
Smith Co., J. B., 3327 B St., Philadelphia 
34, Pa. 
Smith Agricultural Chemical Co., 618 N. 
Champion Ave., Columbus, O. 
Smith Equipment & Supply Co., 1615 N. 
Central Ave., Chicago 39, Ill. 
Smith’s Heating, Inc., Park Ave., Kinston, 
C 


Smith Twin Tubular Boiler Co., Inc., State 
Rd. & Cottman St., Philadelphia 35. 
Snappy, Ine., 310 Langford St., Detroit 

Lakes, Minn. 
L. E. Anderson, p; Larry St. Marie, vp. 
Snyder Co., The, Massillon, O. 
Sonoco Products Co., Hartsville, S. C. 
J. L. Coker, p; C. W. Coker, ex-vp; 
R. G. Coker, ce; C. H. Campbell, vp, 
sales; J. Reagan, am; J. H. Martin, vp, 
prod. 
Soreng Div., Controls Corp. of America, 
9555 Soreng Ave., Schiller Park, Ill. 
Sorenson-Vana Corp., 2306 North St., 
Omaha, Nebr. 

Souther Iron Co., E. E., 1952 Kienlen Ave., 
St. Louis 20, Mo. 

Southern Heater Co., 133 W. Palmer, 
Compton, Calif. 

Southern Tank & Mfg. Co., 1501 Haynes 
Ave., Owensboro, Ky. 


Dé! 








Span Brass Mfg. Co., 601 Wilmont St., 
Otsego, Mich. 

Spark Stove Co., Inc., 2619 E. 12th St., 
Oakland 1, Calif. 

Sparkler Mfg. Co., Mundelein, Ill. 

Specialty Products Co., Inc., 3725 Monitor 
Ave., Minneapolis, Minn. 

Specialty Sheet Metal Mfg. Co., 2425 W. 
14th St., Chicago, Ill. 

Specialty Transformer Dept., Gen. Elec- 
tric Co., 1635 Broadway, Ft. Wayne, 
Ind. 

Spencer Heater, Lycoming Div., 652 Oliver 
St.. Williamsport. Pa 

Raymond A. Rich, p; S. B. Withington, 
vp; E. I, Boardman, gm; C. W. Shaffer, 
sm; R. R, Adams, ce, 

Spencer Thermostat Div., Metals & Con- 
trols Corp., 34 Forest St., Attleboro, 
Mass. 

Spi-Rol-Fin Corp., 133 Greenwood Ave., 
Pequannock, N. J. 

Sprague Electric Co., North Adams, Mass. 

Springfield Boiler Co., 1901 E. Capitol Ave., 
Springfield, Il. 

G. R. Atherton, p & gm; Harold Chance, 
vp; G. A. Rehm, ce. 

Square D Co., 4041 N. Richards St., Mil- 
waukee 12, Wisc. 

Staffco Eng. Co. (See Rayfield-Staffco Co.) 

Stahl Metal Products, Inc., 3490 W. 140th 
St., Cleveland 11, O. 

Stainless Steel Products Co., 1000 Berry 
Ave., St. Paul 4, Minn. 

Standard Automatic Burner Co., 
Broad St., Newark, N. J. 

S. R. Steinmark, p & am; H. D. Stein- 
mark, ce. 

Standard Chemicals Inc., 36 Summer St., 
Natick, Mass. 

G. R. Bean, p & gm; Robert W. Haskel, 
ce. 

Standard Furnace Supply Co., Ltd., 714 S. 
72nd St., Omaha, Nebr. 

J. W. Hennen, p & gm; H. Q. Urback, 
vp & ce; Roy C. Brainerd, sm; J. F. 
Ready, am. 

Standard Heating Eqpt. Co., 1406 E. Fourth 
St., Waterloo, Ia. 

Standard Railway Fuse Corp., Signal Flare 
Div., P. O. Box 30, Needham Hgts, 94, 
Mass. 

Standard Register Co., The, 626 Albany St., 
Dayton 1, O. 

Standard Utilities Corp., 47 Stanton St., 
Newark 5, N. J. 

Staples & Pfeiffer, 528 Bryant St., San 
Francisco 7, Calif. 

D. J. Staples, p & gm; C. J. Kinnison. ce. 

Stedco Products, 71 Lehigh St., Wilkes- 
Barre, Pa. 

Steel City Furnace Corp., Hoeveler & R. R. 
Sts., Springdale, Pa. 

Steel Tank & Sheet Metal Fabricators, 
Inc., 1135 W. 36th St., Chicago 9, Tll. 
Steel Products, Inc., 105 Water St., W. 

Haven, Conn. 

Stedt Hydraulic Crane Co., 15 Boylston P1., 
Brookline 46, Mass. 

Steinen Mfg. Co., Wm., 43 Bruen St., New- 
ark 5, N. J. 

W. Steinen, p; C. H. Jung, Jr., vp: 
J. Tankel, gm; R. Hundley, sm; Dave 
Nelson, ce. 

Sterling Air Conditioning Corp., 354 W. 
Main Ave., Gastonia, N. C. 

Sterling, Inc., 3738 N. Holton St., Milwau- 
kee, Wisc. 

P. A. West, p; J. B. Bollard, vp; R. H. 
Dean, sm. 

Sterling Radiator Co., Inc., 260 N. Elm 
St., Westfield. Mass. 

J. E, Reed, p; E. H. Burk & T. B. Reed, 
vps; C. W. Sawtelle, sm; Donald Sin- 
clair, ce. 

Sterling Water Treatment Co., The, 1920 
W. 77th St., Cleveland 2, O. 

Stetson Company, M. D., 64 E. Brookline 
St., Boston 10, Mass. 

R. F. Stetson, p; M. Stetson, gm. 

Stevens Mfg. Co. Inc., Box 1007, Mansfield, 
Ohio. 

W. C. Stevens, p & gm; G. H. Rouse, sm; 
C. S. Mertler, ce. 

Stewart Oil Burner Co., 218 Franklin St., 
Hanover, Pa. 

Stewart-Hall Chemical Corp., P. O. Box 66, 
Fleetwood, Mt. Vernon, N. Y. 

Stewart Warner Corp., Heating & Air Con- 
ditioning Div., Lebanon, Ind. 


21-23 


Dé2 





Herman E. Winkler, gsm; Wm. E. Judd, 
gm; Walter R. Leander, spm; Norman J. 
Gill, am; Arthur Breitengross, ce. 
Stout & Sons, David, 7014 Manchester 
Blvd., St. Louis 17, Mo. 
Minor W. Stout, p. 
Stow Mfg. Co., 708 Shear St., Binghamton, 
Ns Xe 
Strong, Carlisle & Hammond Co., 1392 W. 
3d St., Cleveland 13, O. 
Struthers Wells Corp., Iron Works Div., 
Titusville, Pa. 
Stueck, Inc., W. Whitney, Old Saybrook, 
Conn. 
W. W. Stueck, p. 
Sturtevant Div., Westinghouse 
Corp., Boston, Mass. 
Stutzman Oil Burner Co., 27 Albert Ave., 
Aldan, Pa. 
A. A. Stutzman, p. 
Sudbury Laboratory, Dutton Rd., S. Sud- 
bury, Mass. 
Sunbeam Oil Burner Mfg. Corp., 1455 
Blondell Ave., Bronx 61, N. Y. 
Sunderman Mfg. Co., 1401 B. Ave., Sioux 
Falls, S. D. 

H. L. Sunderman, p. 
Sundstrand Eng. Co. 
Rockford, Ill. 

R. H. Gustafson, p & gm; Philip West, 

vp: Chas. B. Bendix, sm. 
Sundstrand Hydraulic Div., 2210 Harrison 
Ave., Rockford. Il. 
B. F. Olson, p; L. H. Schuette, vp; A. 
Swenson, gm; C. W. Lang, sm; Floyd 
Carlson, ce. 
Sun-Ray Burner Mfg. Corp., 139-24 Queens 
Blvd., Jamaica 35, N. Y. 
G. M. Marin, p; A. Metzger, gm; A. 
Luft, ce. 
Sunshine Chemical Co., Inc., John, 600 W. 
Lake St., Chicago 6, Ill. 
John Sunshine, p, gm, sm & am; D. O. 
Sunshine, vp; M. LaVita, ce. 
Super Oil Heater Co., 942 New Britain 
Ave., Hartford, Conn. 
Superior Combustion Industries, Inc., 1475 
Broadway, New York 18, N. Y. 
Superior Furnace & Mfg. Co., 322 Hamil- 
ton Ave., Plymouth, Mich. 
Sure Heat Stove Co., Inc., Box 215, Plano, 
Tex. 
Surface Combustion Corp., 400 Dublin Ave., 
Columbus 16, O. 
Sussex Nozzle Co., 358 Sussex Ave., Mor- 
ristown, N. J. 
Otto A. Schwartz, p. 
Sutton Corp., O. A. 1812 W. Second St., 
Wichita 2, Kan. 
O. A. Sutton, p; Dole W. Gordon, ex vp; 
Al Bross, gm; Chas. Fisher, sm; Ralph 
Lowensohn, ce; Robt. Farris, am. 
Swett Bros., Inc,., see Du-Pac, Inc. 
Synchronous Flame, Inc., Walworth, Wisc. 
C. E. Stevens, Jr., p & gm. 
Syncromatic Corp., 1141 10th St., Water- 
town 9, Wisc. 
Syntron Co., 271 Lexington, Homer City, 
Pa. 


Electric 


1325 Seventh St., 


Taco Heaters, Inc., 1160 Cranston St., 
Cranston 9, R. I. 
J. H. White, p & gm; P. G. Leddy, vp; 
R. H. Chaffee, sm; R. T. Schoerner, ce; 
J. Balter, am. 
Tal Bender, Inc., 417 N. Walter, Milwau- 
kee, Wisc. 
E. T. Tal, p, gm, sm & am; E. Luprecht, 
vp; S. Rhodes, ce. 
Tankit Co., 174 Goldsmith Ave., Newark 12, 
N. J 


A. Yurdin, p & sm; S. Yurdin, am. 
Taylor Instrument Co., 95 Ames S&t., 
Rochester 1, N. Y. 
Techniflex Mfg. Co., Inc., 55 Jersey Ave., 
Port Jervis, N. Y. 
Technical Filter Co., 2719 S. Poplar Ave., 
Chicago 8, Il. 
R. E. Cooper, owner; Mrs, H. J. Salotti, 
off. mgr. 

Tecumseh Products Co., Tecumseh, Mich. 
Teesdale Co., The R. S., 2830 Woodcliff 
St., S.E., Grand Rapids 6, Mich. 

R. S. Teesdale, owner. 
Terre Haute Boiler Works Co., 1140 Craw- 
ford St., Terre Haute, Ind. 





Thatcher Furnace Co., The, Garwood, N J 
C. Sahler, p; R. M. Cook, vp, sales; C 
Beard, sm; H. C. Gibbard, ce; J, 7 
Angell, Adv. Dept. , 

Therm Gas Generator Co., Inc., 2105 West. 

Lake Ave., Seattle 1, Wash. 
Therma Products Co., Inc., 33 Bradston 
St., Boston 18, Mass. 
Thermal Research Products Co., Sparks 
Md. 
Thermeo Laboratories, Johnson Rd., Michi. 
gan City, Ind. 
R. D. Richardson, owner & ce; 0, wy 
Riggs, gm. 
Thermo-Base Div., Gerwin Industries, 9; 
Spring St., Michigan City, Ind. 
Thermobloc Div., Prat-Daniel Corp, » 
Meadow St., S. Norwalk, Conn. -” 
Thermolok Mfg. Corp., Inc., 1099 Tulip 
Ave., Franklin Sq., New York. 
Ted Stiler, p; Dick Halberg, sm. 

Thermo-Products, Inc., North Judson, Ing. 
M. R. Cunningham, secr. 

Thermoid Co., Trenton 6, N. J. 

W. E. Hill, p; C. M. Scholz, vp & gm: 
R. Chaffin, sm; W. Huff, ce; B. Peterson, 
am. 

Thrush & Co., H. A., Peru, Ind. 

Tilden Tool Mfg. Co., 6657 N. Clark, Chi 

cago 26, Ill. 
Timken Silent Automatic Div., see Scaife 
Co. 

Titus Mfg. Corp., Waterloo, Ia. 

D. L. Titus, p; R. W. Titus, vp; E. F. 
Averill, ce; J. D. Davis, am; J. S. Smith, 


sm. 

Titusville Iron Works Div., Struthers Wells 
Corp., S. Franklin St., Titusville, Pa, 

H. W. Conarro, p; J. F. Sweeney, vp; 
A. E. Jennings, sm; A. W. Burnite, ce: 
J. L. Dowd, am. 

Tjernlund Mfg. Co., The, 2140 Kasota Ave, 
St. Paul 14, Minn. 

E. J. Tjernlund, p & ce: E. A. Olson, 
vp: R. L. Tjernlund, am & gm: R. 0, 
Nelson, sm. 

Todd Shipyards Corp., Products Div., Co 
lumbia & Halleck Sts., Brooklyn 31, 
NOY. 

J. Hoag, Jr., p.; Francis J. Smith, vp; 
Russell W. Bowes. gm: Frank K. Stein- 
rock, sm; Julian F. Haynes, ce. 

Tokheim Corp., 1602 Wabash Ave., Fort 
Wayne, Ind. 

E. S. Higginbotham, p:; J. M. Hugue 
nard, vp-sales: A. C. Richard, gm, gen 
products div; O. Scheurer, ce. 

Toledo Heater Co., 25 S. St. Clair St., To 
ledo 4, O. 

Toridheet Div., Cleveland Stee) Products 
Corp., 16025 Brookpark Rd., Cleveland 
T1..0. 

W. J. Smith, p; R. J. Lucas, vp; C. H. 
Strack, sm; D. W. Rouse, ce. 

Tork Time Controls, Inc., 1 Grove St., Mt. 
Vernon, N. Y. 

C. J. White, p; D. J. White, vp, sm & 
am; J. H. Beier, ce. 

Torrington Mfg. Co., 70 Franklin St., Tor 
rington, Conn. 

Andrew Gagarin, p; D. B. Robinson, 
gsm. 

Tower Mfg. Corp., 222 Summer St., Boston, 
Mass. 

Trageser Copper Works, Inc., N. Y. Inter 
national Airport, Jamaica 30, N.Y. 

A. H. Trageser, p: J. R. Weinsler, VP: 
M. L. Green, sm & ce. 3 

Trailmobile, Inc., 31st and Robertson, Cin- 
cinnati 9, O. 

Trane Co., The, Second & Cameron Ave., 
LaCrosse, Wisc. ; 

A. B, Cline ‘smi:T.. J. Hancock, vp © 
sales. hi 

Trent, Inc., 201-299 Leverington Ave., P 
adelphia 27, Pa. 

Trent Tube Co. (Subsidiary of Cracible 
Steel Co. of America), East Troy. Wis 

F. Wenzel, p; W. C. Christianson, 5%: 
M. Stumm, am; H. J. Bowman, we 
eng. 

Trenton Heating Mfg. Co., 2834 Fifth St. 
Trenton, Mich. k St 

Triad Products Corp., 5121 N. Clark 5! 
Chicago 40, Ill. a 

R. L. Gleaslen, p; J. Hawkins, vp: 
Perkins, gm; L. N. Janis, a. dir. St. 

Triangle Tank Div., Inc., 245 Russ 

Brooklyn 22, N. Y. 
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Triangle Tube & Specialty Co., Lucaston, 
RFD 2, Berlin, N: J. 

Trico Baseboard Heating Corp., 222 Lake- 
side Ave., Pompton Lakes, N. J. 

Trion, Inc., 3000 Island Ave., McKees 
Rocks, Pa. 

Tri-Saw Corp., 2207 Hanley Industrial Ct., 
St. Louis 17, Mo. 

Tri-State Heating, Inc., 620 W. Main, De- 
troit Lakes, Minn. 

Triplex Heating Specialty Co., Peru, Ind. 
Ww. F. Petty, p; L. R. Peters, vp; C. E. 
Denny, gm. 

Tru-Heat Co., 532 Miller Ave., Trenton, 

N. J. 
H. Wurfel, Jr., gm, sm, ce & am; H. E. 
Wurfel, ce. 

Truckstell Co., Union Commerce Bldg., 
Cleveland, O. 

Tru-Heet Co., 532 Miller Ave., Trenton, 
N. J. 

Tucker & Sons Mfg., 48th & Pacific Ave., 
Tacoma 8, Wash. 

Turbo-Ray, Inc., 31 Winthrop Ave., New 
Rochelle, N. Y. 

Tuthill Pump Co., 939 E. 95th St., Chicago 
19, Ill. 

James G. Tuthill, p; N. G. Tuthill, vp; 
J. D, Caney, sm; R. Von Rotz, ce; J. E. 
Foley, am. 

Tuttle & Bailey, Div. of Allied Thermal 
Corp., 215 Warren St., New Britain, 
Conn. 

§. Hart, p; N. P. Cooley II, vp; G. Cope- 
land, vp; R. S. Rickabaugh, sm; D, D. 
O'Neill, sm; W. Batchelor, ce. 

Twin Control Burner Mfg. Co., 3240 Barker 
Ave., New York 67, N. Y. 

Typhoon Air Conditioning Co., Div. of 
Hupp Corp., 505 Carroll St., Brooklyn 
15. N. Y. 

D, U. Petrone, p: M. Kabili, vp & ce; 
M. E, Mooney, vp; S. B. Stone, am. 


| Sn 


Ultra Metal Utilities Corp., 27-07 Astoria 
Bivd., Long Island City 2, N. Y. 
R. Schleeweiss, p, sm; F. Giannattaseo, 
vp. 
Ultrasonic Corp., 640 Memorial Drive, 
Cambridge 39, Mass. 
Underwood Corp., 1 Park Ave., New York 
16, N. Y. 
ese 24 Co., 43800 Grand River Ave., Novi, 
Mich, 
Mrs. G. Redner, gm & sm; R. A. Redner, 
ce; R. P. Redner, ass’t ce. 
Unimatic Corp., Sherwood Lane, Caldwell 
Township, N. J. 
R, J. Bottoni, Sr., p & gm; R. J. Bottoni, 
Jr., vp & am. 
Union Asbestos and Rubber Co., 322 S. 
Michigan Ave., Chicago 4, Ill. 
E. E, Hokin, p; E. T. Johnson, vp; F. B. 
Kreider, sm. 
Union Electric & Mfg. Co., 1057 Summit 
Ave., Jersey City, N. J. 
L, Newman, p; C. Rapiport, sm; J. Lome, 


ce, 
U. 8. Air Conditioning Cor é 
p., 7900 Tabor 
Rd., Philadelphia 11, Pa. 
D. E. Feinberg, p & gm; L. P. Hanson, 
vp: C. Richman, vp: G. Ingham, vp: 
a H. Flowers, am. 
- 8. Igniter Corp., 2636 N. Hutchinson 
Be Philadelphia, Pa. 
- Dollenberg, p; H. Spencer, s & t: E. 
gneel. sm; R. Rand, ce. 
: 8. Petroleum Co., 104 Lakeview Ave., 
Clifton, N. J. 
7 W. Milos, prop. 
ae —” Div. (see National-U. S. 
r 
U. 8. Register Co., 344 E. Burnham St.., 
pattie Creek, Mich. 
5. Rubber Co., 1230 Ave. of the Ameri- 
Tat Mery New York 20, N. Y. 
— Co., 800 Lowell St., Ypsilanti, 


Universal Air Fi 
Iter Corp., 332 W. Michi- 
gan St., Duluth eh Mina. ; 


Universal Bra 
?  wiland Ave, 
versal Electric Co., 300 
0860, Mich. Be Pie 


Universal Prod erald Hoddy, vp & sm. 
ducts Mfg. C 
Ave., Auburn, Ind. orp., S. Indiana 


Universal Valve Co., 409 South St., Eliza- 
beth, N. J. 
J. V. Milo, p, sm; A. Milo, vp, gm; 
J. Mellilo, ce; R. Vitullo, am. 
Utica Radiator Corp., 2201 Dwyer Ave., 
Utica, N. Y. 
Utica Structural Steel, Inc., Utica, N. Y. 
Utility Appliance Corp., 4851 S. Alameda 
St., Los Angeles 58, Calif. 
Utility Fan Corp., 911 E. 59th St., Los An- 
geles 1, Calif. 


ansililleas 


V & E Products, Inc., Liberty St., Schuyl- 
kill Haven, Pa. 

G. Valentine, p & ce; J. H. Botz, vp; 
J. H, Eubanks, gm & sm. 

Valley Forge Metals, Metals Div., Nicolet 
Industries, Inec., 5th & Mitchell Sts., 
Lansdale, Pa. 

A. A. Lofquist, p; W. Baylie, vp; P. 
Fusco, gm; L. R. Fusco, Jr., ce. 

Vann Industries, Inc., Henry, Box 722, 
Clinton, N. C. 

Van-Packer Corp., 1049 State St., Betten- 
dorf, Ia. 

Vapor Heating Corp., 6420 W. Howard, 
Chicago 31, Ill. 

Vapor Recovery Systems Co., 2820 N. Ala- 
meda St., Compton, Calif. 

Vaporfier Corp., 250 W. Wacker Dr., Chi- 
cago 4, Ill. 

Vectaire Mfg. Co., 553 River Rd., North 
Tonawanda, N. Y. 

R. V. Burwen, p; W. Krauser, Bd. Chm. 

Vent Fabrics, Inc., 640 Kedzie Ave., Chi- 
cago, Ill. 

Veritas Co., The, Broad St., Medford. Mass. 

Ver-Mar Metal Industries, Inc., 24236 
Mound Rd., Centerline, Mich. 

E. G. Barnes, p; G. A. Barnes, gm; C. H. 
Moran, sm. 

Victor Oil Burner Mfg. Co., 250 Pleasant 
St., Hartford, Conn. 

Victory Eng. Corp., 111 Springfield Rd., 
Union, N. J. 

J. J. Mascuch, p; W. G. Gow, vp; B. J. 
Oppenheim, gm; B. O. Moxon, sm; M. L. 
Miller, ce; J. Ruskin, am. 

Vikina Mfg. Corp., 1747 Chester Ave., Cleve- 
land 14, O. 

H. S. Frasher, p & gm; W. R. Frasher, 
vp, sm & am. 

Viking Air Conditioning Div., The National 
Radiator Co., 5601 Walworth Ave., 
Cleveland 2, O. 

Viking Mfg. Corp., 1747 Chester Ave., 
Cleveland, O. 

Viking Pump Co., 4th & McCann Sts., 
Cedar Falls, Ia. 

R. C. Wyth, p & gm; S. A. Peterson, vp 
& sm; V. Peters, ce; M. L. Calvert, am. 

Volcano Burner Corp., 3612 E. Tremont 
Ave., New York, N. Y. 

Volu-Trol Co., Hwy. 61 & Kohmann S&t., St. 
Paul 9, Minn. 

Vulcan Electric Co., 88 Holten St., Danvers, 
Mass. 

D. H. Marsh, p; J. A. Marsh, vp & gm; 
L. A. Brett, sm; N. Hill, ce. 

Vulean Radiator Co., 775 Capitol Ave., 

Hartford, Conn. 


_— 


Walker Mfg. & Sales Corp., 1701-17 Penn 
St., St. Joseph, Mo. 
M. C. Land, p; L. Bartholomew, vp; A. 
H. Ziph, gm & sm. 
Walsh Refractories Corp., 101 Ferry St., 
St. Louis 7, Mo. 
Waltham Oil Burner Co., Inc., 1214 Ben- 
nington St., E. Boston, Mass. 
S. C. Paterson, p; C. A. Cook, Jr., gm. 
Walton Laboratories, Inc., 1186 Grove St., 
Irvington 11, N. J. 
W. Feldermann, p; J. B. Feldermann, 
vp, sm & am; J. R. Lewis, Ind. sm. 
Warner Lewis Co., Div. of Fram Corp., 817 
N. Lewis Pl., Tulsa, Okla. 
J. N. Fitzgerald, p; T. R. Bradley, sm 
& am; O. C. Redmon, ce. 
Warren Webster & Co., 95 Madison Ave., 
N. Y. 16, N. Y. 
W. Webster, Jr., p; E. R. Webster, s; 
W. M. Brown, t; H. F. Marshall, am. 
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Warrick Co., C. F., 1964 W. Eleven Mile 
Rd., Berkley, Mich. 
Cc. F. Warrick, p & ce; W. H. Warrick, 
vp, sm & am; J. E. Fouser, gm. 
Washington Stove Works, 3402 Smith Ave., 
Everett, Wash. 
E. M. Mackey, p; W. M. Mackey, vp; 
J. A. Kearns, gm & am. 
Wassell Organization, Inc., Sylvan Rd., 
Westport, Conn. 
G. W. Wassell, p; R. W. Watts, vp; 
G. K. Martin, Jr., sm. 
Watchman Mfg. Co., The, P. O. Box 297, 
Long Beach, N, Y. 
J. M. Fatjo, partner. 
Water Tube Boiler & Tank Co., 140 W. 
Root St., Chicago, Ill. 
B. S. Madorin, v & am; A. D. Sirk, gm & 
sm; J. Abbey, ce. 
Waterfilm Boilers, Inc., 154 Ogden Ave., 
Jersey City 7, N. J. 

G. H. Koven, p; K. A. Houser, sm & am. 
Waterman-Waterbury Co., The, 1121 Jack- 
son St., N. E., Minneapolis, Minn. 
Watts Regulator Co., 10 Embankment St., 

Lawrence, Mass. 
Wayne Brass Co., Inc., 240 W. Main St., 
Ft. Wayne, Ind. 
Wayne Home Equipment Co., Inc., 801 
Glasgow Ave., Ft. Wayne 4, Ind. 
N. G. Berghoff, p & gm; B. G. Duer, vp 
& sm; C. V. Copeland, ce; E. J. Kallen- 
back, am. 
Wayne Pump Co., Fort Wayne, Ind. 
R. L. Burke, Lyman W. Childs, sm, 
Wayne Rotary Pumps; A. E. Allen, vp, 
Industrial Sls.; R. B. Eninger, sm, Air 
Compressor Div. 
Weatherall Engineers, Inc., 478 Smithfield 
Ave., Providence, R. I. 
Mrs, P. W. Gunning, p; D. J. Blair, vp & 
gm; W. L. Cummings, sm; C. N. Sutton, 


ce. 
Weatherhead Co., The, 300 E. 13l1st St., 
Cleveland 8, O. 
Webb & Son Co., Elisha, 136 S. Front St., 
Philadelphia 6, Pa. 
Webb Machine & Tool Co., R. D. 1, Im- 
perial, Pa. 
Webstone Corp., 30 Anita Terrace, Boston 
19, Mass. 
P. Bagrianski, p. 
Webster Electric Co., 1900 Clark St., Ra- 
cine, Wisc. 
P. G. Crewe, p & t; D. J. Munroe, exec 
vp & gm; H. Stacey, gm; J. C. McAlvay, 
ce; W. E. Dent, am. 
Webster Eng. Co., 115 So. Frisco St., P. O. 
Box 2168, Tulsa, Okla. 
F. H. Adams, p; L. S. Reagan, vp, gm & 
sm; G. C. Bergtholdt, ce. 
Webster & Co., Warren, 17th & Federal 
Sts., Camden 5, N. J. 
Weil-McLain Co., Blaine St., Michigan 
City, Ind. 
E. R. Westphal, p; M. E. Mitchell, vp; 
R. M. Stockwell, sm; N. E. Westphal, 
ce; C. A. Wolff, am. 
Wells Mfg. Co., 220 9th St., San Francisco 
3, Calif. 

G. F. Wells, p; K. G. Wells. sm; E. C. 
Fichtner, ce, prod; K. G. Wells, sm. 
Werco Products, 2011-13 S. Cicero Ave., 

Chicago 50, Ill. 
Werner Foundry & Mach. Co., P. O. Box 
267, Lansdale, Pa. 
West Coast Quiet Heet, Inc., 1530 N. E. 
Grand Ave., Portland, Ore. 
West Orange Brass Co., 538 Freeman St., 
Orange, N. J. 
R. Rosen, owner. 
Westchester Home Egqpt. Co., Inc., 318 
East 153 St., N. Y. 51, N. Y. 
Western Blower Co., 1800 Airport Way, 
Seattle 4, Wash. 
Western Stove Lining Works, W. Love St., 
Mexico, Mo. 
Westinghouse Electric Corp., Air Cond. 
Dept. Staunton, Va. 
B. D. Henderson, p & vp; G. A. Price, 
gm; D. R. Meckstroth, sm; T. L. Rund- 
lett, ce; C. H. Weaver, Jr., am. 
Westinghouse Electric Corp., Sturtevant 
Div., 105 Readville St., Boston 36, 
Mass. 
Westinghouse Electric Corp., Small Motor 
Div., S. Metcalf St., Lima, O. 
Weston Electrical Instrument Corp., 641 
Frelinghuysen Ave., Newark 15, N. J. 
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Wheaton Brass Works, Springfield Rd., 
Union, N. J. 

E. W. Wheaton, p & am; R. F. Wheaton, 
vp; W. J. Schultz, sm; J. T. Drumm, ce. 

Wheelco Instr. Div., Barber-Colman Co., 
1300 Rock St., Rockford, Ill. 

Wayne §S. Reck, sm. 

White Fuel Corp., 900 E. 1st St., S. Boston, 
Mass. 

White Motor Co., 842 E. 79th St., Cleveland 
1,.0; 

White-Rodgers Electric Co., 1209 Cass Ave., 
St. Louis 6, Mo. 

Whitlam Mfg. Co., J. C., Box 71, Wads- 
worth, O. 

Whitney Mfg. Co., W. A., 620 Race St., 
Rockford, Il. 

Whitty Co., Inc., 86 Western Ave., Boston 
34, Mass. 

E. C. Taylor, p; E. Field, vp; E. J. Gro- 
jean, sm; C. R. Achstetter, ce. 

Wickes Boiler Co., Div. of Wickes Corp., 
515 N. Washington, Saginaw, Mich. 
Wiegand Co., Edwin L., 7762 Thomas 

Blvd., Pittsburgh 8, Pa. 

Wilder Mfg. Co., Inc., Rt. 2, Box 880, 
Carmel, Calif. 

L. W. Wilder, p & gm; R. B. Smith, vp 
& sm. 

Wilgus Mfg. Co., 1722 E. 16th St., Los 
Angeles 21, Calif. 

Will-Burt Co., Orrville, O. 

Williams Bros. Boiler & Mfg. Co., 1057 10th 
Ave., S.E., Minneapolis, Minn. 

Williams Bros. & Miller, Inc., 619 W. Chi- 
cago Ave., East Chicago, Ind. 

Williams & Davis Boiler & Welding Co., 
Inc., 2527 Canton St., Dallas, Tex. 

Williams Div., Eureka Williams Cw., Divi- 
sion of Henney Motor Co., Inc., 1201 
E. Bell St., Bloomington, Ill. 

C. Russell Feldman, p; H. J. Allemang, 
vp; J. M. Gleason, sm; C. B. Smithson, 
ce. 

Williams Valve Co., The D. T., Div. of the 
Schaible Co., 5801 Mariemont Ave., 
Cincinnati 27, O. 

Williamson Co., The, 3500 Madison Rd., 
Cincinnati 9, O. 


W. L. McGrath, p; L. B. Murphy, exec 
vp & gm; G. Leytze, vp & sm; P. Jensen, 
vp & sm; G. W. Denges, vp & ce; W. H. 
Calahan, vp & ce; C. T. Pfirrmann, am. 

Wilson & Co., Inc., 4200 S. Ashland Ave., 
Chicago 9, Ill. 

Wing Mfg. Co., L. J., 66 Vreeland Mills 
Rd., Linden, N. J. 

H, S. Wheller, p & gm; C. H. Smith, vp 
& treas; A. T. Bahel, am. 

Winston Co. of Mass., Inc., 33 Bradston St., 
Boston 18, Mass. 

Wisconsin Oil Burner Co., 2720 Emil St., 
Madison 5, Wisc. 

S. C. Olson, p; G. A. Westmont, vp, gm 
& am; L. W. Koeser, ce; W. A. Dengel,. 
am; S. R. Himsel, sm. 

Wise Furnace Co., The, S. 2ist St., New- 
ark, O. 

Wiss & Sons Co., J., 11-45 Littleton Ave., 
Newark 7, N. J. 

Wolverine Tube, Division of Calumet & 
Hecla, Inc., 1850 Guardian Bldg., De- 
troit 26, Mich. 

Wood Co., John, 100 Washington St., Con- 
shohocken, Pa. 

J. B. Balmer, p; J. H. Gotwals, vp & 
gm: R. R. Allen, vp & Dir. of Eng; W. G. 
Oslin, sm; G. K. Lentz, am. 

Wood Mfg. Co., A. R., Luverne, Minn. 

Woodruff Thermo Products, Inc., 29-02 
High St., Fair Lawn, N. J. 

Woolley Co., E. L., 60 Dunnell Lane, Paw- 
tucket, R. I. 

Worcester Brush and Scraper Co., 38 Austin 
St., Worcester 1, Mass. 

Worcester Taper Pin Co., 47 Lagrange St., 
Worcester, Mass. 

F. J. Barry, p; P. Sibley, gm; W. J. 
Nutter, ce. 

Work’s Mfg. Co., P. O. Box 791, Van- 
couver, Wash. 

Work, gm; W. H. Work, sm. 

Worthington Corp., Air Conditioning & Re- 
frigeration Div., 421 Worthington Ave., 
Harrison, N. J. 

Wright & Co., Norman S., 1932 S.W. Water 
Ave., Portland 1, Ore. 


Wright Chemical Corp., 627 W. 
Chicago 6, Ill. Lak St, 
Wright-Austin Co., 3245 Wight St., Detroit 
Mich. 
D. G. Wormer, p; A. C. Schwartz, sm; 
H. Roemmelt, ce. : 
Wysong & Miles Co., 625 Fulton St, 
Greensboro, N. C. 
R. F. Hall, Jr., p; W. R. Kime, vp, gm & 
sm; R. H. Weisner, ce; R. L. Beall, am, 


—X-Y-Z— 


““X”’ Laboratories, Inc., 25 W. 45th g 
New York 19, N. Y. ‘ 

XXth Century Heating & Ventilating Co., 
96 Ira Ave., Akron, O. 


Yale & Towne Mfg. Co., Stamford, Cong, 
Yates-American Machine Co., Lipman Re 
frigeration Div., Beloit, Wisc. 
York Corp., Roosevelt Ave., York, Pa, 
York-Shipley, Inc., Residential Diy., P., 0, 
Box 349, York, Pa. 
S. H. Shipley, p; L. H. Brenneman, exee 
vp; G. D. Frank, vp; T. A. Crawford, 
residential sm; C. Nieman, Jr., vp & @ 
Yorktowne Machine Co., 538 S. Queen $t, 
York, Pa. 
Young Radiator Co., 709 S. Marquette St, 
Racine, Wisc. 
Young Regulator Co., 5209 Euclid Aye, 
Cleveland 3, O. 
Yula Water Heaters, Inc., 330 Bryant Ave, 
New York, N. Y. 
H. F. Yula, p & gm; R. B. Zinser, vp& 
sm; I. S. Feldman, ce; A. Brammer, am. 
“YX, Inc., 50 Bridge St., Brooklyn 1, N, ¥, 
Zambelli Boiler Works, 1710-16 N. Dea 
ware Ave., Philadelphia 25, Pa. 
Zatko Metal Products Co., 20850 St. Clair 
Ave., Euclid 23, O. 
Zeh Co., Inc., 364 Highland Ave., Passaic, 
N. J. 
E. A. Zeh, p; Martha E. Zeh, vp; E. W. 
Zeh, sm & am. 
., John, 4401 S. Peoria, Tulsa 5, 
Okla. 
Zonolite Co., 135 S. LaSalle St., Chicago, Il. 








Your Selling fol.Can Be Made Easier... 


WITH EXPERT HELP FROM 


“THE SELLING MAN” 


Specialty Salesmanship With Emphasis On Burner Selling 


The Selling Man 


For the benefit of those breaking into selling and for improvement 
of active salesmen, W. A. Matheson, a director of Eureka Williams 
Corp., wrote an exciting book on selling techniques that has helped 
thousands get ahead faster. He calls it THE SELLING MAN. He 
believes that almost anyone can sell if he’ll take the trouble to learn. 
The techniques he suggests are practical because he has tested them 
himself. The $4 investment is a tiny price for so much helpful and 
profitable information to attain greater success. 


SA a copy 


(we pay postage! 


PLEASE MAIL REMITTANCE WITH ORDER! NO C.0O.D. ORDERS! 


fueloil & oil heat 


2 WEST 45th STREET, NEW YORK 36, N. Y. 
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